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PREFACE 


T he present book under its title Intermediate Electricity is 
intended to replace Intermediate Textbook of ELe^nmty. and 
Ma ^mti^ m^hkh , with its various slight revisidnsat successive 
periods, has continued to be a favourite with teachers and students 
alike for over twenty j^ears. 

The text has been completely rewritten on thoroughly modern 
lines, a considerable amount of new matter incorporated, and a 
large number of new diagrams and illustrations included. Broadly 
sj)caking, the same general order of treatment has be(‘n followed, 
for I am convinced, as the result of very many years experience 
with students on both the pure and applied sides, that this best 
leads to a logical development of the subject and its units, and 
sound theory and definition; and it eliminatc‘s excessive make-shift 
explanations to be corrected or discarded at a later stage. The 
actual d(*tailed treatment itself is completely modern from the 
outset, and all exj^lanations of observed facts and standard experi¬ 
ments are dealt with in terms of the science as we know it to-day. 
The fa('t is stressed that magnetism itself is merely a phase of 
electricity—electricity in motion-—and current effects are introduced 
from the beginning: the perfect unity of currents, charges, magnetism 
is repeatedly emphasisc'd: the natural coherence of the subject as a 
whole irresj)ective of the historical dates of discovery of isolated 
facts and principles is kept in the foreground. 

The Introductory chapter includes a much fuller account than 
is usual at this early stage of the modern theory (T electricity and 
electrical phenomena. 1 have, however, given these early facts in as 
simple and as “ homely ” a way as is possible so that even a beginner 
can readily understand them and apply them from the outset to the 
explanation of the facts and experiments he encounters in his 
studies: fuller details follow throughout succeeding pages. In¬ 
cidentally, certain practical and applied features are also introduced 
and explained at earlier stages than is usual if they are of such an 
important and “ everyday ” nature that the student is constantly 
encountering them in his work, in his studies or in his general 
reading. 

Practical testing and practical applications and theory run 
hand in hand in the book. Special attention has been devoted to 
the various units and systems of units, and their relationships 
indicated, so that students may experience no difficulty in con¬ 
nexion with modern research work or general problems necessitating 
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a change from one system to another: in fact the care which has 
been devoted to units throughout will, it is hoped, banish the 
student’s trouMes in this direction. The book contains numerous 
fully worked examples illustrating important principles and applica¬ 
tions, and a number of problems of a similar character to be worked 
by the student. Over 580 diagrams and illustrations of a kind 
best suited to aiding the student to a clear understanding of the 
principles and methods involved are ins(u ted. The more important 
symbols recommended by the International Electro-technical Com¬ 
mission have been adopted. 

Though the mathematics involved is confessedly more or less 
elementary, use has been made of the notation and first principles 
of the Calculus. In the earlier portions of the book such applica¬ 
tions usually appear in the form of neater alternative investigations, 
solutions, and proofs, but the methods are occasionally employed 
if it appears that a distinct advantage is gained thereby. Students 
of Physics cannot realise too t‘arly that a knowledge of the rudi¬ 
ments of the Calculus is an essential part of their mental equip¬ 
ment. Little is actually required at this stage, and the elements 
at least are now generally taught in schools: in any case, however, 
the necessary knowledge can be acquired by a very slight expen¬ 
diture of time. 

Although I have in no way restricted myself by the bounds of 
any particular examination syllabus, the book, as its title suggests, 
thoroughly covers—more than covers—the requirements of candi¬ 
dates reading for the Intermediate Science examinations of the 
Universities. It also rheets the needs of candidates for University 
Scholarship and Higher School Certificate, and of those entering 
for appointments in the Army, Navy, Air Force, and Civil Service*, 
or aiming at others of the professional examinations in which 
" Electricity ” plays a part. It is hoped, too, that it may be of 
some service to students and workers in applied electricity, par¬ 
ticularly in electrical engineering, telegraphy, telepihony and radio, 
who wish to acquire the necessary background of theory, and to 
keep in touch with the wonderful developments, possibilities and 
anticipations in the electneal domain of Physics. 

My best thanks arc due to certain manufacturers and friends 
(mentioned in the text) for the kind loan of some of the illustrations, 
and I am greatly indebted to the Senate of London University for 
}3ermission to use certain examination questions: some are also 
included, by perniission, from the examination papers of other 
Universities. 

R. W. HUTCHINSON, 
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INTERMEDIATE TEXTBOOK OF 
ELECTRICITY 
CHAPTER I 

INTRODUCTION 

The Starting Points of our Knowledge of Electricity— 
WITH A Glance at some Old and New Ideas 

W E gather from the writings of Thales of Miletus that so far 
back as 600 b.c. the Greeks knew that pieces of amber 
possessed, when rubbed, the property of attracting light 
bodies, and it is from the Greek name elektron (amber) that our 
word electricity has come. Nature, however (although really 
providing us with “ electricity does not give many examples of 
electrical forces which man is aware of in his everyday life, as she 
does in the case of heat, light, sound, etc.—the occasional thunder¬ 
storm on the violent side, and, on the gentler side, the little crackling 
when we brush our hair or stroke the cat, being the main examples. 
In consequence man did not develop an electrical sense, and about 
2000 years elapsed before his knowledge of the subject began 
definitely to expand. 

I. Positive and Negative Electric Charges 

In 1600 A.D., Dr. Gilbert, physician to Queen Elizabeth, showed 
that many other substances behaved in the same way as the amber 
of the Greeks, and it is now known that, with proper precautions, 
most substances suitably rubbed will attract to some extent such 
light articles as pieces of paper, bran, cork, pith, etc.: glass rubbed 
with silk, sealing-wax with flannel, and vulcanite with fur show the 
effect very well. A substance showing this property was said to be 
electrified, to be charged with electricity, to possess a charge of 
electricity, or to be in a state of electrification, and the agent " 
which caused this was called electricity. A substance showing no 
signs of electrification was said to be electrically neutral. 

It was at first thought that metals could not be electrified, for 
on holding them in the hand and using various rubbers they showed 
no signs of electrification. Later it was found that if a metal rod 

I. T. E. I 
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was fitted witli a handle of glass or vulcanite it could be electrified 
in this way. The explanation is that metals (and the human body) 
are conductors of electricity, and therefore the “ charges " flow 
along them to the hand and to earth. The exact explanation of this 
''flow ” is given later. Substances like glass, vulcanite, sealing-wax, 
etc., do not allow electricity to flow through them and leak to earth, 
and are callc'd insulators. 

Further investigation showed that two electrified bodies exerted 
a certain force on each other: in some cases they attracted, and in 
some cases they repelled. Whether the electric force (as it was 
called) between them was one of attraction or of repulsion depended 
on the materials of the two bodies, and on what they were rubbed 
with. Thus if a vulcanite rod which has been rubbed with fur be 
suspended from a stand by a dry silk thread (Fig. i), and a second 
vulcanite rod also rubbed with fur be brought 
near, the suspended one will be repelled; but a 
glass rod rubbed with silk will attract it. Simi- 
la^*y, if the electrified glass be suspended, a 
second glass rod rubbed with silk will repel it, 
but the vulcanite rod rubbed with fur will pro¬ 
duce attraction. If the experiment be repeated 
with various bodies and rubbers it will be found 
that if two electrified bodies A and B both attract 
or both repel an electrified body C, then A and B 
will repel each other: but if A attracts and B 
repels C, or if A repels and B attracts C, then 
A and B will attract each other. 

Numerous experiments like the above led the 
early scientists to the conclusions that (i) there were two states 
of electrification; (2) bodies in similar states of electrification 
repelled; (3) bodies in unlike states of electrification attracted. 
The two states are that shown by glass rubbed with silk and that 
by vulcanite rubbed with fur. Sealing-wax rubbed with flannel 
gives the same electrification as vulcanite rubbed with fur, for they 
repel. Paper rubbed with india-rubber repels glass rubbed with 
silk, so that its electrification is like that of the glass. 

The early investigators then decided on names for the two 
electrifications. Partly for reasons which will be seen presently, 
they finally agreed to call the state of electrification shown by glass 
rubbed with silk positive, and to say that any body showing this 
electrification was positively charged. They further agreed to name 
the state of electrification shown by vulcanite rubbed with fur 
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negative, and to say that any body showing this electrification was 
negatively charged. Hence:—(i) Positively charged bodies repel 
each other. (2) Negatively charged bodies repel each other. (3) A 
positively charged body and a negatively charged one attract. 

As mentioned above, the kind of electrification depended on thc' 
rubber as well as on the body rubbed. Glass rubbed with silk 
becomes positively electrified, but the same glass warmed and 
rubbed with fur becomes negatively electrified: rough or ground, 
glass rubbed with silk becomes negative. Vulcanite rubbed with 
fur becomes negative, but when rubbed with india-rubber it becomes 
positive. For experimental purposes, it is useful to remember that, 
in general, common metals rubbed with fur become negative, but, 
if rubbed with india-rubber they become positive. 

Experiment also showed that when, with proper precautions, 
glass, for example, was rubbed with silk, not only was the glass 
positively electrified, but at the same time the silk was negatively' 
electrified and by an equal amount. This ap])lied in all cases, i.e. 
when bodies are electrified by rubbing them, both states of electrification 
are always produced at the same time and in equal amounts, the one on 
the body rubbed, the other on the rubber. 

The chtiicc by the early scientists of the names positive and negative was 
justified, for the properties of positive and negative electrifications arc some¬ 
what similar, in some respects, to the properties of the signs -f and — in 
Algebra, e.g. equal positive and negative electrifications are capable of 
neutralising or " cancelling each other. At the same time it must be 
remembered that the names were allotted more or less arbitrarily: they agreed 
to say the glass was positive and the vulcanite negative. In view of what 
modern work has proved, it would have been better if they had allotted the 
names the other way about, i.e. called the glass negative, vulcanite positive. 

It will be seen later that it is not the friction of the rubbing process, but 
the contact of the dissimilar substances which is the true cause of the electrifi¬ 
cations in the experiments considered. If a rod of paraffin-wax be merely 
dipped in water contained in a glass vessel and then be taken out, the wax 
is negative and the water positive: if two different metals are merely put in 
contact, both become slightly electrified—one positive, the other negative. 
In the case of glass, vulcanite, etc., intimate contact at a large number of 
points along the surface is necessary, since they do not allow " electrification " 
to spread over them from one or two points of contact, and this is secured by 
rubbing, the function of which is to obtain an extended close contact. 

It may be noted, too, that in all these rubbing experiments of the early 
days, and even in ail the great electrical developments of later days, we never 
make “ electricity ”—^we merely cause certain changes in what Nature has 
already provided. We have, however, so increased our knowledge, and so 
harnessed electricity " to our needs, that it is one of the most important 
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factors in our industrial, domestic, and social lives. And we have gone 
further than that. We have discovered that the chemical and most of the 
physical properties of everything are really electrical properties. We have 
discovered that the actual rock-bottom make-up '' of everything is electrical 
—the things we see around us, all kinds of matter, whether on this earth or 
on the other heavenly bodies, whether alive or dead. Electricity is, in fact, 
the fundamental brick which builds up everything. 

A further step by the early scientists was to find some explana¬ 
tion, some theory of electricity and electrification, to fit the 
knowledge they had gathered together. Now in the old days when 
;anything mysterious occurred it was the custom to put it down to 
the action of some ** spirit ” or “ fairy ” or “ demon," or " black 
ivapour," or " fluid,” etc. Thus heat was at one time looked upon 
as a fluid, and similarly the two electrifications were put down as 
being due to the presence in a body of two imponderable fluids. 
When the two fluids were present in equal amounts the body was 
neutral: if one of the fluids wms in excess of the other the body 
-showed one state of electrification: if the other fluid was in excess, 
,the body showed the other state: the two fluids attracted each 
other, but fluid repelled fluid of the same kind. This two-fluid 
,theory was propounded by Symmer. 

Another theory was that electricity was a single imponderable 
fluid, and that every body in its normal or neutral condition 
contained its definite or stoci-amount of this fluid: if a body 
contained more than its stock amount, i.e. had an excess of electric 
fluid, it was positively charged, and if it contained less than its 
stock amount, i.e. was defleient in fluid, it was negatively charged. 
Thus when glass was rubbed with silk some of this fluid was 
supposed to pass from the silk to the glass, so that the glass had 
an excess of fluid and was positive, and the silk had an equal deficit 
and was (equally) negative. This electric fluid was assumed to 
attract ordinary matter but to repel electric fluid. The one fluid 
theory, due in its original form to Benjamin Franklin, became quite 
a favourite and its influence is still felt to-day. 

Fluid theories have, of course, been abandoned, and brilliant 
research in recent years has carried us at least one vital step 
forward in the search for ” explanation ”—for ” fundamental 
causes.” Now experience indicates that at the outset of his 
electrical studies a student can appreciate and understand many 
elementary facts in connexion with the modern idea, and apply 
them to the explanation of many electrical phenomena and standard 
experiments he encounters in his reading. In the next section we 
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give, therefore, in simple language, a few points about the modern 
conception—just sufficient to enable the student,/row the beginning, 
to view matters, wherever i)ossible, on the lines on which they are 
viewed to-day and not as they were regarded years ago. Further 
details are given in subsequent chaj)ters as they are required. 

2 , Protons and Electrons 

As is well known, an element is a substance which cannot be 
decomposed into other substances, and there are just about ninety 
different kinds known to us. Theory and experiment indicate that 
there should be ninety-two (and the existence of a ninety-third has 
been suggested). Most substances we encounter are not elements, 
but they are all made up of elements, although their properties may 
be quite distinct from those of the elements composing them. 

Consider, now, any particular element, say copper. Common 
experience shows that a sheet of copper can be divided into smaller 
and smaller pieces, and it might be surmised that, given suitable 
mechanical and chemical means, this division could be carried on 
indefinitely. Further investigation showed, however, that there 
was a limit to the process, that the copper was, in fact, composed of 
particles beyond which it seemed impossible to go, and the same 
applied to all the other elements. Tlie.se smallest particles of the 
elements which behave generally as if they could not be further 
divided, are known as atoms, so that there are just about ninety 
different kinds of atoms known to us. All are excessively small: 
it would take of the order a hundred million side by side to make 
an inch: it takes 6 x atoms of hydrogen to make up about 
I gramme of hydrogen. The chemist's precise definition of the 
atom is given later. 

To be exact, the smallest particle of a substance which can exist by itself 
as that substance is a molecule of the substance. But a molecule is made up 
of one or more atoms, and in the case of the element copper the molecule is 
simply one atom. This, however, is a detail at present. 

Now modern work in Physics has shown that an atom, small 
though it is, is neither fundamental nor indivisible, but has a complex 
internal structure of its own. Theories of atomic structure are still 
being investigated, and certain modifications may still be made, 
but latest work supports the conception that, internally, an atom 
consists of a central core or nucleus surrounded by a number of tiny 
particles in very rapid motion, spinning, and also travelling all 
round the nucleus. The actual volume of the nucleus plus that of 
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all the moving particles is, however, small compared with the 
volume which the entire atom occupies—the nucleus and the 
moving particles are so small that the structure of the atom is, 
comparatively, very open. The tiny particles in constant move¬ 
ment are called electrons, and they show the same electrification as 
a vulcanite rod which has been rubbed with fur, i.e, they are 
negative. The nucleus has on the whole a positive charge due to the 
presence in it of positive particles called protons. When the atom 
is neutral the total [free) positive charge at the nucleus is equal to 
the total negative charge of all the electrons outside the nucleus. 

Electrons have been detached from all sorts of atoms and 
carefully investigated, and in all cases they are identical. They 
cannot be split up into anything simpler, and are the lightest 
“ things ” known, their mass (which is probably purely electri¬ 
city being always about mass of the hydrogen atom 

which is the lightest atom known. Moreover, each always shows 
the same amount of electricity, and this is the smallest amount or 
'' charge '' of elect^'icity it is possible to obtain: hence the charge 
is often spoken of as a natural umt of electricity. They are 
inconceivably small: it would take of the order sixteen million 
times a million ot them in a rov^ touching each other to make an 
inch, so that even the tiny atom is of the order four thousand 
million, million times the very tiny electron. As stated, the electrons 
have a spinning motion, and they also travel round the nucleus 
somewhere about lo^® times per second, but the exact nature of 
the movement all round the nucleus is not known. The positive 
charge of a proton is equal to the negative charge of an electron. 
The mass of a proton is, however, much greater than that of an 
electron: it is practically the same as that of a hydrogen atom, i.e. 
about 1850 times the mass of an electron. It follows from this 
that the total mass of an atom is due almost entirely to the nucleus 
where the protons are. 

Now modern work indicates that every element has its atom 
made up in the way indicated above, and that it is only the number 
and arrangement of the’ charges which determine what the 
substance is: in other words, the distinguishing chemical properties 
of the element depend upon the number and arrangement of the 
electrons outside the nucleus (remember their total negative is 
numerically the same as iLe free positive at the nucleus). The 
chemist's Periodic Table, found in any Chemistry book, gives a list 
of all the elements arranged in the order of increasing atomic weight. 
Taking the first ten on this list, viz. hydrogen, helium, lithium, 
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beryllium, boron, carbon, nitrogen, oxygen, fluorine, neon, a neutral 
atom of hydrogen (the lightest atom) consists of one moving 
electron (negative) outside the nucleus and a nucleus which is an 
equal positive charge or proton; an atom of helium has two electrons 
outside the nucleus, and the latter has two equal free positive 
charges; lithium has three electrons outside the nucleus and a 
nucleus with three equal free positive charges; beryllium has four, 
boron five, carbon six, nitrogen seven, oxygen eight, fluorine nine, 
neon ten, and so on up to the heaviest element, uranium, with 
ninety-two. As a further illustration, copper, the twenty-ninth 
element on the list, has an atom with 29 electrons outside the 
nucleus which means a negative charge outside of 29 units, and the 
free positive charge at the nucleus is also 29 units, i.e, a positive 
charge equal to that of 29 protons. By a unit charge is meant here 
the charge of an electron (or proton). 

The (negative) electrons are kept in the atom by the attraction 
exerted on them by the positive nucleus. It is clear that the 



Fig. 2. Sodium Atom. 

electrons near the nucleus will be more firmly held and more 
difficult to pull out of the atom than those further from the nucleus, 
the electrons near the surface requiring the least expenditure of 
energy to detach them, for apart from being at the greatest distance 
from the attracting nucleus they are subject to the repulsion of the 
electrons in between. These and other more exact energy considera¬ 
tions which cannot be given at this stage have led to the conclusion 
that the electrons outside the nucleus can be regarded as arranged 
and travelling in successive shells or layers or levels all round the 
nucleus, the electrons in each level being associated with a definite 
amount of energy (within certain limits) and necessitating the 
expenditure of a definite amount of eneiigy for their removal. 
These energy levels are denoted by the letters K, L, M, N, 0 , P, 
etc., the K level being nearest the nucleus. Thus the sodium atom 
has a free positive charge of ii at the nucleus, and ii electrons 
outside arranged and moving in three shells round the nucleus, 2 
electrons moving in the innermost or K energy level, 8 in the L 
level, and i in the M level. This atom is roughly indicated in Fig. 2. 
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A Warning Note .—It is impossible to really represent an atom in a sketch, 
and Fig. 2 must not be taken too literally: it must not be taken to mean that 
the electrons are all in one plane, nor that electrons travel round the nucleus 
in simple curves like the orbits of the solar system. This latter planetary 
analogy has often been used in the past, but it is misleading, and the word 
“ orbit" is now ceasing to be used to any extent by physicists in speaking of 
atomic structure. The dotted curves in the figure are merely to be taken as 
roughly indicating that in the sodium atom there are these three energy 
shells or levels all round the nucleus, and that the ii electrons are housed in 
the three shells as shown. 

To further illustrate the point, details of the first twenty elements 
of the Periodic Table are given below. The one electron of the 


No. 

Flp:mknt 

Free Charge 
AT Nucleus 

1 Electrons ( -- ve 

) IN THE Levels 

K 

L 

M 

N 

I 

Hydrogen 

+ I 

I 




2 

Helium 

- 1 

2 




3 

Lithium 

-i- 3 

2 

I 



4 

Beryllium 

4* A 

2 

2 
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I^oron j 

+ 5 

2 

3 

1 


6 

Carbon 

4 (> 

2 

i 4 

1 


7 

Nitrogen 

4- 7 

2 

! 5 

i 


8 

Oxygen 

4- 8 

2 

0 



9 

Fluorine 

4- 9 

ry 

7 1 
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10 

Neon 

4 10 

2 

8 



11 

Sodium 

4 II 

0 

8 

1 I 


12 

Magiiesinnj 

4 12 

2 

8 

2 1 


J3 

Aluminium 

1 13 

i ^ 

8 

3 1 



Silicon 

4 14 

1 ^ 

8 

4 ! 


t5 

i Phosphorus 

1 4 15 

i 2 

8 

5 ; 


lO 

Sulphur 

+ 16 

2 

8 

6 


17 

Chlorine 

4- 17 

2 

8 

7 i 


18 

Argon 

4 - 18 

2 

8 

8 I 


19 

Potassium 

4 19 

2 

8 

8 i 

I 

20 

Calcium 

-f 20 

2 

8 


2 


hydrogen atom and the two of the helium atom move in the K level, 
but this level will take no more than two, so that the third electron 
of lithium forms a new level L. This continues until neon is reached 
with its ten electrons arranged two in the K level and eight in the 
L; but this level will take no more than eight, so that the eleventh 
electron of sodium forms a new level M. This again continues 
until argon is reached with eight of its electrons in the M level; 
but when this is an outermost level it will take no more than eight, 
and the additional electron of potassium forms a new level N. 
This is repeated although the general arrangement becomes more 
complicated further down the list. Note that the greatest number of 
electrons an outermost level will take is eight. 
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Now just a few words at this stage about the nucleus which, 
unlike an electron, has a certain internal stnicture of its own. We 
have seen that the nucleus has on the whole a positive charge {free 
-f- charge) due to the protons in it, equal to the negative charge of 
all the electrons outside: but, hydrogen excepted, there are electron 
charges in the nucleus also. Some at least of the electrons and 
protons in the nucleus are grouped or combined in various ways, 
but we will neglect this at present. Thus, taking the case of an 
atom of carbon (which, as staled above, has a nucleus with, on the 
whole, a charge -f- 6 and six electrons outside), the arrangement is 
as shown in Fig. 3, i.e, the nucleus has a charge + 12, for it 
contains twelve protons, but there are also six electron charges 
each — I, in the nucleus, so that the free positive charge is + 6, as 
stated, balancing the six electrons outside. Note that the position 
of carbon in the Periodic Table is No. 6, and the chemist's atomic 
weight of carbon (taking hydrogen = 1) is about 12. 

As another example take the case of helium. This atom has 
four protons in the nucleus (charge + 4), but there are two electron 
charges also (charge 

— 2) so that the free - 

positive charge is jtr"' 

+ 2, as stated, ' 

balancing the two Fig. 3. Fig. 4. 

electrons outside. 

Note that the po.sition of helium in the Periodic Table is No. 2, 
and the atomic weight is about 4 (Fig. 4). 

As a final example take the heaviest element, uranium. Our 
present knowledge suggests that the nucleus of the atom contains 
238 protons (charge + 238) and 146 electron charges (charge 

— 146), so that the free positive charge is + 92, as stated, balancing 
the 92 electrons outside. Note that the position of uranium in the 
Periodic Table is No. 92, and that its atomic weight is about 238. 

And so with the atoms of the other elements. The position 
number of the element in the Periodic Table—the atomic number 
as it is called—is the same as the number of electrons outside the 
nucleus (or, which is the same, the free positive charge at the 
nucleus): the number giving the atomic weight is approximately 
the same as the total number of protons in the nucleus. This last 
statement should really be discussed in greater detail, but it would 
take us too far at this stage. (Atomic weights, for example, are 
not always exact whole numbers: helium, for instance, is 3*97, not 4, 
but this is dealt with later, and the student need not worry about 
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it now.) As indicated above, and as will be seen presently, some 
of the protons and electrons in the nucleus are now taken to be 
grouped or combined in various ways in order to lit in with certain 
well-known facts and many recently discovered ones. 

So far referencti has been made only to the elements, but most 
ordinary substances are not elements. They are, however, com¬ 
posed of elements, so that when we get down to the rock-bottom 
make-up of all matter we have the protons and electrons, positive 
and negative electricity. We have gone from “ fluids in bodies 
to the ultimate particles of all matter, but we have not yet 
attempted to answer the beginner’s perhaps futile question—What 
is electricity ? All we can say so far about this is that electricity 
is some fundamental property of the ultimate small particles ” of 
which all matter is made up which causes them to exert forces of 
attraction and repulsion on each other. And after all, every definition 
merely refers the thing defined to something simpler, more funda- 
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nticleus can be detached, temporarily, from the atom, in which case 
the atom exhibits a positive charge since the free positive due to the 
protons at the nucleus now exceeds the negative of the electrons 
outside the nucleus. Similarly an atom may capture one or more 
electrons, temporarily, in which case the atom exhibits a negative 
.charge since this exceeds the free positive at the nucleus. An atom 
(or group of atoms) which has lost electrons is called a positive ion, 
and one which has gained electrons a negative ion (Fig. 5). It is 
clear that it will be the outermost electrons, those most easily 
detached, which will enter into ordinary experiments of this nature. 

When vulcanite is rubbed with fur some of the outer electrons 
of the fur atoms are transferred to the vulcanite atoms, for the 
outer electrons of the fur atoms are not so strongly held in the 
atoms as they are in the case of vulcanite. The vulcanite has 
therefore an excess of electrons and is negatively charged; the fur 
Is equally deficient in electrons so that the positive centres of the 
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atoms of the fur predominate and the fur is equally positively 
charged. When glass is rubbed with silk some of the outer electrons 
of the glass atoms, being less firmly held than those of the silk, pass 
to the silk atoms, so that the glass is positively charged and the 
silk equally negatively charged. Note that it is the (outer) negative 
electrons which move in these experiments —tlie nucleus is more or 
less fixed in the atom. The attraction between two oppositely 
cliarged bodies is the attraction between the predominating positive 
nuclei charges of the atoms of one body and the surplus electrons 
of the atoms of the other. 

Reference has been made to conductors and insulators. The 
outer electrons of the atoms of any solid substance are not much 
further from the nuclei of adjacent atoms than they are from their 
own nucleus, and are under some attraction from them. Now in a 
conductor these electrons are not held rigidly to their atoms—they 
are free to wander about in the spaces between the atoms, so that 
when any additional influence acts tending to move them in any 
direction they readily drift through the spaces in that particular 
direction. In a perfect insulator there are no electrons free to move 
in this way, each nucleus holding on firmly to its own electrons. 
Of course there is no sharp dividing line between the two: practical 
conductors oppose the movement in varying degrees, and insulators 
permit the movement to various extents. 

3. A Few More Interesting Points in Modern Theory 

The preceding is all that the student need trouble about at present 
in connexion with the structure of atoms. It is instructive, however, 
to briefly note one or two other general points which will be dealt imth 
more fully in subsequent chapters: they may be omitted at this stage, 
but it will add interest to the study of the subject from the outset if 
the student notes them now. We put them as simply as possible. 

The chemical properties of an element and most of its physical 
properties depend, as has been mentioned, on the number of elec¬ 
trons outside the nucleus of its atom, which, of course, is numerically 
the same as the free positive charge at the nucleus, or as the ‘‘ atomic 
number '' (the mass of the atom is governed by the total protons in 
the nucleus). It is the number of electrons in the outermost level 
which determines the '' valency ” of the element, i.e. the number 
of hydrogen atoms with which one atom of the element can combine. 
These outer-level electrons are in consequence now usually referred 
to in Chemistry as valency electrons, and the ordinary types of 
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chemical change really consist in the transfer or sharing of valency 
electrons between two or more atoms. A few examples might be 
quoted:— 


If the outermost level has its greatest number of electrons (eight), the 
element is chemically inert, i.e. its atom is incapable of combining with other 

atoms to form chemical 
• • •• •• •• compounds of the normal 

• fVlQ • • 4. Cl * = * Na * * Cl * types. This is the case 

•• ••••♦• with neon and argon in the 

/ * X * X table on page 8, and with 

(2.8.7) (2.8.) (2.8. e ) Lments further 

50DIUM CHLORIDS down the table: it is also 
A.TOM ATOM ..t 1 f 

-I* /'i- so m the special case of 

bl helium in the table, for the 


{2.8.) (2.8.8) 

SODIUM CHLORIDS 


l28li (2fl7) (OP.) fo ft r) o, ciim wiu. 

{/.ay ( 2 . 8 . 7 ; ( 2 . 8 .; { 2 . 8 .SJ certain elements further 

SODIUM CHLORIDS down the table: it i.s also 
ATOM ATOM ..t 1 f 

-I* /'i- so m the special case of 

bl helium in the table, for the 

Fig. 6 . Na + Cl -- NaCl (Molecule of .sodium outermost level here i.s the 
chloride). Only the electrons in the two K for which the maximum 
outer levels of .sodium and in the outer level • . ninri-muG 

of chlorine are diagrammatically indicated. rr .i. *. i i 

° ^ If the outermost level 

contains only one electron 
[e.g. sodium), that electron may not be very strongly held, for the attraction 
by the nucleus will be nearly cancelled by the repulsion of the electrons in 
between: hence the electron will more or less readily leave the atom which 
then becomes a positive ion. Similarly an atom with only one electron less 
than the maximum {e.g. chlorine with seven in the outer level) will tend to take 
up an electron to fill the level and the atom becomes a negative ion. Atoms of 
the first kind arc said to be lieciropositive, and of the second kind electronegative. 

Thus sodium (Na) readily combines with chlorine (Cl) to form the compound 
sodium chloride or common 

salt (NaCl), and in the •.^ 

combination the solitary --,>1 ,% --f .•. ---f' I 

outer electron passes from —•' j ; ! 

the sodium atom to the •’ l I 1 i ' ! J 1 •' ! A-' v 

chlorine atom so that one 1 ^' •' g' / ■ •/ 

is positive, the other nega- 

tivl and the “ molecule’■ CHLORINE CHLORINE CHLORINE 
of NaCl is maintained by ATOM ATOM MOLECULE 

their mutual attraction (Fig. (Cl) (Cl) (^^2/ 

6). In the solid state the Fig. 7. Cl -f- Cl == Clg (Molecule of chlorine). 
** molecule*’ of the sodium Only the electrons in the outer level of the 
chloride is neutral, for the chlorine atom are indicated. 
total -f charge still balances 

the total — charge, but when dissolved in water the molecule dissociates or splits 
up into a sodium atom which has lost an electron, i.e, a positive sodium ion, 
and a chlorine atom which has gained an electron, i.e. a negative chlorine ion. 
More will be said about the sodium chloride molecule later (page 377). 

In some cases compounds are not formed in this way, i.e. by the transfer 
of electrons, but by the sharing of electrons. Such sharing is also seen when 
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atoms of certain elements join to form molecules. Thus an atom of chlorine 
has seven electrons in its outer level, and a molecule of chlorine is made up of 
two atoms, the molecule being formed by the sharing of a pair of electrons 
(Fig. 7)- 

It is a well known fact that there are cases where the atoms of 
any one element are not exactly alike although the chemical proper¬ 
ties are the same. We hnd, for example, chlorine atoms differing 
in weight but otherwise having identical properties: such are 
known as isotopes. There are atoms of chlorine (the seventeenth 
element in the table) the nuclei of which are explained by 37 
protons and 20 electrons: the atomic weight is thus about 37, the 
free po.siiive charge at the nucleus is 17 (atomic number) and there 
are 17 electrons outside. There are also chlorine atoms accounted 




I'rG. 8. The two isotopes of chlorine. Atomic weight of {a) = 35. 

Atomic weight of {h) = 37. 

lor by 35 protons and 18 electrons in the nucleus: the atomic weight 
is thus about 35, the free positive at the nucleus is 17 (atomic 
number), and there are 17 electrons outside. As the chemical 
properties depend on the electrons outside or on the atomic number, 
and this is 17 in both cases, the atoms have identical properties 
although the atomic weight is about 37 in one case and 35 in the 
other: they are both chlorine (Fig. 8). The chlorine encountered 
in the laboratory contains both kinds of atoms, but more of the 
second type (slightly more than two-thirds), and the usual atomic 
weight determination gives the resultant value of about 35*5. 

The recently found substance heavy hydrogen or diplogen is an 
isotope of hydrogen: its nucleus, called diplon, ran be accounted 
for by 2 protons and i electron, for its atomic weight is about 2 
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(hydrogen = 1), but the free positive charge at the nucleus is i, 
and there is i electron outside just as with ordinary hydrogen. 

In both the cases considered above, however, it is now generally 
taken that there are certain groupings of the protons and 
electrons in the nucleus as already mentioned: this is referred to 
again presently. 

It is extremely difficult to break up the nucleus of an atom 
in the laboratory, but it has been accomplished in many cases. 
Howev(T, there are some heavy atoms in which the nuclei are not 
so stable: in fact their nuclei are gradually undergoing a breaking-up 
process without any effort on our part (it seems that the atomic 
number must exceed 82 for this natural, spontaneous breaking-iip 
to happen). These atoms are said to be radio-active, and to be 
undergoing radio-active disintegration.’' The best example is 
radium, but other radio-active bodies have been discovered. It 
must be remembered, then, that radio-active phenomena arc due to 
the spontaneous disintegration, or splitting up, of atomic nuclei. 

It is clear that the breaking up of the nucleus of an atom (either 
by Nature or by man), the expulsion from it of protons and electrons 
singly or grouped —and they have been ejected both singly and 
combined—may result in changing the atom into an entirely 
different atom. Thus if one proton and one electron were ejected 
from a nucleus, the atomic weight would decrease by i owing to 
the lost proton, but the atomic number, i.e. the free positive at the 
nucleus and the number of electrons balanced outside on which the 
chemical properties of the substance depend, would remain the 
same—they would simply be isotopes. But if, say, four protons 
and two electrons were ejected, the atomic weight would decrease 
by 4 and the atomic number and balanced electrons outside by 2, 
so that two electrons outside would leave the atom: the atom 
would therefore be a new atom—a new substance with new chemical 
properties. Radium comes in this way from the heaviest element 
uranium, by a series of successive radio-active transformations, and 
our lead is a product of still further successive transformations. 
Note in passing that, whilst radium is being gradually made from 
its parent uranium by these transformations, uranium is not being 
made from any other element: uranium, our heaviest element is 
therefore slowly—but very, very slowly —dying. 

A quite usual ejection from the nucleus of the radio-active 
atom is what is called an alpha particle, which has been found to be 
the nucleus of an atom of helium (another frequent ejection from the 
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nucleus is called a beta particle, which has been found to be an 
electron). But the nucleus of a helium atom has been explained as 
being built up of 4 protons and 2 electrons, so that this is the case 
referred to above. From this and other considerations it may be 
surmised, as has been often mentioned in preceding pages, that in 
the nucleus of most atoms—not only the heavy radio-active atoms 
—some at least of the protons and electrons are grouped or 
combined, and this is supported by the results of laboratory 
experiments on the breaking up of atomic nuclei. 

Thus take the cas(i of, say, tlie nitrogen nucleus. The atomic weight of 
nitrogen is approximately 14, and its atomic number is 7 (its free charge at 
tlie nucleus is -f 7 and there are 7 electrons outside), so that its nucleus can 
be regarded as made up of:— 

14 protons -f- 7 electrons. 

But the nucleus would also be accounted for by the following:— 

3 a particles -j- 2 protons -f i electron, 

giving again an atomic weight about 14, and an atomic number 7, i.e, a free 
charge -4- 7 to balance 7 electrons outside: the three a particles account for 
12 protons and 6 electrons. 

Again take the case of the two chlorine isotopes mentioned on page 13, 
The nucleus of the one of weight 37 can be accounted for by 37 protons -f 20 
electrons as indicated. It can also be accounted for by:— 

8 a particles + 5 protons + 4 electrons, 
giving an atomic weight about 37 and a free positive cliarge 17 to balance the 
17 electrons outside, and the removal of 2 protons and 2 electrons from this 
nucleus would give the other isotope of weight 35. 

Again, in experiments on the light nucleus of the beryllium atom 
and on that of boron, it was found that very small particles were 
ejected which had the same mass as a proton but no charge: such a 
particle is called a neutron, and is apparently a proton and electron 
combined. 

Take the case of boron. This has an atomic weight about ii and atomic 
number 5 (and 5 electrons outside): its nucleus can therefore be regarded as 
made up of r i protons -f 6 electrons ; but it would also be accounted for by :— 
2 a particles -4 i proton + 2 neutrons, 

the 2 a particles accounting for 8 protons and 4 electrons and the 2 neutrons 
for 2 protons and 2 electrons. 

As another example, the diplon which, as stated on page 13, can be 
explained by 2 protons + i electron giving an atomic weight 2 and an atomic 
number i, would also be accounted for by:— 

I proton + I neutron, 

and quite recently the diplon has been broken up into a proton and a neutron. 
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The a particle itself which was explained by 4 protons -f- 2 electrons (helium 
nucleus) would also be accounted for by \— 

2 protons -f 2 neutrons, 

and this is now generally favoured as the make-up of the a particle. The 
above three examples are roughly depicted in Fig. 9. 


In some quite recent investigations a particle having the .same 
positive charge as a proton but of mass equal to that of an electron 
has been noted, and it is called a positron. (Do not call it a “ po.si- 
tive electron,’' as is sometimes done.) This peculiar case is very 
elusive, and very rarely met with: its possible 
explanation is referred to later. 

The whole subject of the breaking-up of 
atomic nuclei and the transformation from 
one kind of atom to another both by nature 
(as in natural radio-active phenomena) and 
in the laboratory (where, in the process of 
breaking up atomic nuclei, small amounts of 
ovei two hundred different forms of “radio¬ 
active” matter have been produced) is dealt 
with later. 
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In view of the publicity of a popular character 
given to the matter quite recently, one more point 
may be briefly referred to here for it seems to have 
aroused some interest even in the general public. 
In normal radio-activity and in laboratory work on 
the disintegration of atomic nuclei the particles 
ejected from the nuclei are all light particles—hydro¬ 
gen and helium nuclei (protons and a particles), 
electrons, and neutrons (proton plus electron): in 
other words only light pieces are knocked out. Ver}- 
recent experiments in France and America seem to 
indicate that, by bombarding uranium atoms by 
very fast moving neutrons, the uranium nucleus 
has been broken up into rubidium and caesium, i.e. 
This “ atom splitting “ is accomplished by means of 
a very powerful machine known as the cyclotron (another type of mcichine 
has just been developed at Cornell University). Now normally, uranium 
and its successive products go on ejecting a particles, etc., for some thousands 
of years before even aur heavy lead appears, and at each ejection energy is 
liberated, so that the total energy liberated during the gradual process is very 
great indeed. It would appear, then, that in these very recent experiments 
a tremendous amount of energy will be liberated at one single explosion — 
energy estimated by Joliot (France) as equivalent to that represented by 
200,000,000 volts (the real meaning of this will be understood later)—and it 


Fig. 9. ' 

Atomic Nuclei. (a) 
— Nucleus of atom of 
Jieavy hydrogen (dip- 
ion). (b) Nucleus of 
helium atom (a par¬ 
ticle). (r) Nucleus of 
boron atom. 

into nearly two halves. 
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is this aspect of the matter which seems to have aroused the public interest. 
In connexion with it, however, it must be remembered that energy has to he 
applied to bring about the explosion, and that many millions, probably, of 
bombarding projectiles are necessary to get one really effective hit: input 
energy must be taken into account in considering output, and in operations and 
appliances in general, input exceeds output. The matter is referred to again later. 


4. Continuous or Direct Electric Currents (D.C.) 

It is well known that the expression '' electric current means a 
flow of electricity. Now, at first sight there seems little connexion 
between the electrification produced in a glass rod rubbed with silk 
or a vulcanite rod rubbed with fur, which causes them to attract, 
say, a piece of paper, and the electric current from a battery or 
dynamo, but, so far as “ electricity'' is concerned, there is no 
difference. We can electrify a brass ball by rubbing it, then join 
it to another brass ball by a wire, and we get a flow of electricity 
in the wire, i.e, an electric current: but such a current is of little 
use for studying the effects of a flow of electricity, for the quantity 
of electricity involved is small, the flow is not steady, and it only 
lasts for a moment. The first production of an electric current, as 
the expression is now understood, came about in a somewhat 
different way. 

In 1780, Galvani, an Italian professor, was dissecting frogs on a 
table on which an electrical machine (Chajiter V.) was working, 
and he found that when he touched the main nerve of the frog's 
leg with his dissecting knife the dead frog kicked. Convinced that 
this was due to some electrical action, he decided to try the effect 
of a thunderstorm, and proceeded to fasten his dead frogs by brass 
hooks to an iron ience in readiness for the next storm. The day 
was line, no thunder was about, yet whenever he fixed the hook 
attached to the frog’s leg on to the fence the frog kicked: he 
therefore concluded that the frog contained the electricity which 
was set free in some way by the hook and the fence. 

Volta (1745-1827), another Italian professor, thought that the 
electricity was liberated owing. to the brass hook, the iron fence, 
and the natural liquid of the frog’s leg all being in contact: in fact 
he thought a frog was not necessary, and that all that was wanted 
was two different metals and a suitable liquid. Consequently he 
started experimenting on these lines, and in 1800 produced what 
was called the voltaic pile, Tliis consisted of several discs of zinc 
and silver, together with discs of paper soaked in salt water, the 
various discs being arranged as shown in Fig. 10. On placing one 
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hand on the top disc and the other on the bottom disc a small 
electric shock was felt as long as the hands were kept there. Later, 
instead of using paper soaked in salt water, he used cups containing 
salt water, and arranged his apparatus as shown in Fig. ii; this 
came to be known as the crown of cufs. If a wire joined the ends 
of the crown of cups a continuous flow of electricity took place 
through the wire and through the cups. His device was the first 
battery, and the current it gives is spoken of 
as a continuous or direct current (D.C.). 

We can now examine this question of the 
electric current in a little more detail and in 
quite an elementary way, hut in the light of 
modern views. 

It is well known that water flows from a 
high water level to a low water level. Thus, 
if the two vessels of Fig. 12 contain water 
as indicated, then on opening the stop>cock 
water will flow from A to B, and the flow 
will continue until the two come to the same 
Fig. 10. level. The actual quantity of water in B may 

be considerably greater than the quantity in 
A; it is the difference in level which settles the direction in which 
the water will flow. 

Similarly, heat flows from a body at a high temperature to a 
body at a lower temperature: and air flows from a place where the 
air pressure is high to a place where the air pressure is lower. In 
the first case it is the difference in temperature which settles the 




Fig. II. 


direction in which the heat flows. In the second case it is the 
difference in air pressure which settles the direction in which the air 
flows. Now in the study of electricity, electrical potential (or 
electric pressure) is used in a somewhat similar way to temperature, 
level, and pressure in the above cases (the exact meaning of electrical 
potential will be given later): but a little '' snag arises here owing 
to the old fluid ideas conflicting with modern views. 
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Consider a positively charged brass ball which is therefore 
deficient in electrons. If it be joined to the earth by a wire it 
becomes neutral, its “ charge disappears, so that there must have 
been a flow of electrons in the direction earth to hall which has made up 
the deficit of electrons. Bui electricity flowing is an electric current: 
hence a current has passed in the direction earth to positive ball. 
This is spoken of as tlie electronic current: it is the true current for 
it is the electrons (negative) which actually move along the wire. 

But the early pioneers reasoned in this way. The positive ball, 
they said, has a surplus of electric fluid: when joined to earth this 
surplus fluid flows to earth, and it does so becau.se the electric 
pressure (or potential) of the ball is higher than the electric pressure 
(or potential) of the earth. The electric current, they said, flowed 
from the higher potential ball to the lower potential earth, Furtlu^r, 
the earth was taken as the zero of potential (just as the sea is taken 
as zero “ level ’'), and the ball was said to be at a positive (above 
zero) potential. As this direction of flow is 
still spoken of we call it the conventional 
current to distinguish it from the true elec> 
tronic current which flows the other way, 
ix. from what they had called the lower to 
the higher potential. 

Again, if a negatively charged ball, ix. 
one with an excess of electrons, be joined 
to the earth it also becomes neutral so that Fig. 12. 

there must have been a flow of electrons in 

the direction negative ball to earth, ix. an electronic current has 
flowed in this direction. But the early pioneers reasoned in this 
way. Tlie negative ball is deficient in electric fluid: when joined 
to earth electric fluid flows from the earth to make up the deficit, 
and it does so because the electric pressure (or potential) of the 
ball is lower than the electric pressure (or potential) of the earth. 
The electric current, they said, flowed from the higher potential earth 
to the lower potential hall, and as the earth was taken as zero 
potential, the ball was said to be at a negative (below zero) 
potential: this current must again be called the conventional 
current to distinguish it from the true electronic current which 
flows the other way, i.e. from negative ball to earth, or from what 
they had called the lower to the higher potential. 

If a plate of zinc and a plate of copper be immersed in dilute 
sulphuric acid (Fig. 13), the zinc acquires a negative charge and 
the copper a positive charge. There is, therefore, excess electrons 
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at the zinc, positive ions at the copper, and a potential difference 
(P.D.) is set up between the plates, the copper being at a higher 
potential than the zinc. Such an arrangement is a simple voltaic 
cell, the copper being called the positive pole and the zinc the 
negative pole of the cell. On joining the poles by a wire BA, 
electrons set off along it in the direction B to A, i,e, from zinc to 
copper, the electrons drifting in the spaces between the atoms, 
colliding with each other and with outer electrons of the atoms, 
driving some of the latter out and taking their place; and at the 
end A the evicted electrons are taken in by the positive ions of the 
copper waiting as it were for them. One would expect the flow to 
last only for a short time, for electrons leaving the zinc would tend 
to raise the potential of the zinc (make it less negative), and electrons 

entering the copper would 
tend to lower the potential 
of the copper (make it less 
positive), i.e. the flow of 
electrons would tend to 
equalise the potentials of 
the plates in which case 
the flow would stop; but 
the chemical action in the 
cell, as will be seen in 
Chapter IX., keeps up the 
P.D. between the plates 
so that a continuous steady 
flow is maintained. 

This movement of elec¬ 
trons in the general direction B to A of the copper wire, i.e, from 
the negative pole to the positive pole of the battery, or from what 
had been called the lower to the higher potential, is the electric 
ctirrent, and the greater the number of electrons passing any 
section of the wire per second the greater is said to be the current 
strength. This is, of course, the true movement for any ions in the 
wire are fixed. It is still often said, however, that ** the positive 
pole is at a higher potential than the negative pole, and this P.D. 
drives a current from the positive to the negative pole through 
the wire,” i.e. the conventional current direction is often referred 
to. In many cases it does not matter which view is taken for 
current direction, but in several modern practical applications of 
electricity, and in’ most modem research work, it is^ necessary to 
consider the modern view for the old ideas cannot explain the facts. 
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A Warning Digression. A word of wanting to the beginner is necessary 
here. Consider a long pipe full of water, and that water is being made to 
flow steadily along it. As water is forced in at one end an equal amount 
leaves the other end practically instantaneously, but any particular particle of 
water entering at one end may take a fairly long time to reach the other end 
and be ejected. It is somewhat similar with the electric current. Electrons 
are drained from the zinc into the end B of the wire (Fig. 13), practically 
instantaneously an equal number of electrons are ejected from the end A 
into the copper, and there is a *' movement,” an ” easing off ” of electrons at 
every part of the wire in the direction zinc to copper: but it would take any 
particular electron entering B a long time to reach A and be ejected. In 
fact if the wire AB was one square millimetre in cross-section and the current 
strength was one ampere (the ampere is the unit of current, and is defined 
later), the drift velocity of the electrons would only be about *004 centimetre 
per second: but although each electron only moves a short distance, there is 
a general drift of electrons at every part of the wire in the direction zinc to 
copper. The rate at which the ” electron disturbance ” is propagated along 
the wire is very great—practically instantaneous—nearly the same as light. 

It lias been emphasised that in metallic conductors—wires and 
cables— the electrons only are the ** carriers of electricity^ i.e. the 
current consists of a movement of electrons in the general direction 
lower to higher potential. In certain liquids called electrolytes 
positive ions and negative ions move in opposite directions, the nega¬ 
tive ions from low to high potential and the positive ions from high 
to low potential. In gases, electrons and positive ions move in 
opposite directions. We are mainly concerned at present, however, 
with currents in metallic conductors, and m these cases the move¬ 
ment is that of electrons only—the electronic current. 

5. Alternating Electric Currents (A.C.) 

The current from a battery flows continuously in one direction 
(D.C.). There are, however, currents which do not flow in this way 
but regularly reverse, flowing for a certain time in one direction, 
then reversing, and flowing for the same time in the opposite direc¬ 
tion; such are called alternating currents (A.C.). 

In practice, alternating currents vary periodically both in 
strength and direction, i.e. not only do the electrons flow Arst one 
way then the other in the wire, but the number actually moving 
varies from instant to instant, and this variation in strength and 
direction is conveniently represented by a curve as shown in Fig. 14, 
where current strength is marked off along the vertical and time in 
seconds along the horizontal. If the curve is above the horizontal 
line the current is flowing in one direction in the conducting wire 
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(say to the right), and if the curve is below the horizontal the 
current is flowing in the other direction (to the left). Tims the 
current strength increases from zero at O to a maximum at P, and 
then decreases to zero at Q, and during this time, represented by 
OQ, it has been flowing from left to right in the wire: then the 
current comes on in the opposite direction (right to left in the wire), 
and the strength increases from zero at Q to a maximum at R 
and then decreases to zero at S: then the current reverses, comes 
on in the first direction, and the variations are repeated. 

The time which elapses, say, from the instant when the current 
is a maximum in one direction to the next instant when it is a maxi¬ 
mum and flowing in the same direction is called the period of the 
alternating current, and the number of such time intervals in one 
second is called the frequency: thus in Fig. 14 the time taken from 
the condition P to the condition T (or from O to S, or Q to V, or 



Fig. 14. 

R to W) is the period, and the number of these time intervals in 
one second is the frequency. In doing a double surge, say to the 
right and back to the left, the current goes through all its values in 
both directions, and the process of doing so is called a cycle of 
current. Thus in Fig. 14 the curve from O to S represents a cycle: 
hence the frequency is evidently given hy the number of cycles executed 
in one second. 

The frequency in common use for lighting and power is 50 cycles 
per second (period therefore second). Thus if Fig. 14 represents 
such a current, it increases from zero at O to a maximum at P in 
second, then falls to zero at Q in the next second, and so on: 
the time from O to S is the period, viz. second. When the 
frequency rises to the order 100,000 cycles per second the current 
is generally called a high frequency (H.F.) oscillatory current, or a 
high frequency electrical oscillation. Such H.F. currents—of the 
order 1,000,000 cycles and more per second—are used in wireless. 
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and even higher frequencies are met with in television—60,000,000 
cycles or more per second. 

Alternating currents are dealt with in detail in Chapter XVIII. 
6. Magnets and Magnetism 

The name " magnet " was first applied to pieces of a black 
mineral found near the town of Magues (now Manissa), which is 
not far from Smyrna in Asia Minor, and it was known to the Greeks 
so far back as 470 b.c. This natural magnet or “ magnesian stone ” 
which possessed the power of attracting iron, is now known as 
magnetite or magnetic oxide of iron (Fe304). As some pieces of 
magnesian stone, suitably shaped and suspended, were found to set 
in a definite direction nearly north and south, it came to be known 
as lodestone or lead-the-way stone: it led the way in navigation— 
hence the ship's compass. 

As ordinarily understood, a magnet [artificial magnet) is a piece 
of iron or steel (generally horse-shoe shaped or in the form of a bar) 
which, like the natural lodestone, attracts other pieces of iron or 
steel, and, when suspended, comes to rest in a definite, nearly north 
and south direction, the one end always pointing to the north and 
the other to the south: and further, if a piece of iron or steel be 
rubbed with a magnet the iron or steel becomes a magnet. Only 
iron and steel can be made to ^how this magnetism to any marked 
extent: nickel, cobalt, and manganese can show magnetic properties, 
but they are weak compared with iron and steel. The force which 
a magnet exerts on iron and steel is called a magnetic force. 

Now, here again, at first sight there seems little connexion 
between magnetism and either electric charges on bodies or electric 
currents, but just as the latter two are fundamentally the same, 
save that in one case the electric charge is “ at rest " (so called) on 
the body and in the other case it is moving through the conductor, 
so magnetism is closely connected with electricity: magnetism is 
really due to electricity in motion. 

Thus, whenever charged bodies are set in motion magnetic 
forces are produced. If there are two charged bodies a short distance 
apart there will be a certain electric force between them: if they 
are set in motion along parallel paths, the electric force between 
them becomes less owing to the setting up of magnetic force which 
partly cancels the electric force. If a current of electricity is set 
flowing in a wire, magnetic force immediately appears in the space 
about the wire. If a wire be coiled round a bar of ifon and a 
current be started in the wire, the bar becomes a magnet. Sii^ilarly, 
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the magnetic properties of the natural lodestone, and in fact of all 
magnets and magnetic substances, are really due to the movement 
of electric charges—the electrons—inside the atoms, for the spins 
and movements round the nucleus will evidently have magnetic 
effects similar to the currents mentioned above. The total magnetic 
effect of an atom will be the resultant of the effects of the various 
electrons: it will be great if the movements are in the same direction 
so that the individual effects help each other: it will be nil if some 
directions are opposite to others so as to completely balance each 
other. 

In the early days, and, in fact, almost into comparatively recent 
times, magnetism was studied in connexion with masses of material, 
rods of iron, etc. In quite recent years experiments in connexion 
with single atoms moving in spaces where magnetic force is acting, 
and with the effects of magnetic force on radiation from atoms, 
have led to consideration of the magnetic properties of single atoms, 
and the conclusions are those mentioned above—that magnetism is 
due to the movements of the electrons inside the atoms of the 
material. 



CHAPTER II 

GENERAL PRINCIPLES OF MAGNETISM 

R eference has been made (page 23) to the lodestone or 
. natural magnet and to artificial magnets of iron or steel; and 
V we have seen that the most striking features about a magnet 
are: (i) it attracts other pieces of iron and steel; (2) if suspended 
it comes to rest in a definite direction nearly north and south, the 
one end always pointing north and the other end south; (3) by 
means of it other pieces of iron and steel can be made into magnets. 
It has also been mentioned that very few substances can be made 
to show magnetic properties ” to any extent—iron, steel, nickel, 
cobalt being the chief examples, iron and steel standing out far 
ahead of the others. 

In 1845 Faraday concluded, however, that all substances were 
to a more or less degree affected by a magnet, a few being attracted 
but most repelled. Further investigation led to the classification 
of all substances into three groups, viz. (i) Ferromagnetic substances, 
a small group definitely attracted by the end of a magnet, consisting 
of iron, steel, nickel, cobalt. (2) Paramagnetic substances which are 
feebly attracted, consisting of manganese, crown glass, platinum, 
aluminium, oxygen, and a few other substances. (3) Diamagnetic 
substances which are repelled: this is the largest group, the best 
examples being bismuth, phosphorus, and antimony, but all 
diamagnetic effects are very feeble. The distinguishing character¬ 
istics of ferromagnetics, paramagnetics, and diamagnetics wiU be 
given later (pages 49-55, 95). 

In practical electrical work the ferromagnetics and paramag¬ 
netics are sometimes spoken of as magnetic substances^ and all 
others as non-magnetic. 

Now it was stated in Chapter I. that magnetism was a pheno¬ 
menon due to electricity in motion, that the magnetic properties of 
lodestone and artificial magnets were due to the movement of 
electrons inside the atoms, and the same applies fundamentally to 
other substances. It was also stated that when a current flowed 
in a wire magnetic effects similar to those shown by a magnet 
immediately appeared. Thus if a current flows in a coil such as is 
shown in Fig. 15 the coil behaves in the same way as a bar magnet . 
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A piece of iron hung by a thread and brought near either end is 
atti^cted. If the coil be suitably suspended (e.g. as shown) so that 
it can move in a horizontal plane it comes to rest nearly north and 
south. (The end at which the electrons of the current are moving 
clockwise— i.e, conventional current direction counterclockwise — 
points north, and the other end where the conventional direction 
is clockwise points south.) If a bar of iron be put inside the. coil 
the iron is converted into a magnet. As another example, if a coil 
of wire, a small dry battery, and a large cork be arranged as in 
Fig. i6, and the whole floated at the centre of a large vessel of 
water, the arrangement will turn so that the face of the coil at which 
the conventional current is counterclockwise is towards the north. 

Since then all '‘magnetism” is due to electricity in motion it 
would perhaps be more logical to commence the study of magnetism 



In Figs. 15 and 16 the conventional current is indicated by arrows. 

from the point of view of electric currents. This method of 
approach is, however, more difficult for the beginner and the 
necessary experiments more complicated. Whilst therefore deal¬ 
ing with these current effects as required and emphasising the 
unity of electric charges, currents and magnetism, we will begin 
with magnetic properties as shown by magnetic material which 
lends itself to quite simple experiment. 

I. Magnetic Poles 

If a bar magnet be placed in iron filings the latter mainly adhere 
to regions near the ends, none clinging to the centre. The strongest 
parts of a magnet are therefore near the ends, and these are-called 
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the poles, the one which points towards the north when the magnet 
is suspended being called the “ north pole,” and the other the 
” south pole ” of the magnet. 

We can roughly show how the power of attraction (or, as it is 
usually, but more loosely, worded, the distribution of ” magnetism ”) 
varies along a bar magnet thus:—Lay a magnet on a sheet 
of paper and pencil-mark round it. Hang a small ball of soft iron 
from a spring balance, let the ball rest on the magnet at different 
points, and note at each point the 
” pull ” (force) necessary to detach the 
ball. Erect perpendiculars on the paper 
at the various points, and mark off 
along them distances representing these 
forces. By joining the points a “ curve 
of distribution ” is obtained as in Ldg. 

17. It is usual to draw the curves for 
the two halves at opposite sides. 

It might be thought from Pdg. 17 
that if the magnet were broken at the 
centre one half would show ” north pole properties,” and the other 
half ” south,” but this is not the case. Every separate piece 
of a broken magnet is a complete magnet with its two poles, and, 
in fact, it is impossible to produce a magnet with only one pole. 
At each ” break ” a north pole appears at one side and a south 
pole at the other (Fig. 18), 

Like positive and negative charges, north and south poles, equal in 
strength, appear at the same time when a magnet is made, but whilst the 
two charges can be separated or isolated, the positive charge existing on one 
body and the negative on another, the two poles cannot be isolated, i.e. a 
north pole never exists without its corresponding south pole on the same 

A_ _ _ _B 

|n s| |n s| |n s] |n s| 

i Fig. 18. Breaking the Magnet AB. 

body. The nearest approach in practice to, say, an isolated north pole is 
the north pole at the end of a very long and thin magnet. 

Again, we have seen that a bar magnet exhibits magnetic attraction in 
varying degree along its surface, from zero at the centre to a maximum in 
regions near the ends, and, strictly, we cannot regard its " magnetism " as 
concentrated at two points or “ poles ” within the bar. However, as will be 
seen later, when a bar magnet is suspended the earth exerts magnetic forces 
upon every part of it. On the north half these are a set of parallel forces 
acting towards the north, such forces increasing in magnitude towards the 
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end, and they have a resultant force passing through a point near the end, 
called in Mechanics the centre of the system of the parallel forces. Similarly, 
for the south half, the forces being in the opposite direction, towards the 
south, and the centre of the system being a point near the end of this half. 
These two points may be regarded as the poles. Now it will be seen in Art. 4 
that the earth is surrounded by what is called a “ magnetic field " which is 
of uniform strength over extended areas, and in which the magnetic forces 
due to it are parallel, and strictly it is only in respect of the action between 
an ordinary magnet and a uniform field that the " poles ” may be regarded 

as representing the actual magnet. In many 
investigations, however, we take it that our 
magnets are acted upon by the same forces 
as they would be if they had equal north 
and south properties concentrated at two 
AXIS OF SYMMETRY “ poles.'^ 

Fig. 19. 

The longer the bar in comparison 
with its thickness {i.e, the greater its dimension ratio), the nearer 
the poles are to the ends. An indefinitely thin magnet would 
exhibit no lateral magnetism, and the poles would be at the ends; 
such a magnet is called a simple magnet. The Robison hall-ended 
magnet consists of a magnetised steel rod on the ends of which 
balls of steel or iron are screwed, and this acts almost like a simple 
magnet with poles at the centres of the balls. The straight line 
joining the poles is called the magnetic axis of the magnet, and the 
line at right angles to this, midway between the poles, is called the 
neutral line of the magnet (see Fig. 17). Note that 
the magnetic axis of a magnet does not always | 
coincide with its “ axis of symmetry'' (Fig. ig).j 

2. Attraction and Repulsion between Poles 
In experiments it is often more convenient to 
use a compass needle (Fig. 20) than a suspended 
magnet: this is a small magnet supported on 
a fine vertical pivot so that it can move in a Fig. 20. 

horizontal plane. 

Suspend a magnet in a stirrup by a thread, or use a compass. 
Bring the north pole of a second magnet gradually near the north 
pole of the suspended one: repulsion ensues. Bring the south pole 
of the second near the north pole of the suspended one: attraction 
ensues. Similarly, bring the north pole of the second near the 
south pole of the first and the result is attraction. Bring the south 
poles gradually together and the result is repulsion. Thus we have 
the fundamental law, viz. like poles repel and unlike poles attract. 
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REPULSION 

Fig. 21. The coils are wound on cardboard tubes. 


Again, if we have two coils of wire A and B (of which A, say, is 
suspended) carrying currents, and we present the end of B at 
which the current is flowing counterclockwise to the end of A at 
which the current is also counterclockwise, there will be repulsion, 
but the counterclockwise current end of B will attract the clock¬ 
wise current end of A. 

Further, the S pole of T RE PULSION 

a magnet will repel 
the clockwise (con¬ 
ventional) current end 
of a coil, but it will 
attract the counter¬ 
clockwise (conven¬ 
tional) current end 
(Fig. 21). 

The setting of a 

suspended magnet nearly north and south is another illustration. 
The earth itself is a magnet having its magnetic polesnot 
so very far (practically speaking) from its geographical poles. 
The magnetic pole in the northern hemisphere is called the ** north 
magnetic pole of the earth,” but as it attracts the north pole of 
a magnet the two are unlike poles, i.e. the north 
magnetic pole of the earth is like the south pole of a 
magnet. Similarly, the magnetic pole in the southern 
hemisphere is called the ” south magnetic pole of the 
earth but it attracts the south pole of a magnet, 
and therefore the south magnetic pole of the earth is 
like the north pole of a magnet. The vertical plane in 
which the magnetic axis of a suspended magnet or 
a compass comes to rest is called the magnetic meridian 
of the earth at that particular place. In this country 
the magnetic and geographical meridians are roughly 
inclined to each other as shown in Fig. 22, i.e. the 
north pole of a compass points a little to the west 
SOUTH of the true north: the angle between the two meri- 
Fig. 22. dians is called the declination or variation. 



3, Magnetic Material near, or in contact with, a Magnet 

Support a magnet vertically in a clamp. Bring a short piece of 
steel near the bottom end: it clings to the magnet. Bring another 
piece near the first: it clings to the first (Fig. 23). After a time, 
detach the upper piece from the magnet. The two pieces of steel 
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still cling together, and on separating and testing them with a 
compass each will be found to be a magnet with poles as shown. 
Modify the experiment as indicated in Fig. 24 using bars of soft 
iron lying on the table but not in contact. The bars are magnetised 
with the polarity as shown. 

These poles produced in a piece of iron or steel or other magnetic 
material by the influence of another magnet, in contact or at a 
distance, are called induced poles, and the phenomena is 
sometimes referred to as magnetic induction. (As this 
latter expression is used in a special—though related— 
sense later, it is perhaps better to use here the expression 
inductive influence of the magnet.) The rule for the 
induced polarity is clear from the figures, viz. the end of 
the iron nearest the magnet pole has polarity opposite to 
that of the magnet pole: the N. pole of a magnet induces 
a S. pole in the near end of an iron bar, and the S. pole 
induces a N. pole. The experiment also shows why a 
magnet attracts a piece of iron. When the magnet pole 
Fig. 23. is brought near the iron, the latter is magnetised, and 
the result is attraction between the magnet pole and 
the unlike pole induced in the part of the iron nearest to it. 
(Had the material been diamagnetic its induced polarity would 
have been the other way about, i.e. the near end would have 
been like the magnet pole and there would have been repulsion.) 

The earth, being itself a magnet, also tends to magnetise magnetic 
material in this way. Thus a vertical bar of iron in the northern 
hemisphere will be magnetised by the earth’s inductive influence, 
the bottom end being a north 

pole and the top a south. _ b 

A bar of iron lying horizon- p 

tally in the meridian will be n [s n 

magnetised, the end point¬ 
ing northwards being a north -- 

pole. A bar of iron held in Fig. 24, 

the meridian but inclined 
(in this country) at an angle of about 67° to the horizontal, the 
lower end towards the north, will be even more strongly magnetised, 
the lower end pointing northwards being a north pole (the magneti¬ 
sation will be assisted by tapping the bar with a wooden mallet). 
All this agrees with the law of induced polarity. The north 
magnetic pole of the earth is like the south pole of a magnet 
and therefore induces a north pole in the end of the bar towards 
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it. In the southern hemisphere the vertical bar, for example, 
would be magnetised with the bottom end a south pole. 



In this country the total magnetic force due to the earth acts in the magnetic 
meridian, towards the north, and inclined at an angle of about 67° to the 
horizontal, this angle being called the dip or incMnaiion. This is indicated in 
Fig. 25 where the vertical plane LMM'L' represents the magnetic meridian, 
LN the direction of the earth’s total force T, and 
the dip (67° approx.): it is clear that the iron will 
be best magnetised when placed in the position LN. 

If LN represents the total force T in magnitude as 
well as direction, then T can be resolved into a 
horizontal component H represented by LP and a 
vertical component V represented by LQ: H is 
effective in magnetising the horizontal bar, and V in 
magnetising the vertical bar. 

I'he preceding explains to a certain extent 
the demagnetising or weakening effect of the 
poles of a magnet on itself. Thus consider the Fig. 25. 

material of the bar magnet at O (Fig. 26). 

Both end poles of the magnet are tending to magnetise the material 
at O so that northern polarity is towards the right and southern 
polarity towards the left, and this is opposite to the condition of 
the magnet: thus the end poles are tending to weaken the magnet. 
It is clear that a short bar magnet will be subject to this self¬ 
demagnetisation more than a long thin bar magnet. This self¬ 
weakening effect in the case of permanent magnets is reduced by 
arranging bar magnets in pairs when not in use 
^3 as shown in Fig. 27, with soft iron “ keepers ” 
across the poles. The north pole of a magnet, 
for example, induces a south pole in the part 
of the keeper in contact with it, and the effect 
of this at any point of the magnet is opposite 
and nearly equal to the demagnetising effect 
Fig. 27. of the magnet pole. This explanation will do 

for the present, but the full function of keepers 
will be better understood later (Art. 10). 


N[ 


Fig. 26. 
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4. Magnetic Fields. Lines and Tubes of Force and Induction 

The ** magnetic field ” of a magnet is the space round about the 
magnet (i.e. on all sides of it) where magnetic effects due to it are felt, 
i.e. the whole space round about where magnetic material will be acted 
on by magnetic force due to the magnet, A similar definition applies 
to the magnetic field of a current in a wire. 
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Now consider a point P in the field of a bar magnet NS (Fig. 28). 
It is impossible to get a pole by itself, but imagine an isolated north 
pole placed at P and that it is perfectly free to move. It will be 
attracted by S in the direction PS, and repelled by N in the direction 
NP. Let PQ and PR represent these forces: then PT will represent 
the resultant force on the north pole at P. The pole will be urged 
in the direction of PT, but as it changes its position the direction 
of the resultant force changes, and the direction of motion of the 

pole changes also. Thus 
^ the free north pole will 

/ be urged along a curve 

f/f starting from the north 

^ 1 / / ..^ finishing at 

south end S of the 

/ magnet (Fig. 29). The 

r*N _ 5I 1 HT ^ line [or curve) along which 

Fig, 28. Fig. 29. an isolated north pole 

would travel if free to 

move in a magnetic field is called a “ line of magnetic force,'* 

Again, consider a small compass ns placed at P (Fig. 30). The 
resultant force on the north pole n is represented by the diagonal 
aV of the parallelogram on the right, whilst the resultant force on 
s is represented by the diagonal bT on the left. The pole s tends 
to move in the direction of bT, whilst the pole n tends to move 
in the direction of aY. The net result is that the compass sets 
with its magnetic axis in a definite direction, and if it is small, 
this direction is a tangent to the line of force through 
the small compass. Clearly, if the lines of force 
in a field are straight the compass sets with 
its magnetic axis along the lines. Further, if 
the needle is a very small one, or if it is a piece /x 

of iron filing magnetised by the inductive influence ., . 

of the magnet, we may assume that it lies on and Fig. 30. 

along the line of force whether straight or curved, 

and this gives a means of tracing the lines (see below). 

To summarise: a magnetic line of force is a line along which an 
isolated north pole would travel if free to move in a magnetic field, 
and it is such that the tangent at any point gives thi direction of the 
resultant force at that point. Figs. 31-38 show different cases of 
lines of magnetic force in the case of magnets. The following 
points should be noted:— 




Fig. 30. 
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(t) Lines of force cannot cross each other, for this would mean 
that at the point of intersection the resultant force would be in two 
different directions, which is impossible. (2) The direction in which 



Fig. 37. Fig. 38. 


a free north pole would move along a line is called the positive 
direction or the direction of the line, or the direction of the field: 
thus the direction is from N to S in the figures and is indicated by 

3 


I. T.E. 
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arrows. (3) The field of a magnet exists on all sides of it, and is 
not confined to one plane as the diagrams must be. (4) In the 
figures the lines of force start at a N» pole, curve round, and end at a 
S. pole {e.g. Fig. 35); lines associated with two like poles seem to 
turn away from each other {e.g. Fig. 32). (5) From the diagrams 

it is seen that in a general way the lines are crowded together near 
the poles where the field is strongest and are spread out further 
away from the magnet where the field is weaker: in a uniform field, 
i.e. a field which has the same strength and direction at all points, 
the lines of force would be straight and parallel. (The earth’s 
magnetic field over fairly extended areas is practically uniform.) 

Lines of force indicate the directions of the forces in a magnetic 
field, and when we “ map the lines in a field ” we merely use some 

magnetic device (see below) 
for indicating to the eye 
the general directions of the 
forces, just as a chain, for 
example, supported at one 
end will hang vertically and 
indicate the direction of the 
force of gravitation. F'ara- 
day, however, directed his 
attention to the “ medium " 
in between, say, the poles 
of two magnets rather than 
on the action of the poles 
on each other at a distance, 
and contended that this 
medium played an important part in the attraction or repulsion 
between the poles. In fact, he assumed magnetic lines to be, so 
to speak, real connexions in the medium between the poles rather 



like stretched elastic threads, and that each thread or “ line ” 
tended to contract in the direction of its length, whilst lines 
proceeding in the same direction tended to repel each other 
laterally. Thus longitudinal contraction would account for the 
attraction between unlike poles, for it would pull them together 
{e.g. examine Figs. 35, 36), whilst lateral repulsion would account 
for the repulsion between like poles, for it would push them apart 
(Figs. 32, 37). 

There are three simple ways in which we can show to the eye 
the directions of the magnetic lines in the field of a magnet. 
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(1) Fix a magnetised knitting needle vertically in a cork and 
float in a trough of water, the south pole of the needle being down¬ 
wards and the north pole projecting a little above the cork. Support 
a bar magnet as shown (Fig. 39) and bring the cork near the north 
end of it. The south pole of the needle is so far away from the 
magnet compared with the north pole that we can ignore it. The 
floating cork and needle will move as indicated, the north pole of 
the needle travelling along a curved path which represents the line 
of force. Repeat, commencing from various positions, and a series 
of curved paths will be observed like the lines of force of Fig. 34. 

(2) Place a sheet of cardboard (or glass) over a magnet, and 
dust iron filings over it. The filings come under the inductive 
action of the magnet, and each, becoming a magnet, sets itself 
parallel to the direction of the resultant force at the point. On 
gently tapping the card, the filings arrange themselves in curves, 
and roughly map out the magnetic 
lines. 

(3) Place a compass in the 

field, and make a mark (A and B) s, 
opposite each end, A being opposite A ^ ^ 
its south pole, say, and B opposite B 

its north. Then move the compass 
along until its south pole is over B, 
and mark the new position C of its north pole (Fig. 40). Repeat 
this, and finally draw a curve through the various points; this 
is the line of force required, and the whole field can be mapped 
by starting the compass from different positions. 

Strictly, every point in a field has its line of force, for magnetic 
force acts at every point, so that the number of lines coming from a 
pole is infinite. In the mathematics of lines of force it is usual, 
however, to conceive them gathered together in such a way as to 
form tubular spaces, such tubes touching each other laterally and 
filling the entire field. These are called tubes of force, and when 
conceived on a definite plan (to be given later—page 58) so that a 
definite number are assumed to emanate from any given pole they 
are called unit tubes of force. The stronger the pole the more 
unit tubes of force are conceived to start from it, and the stronger 
a magnetic field the more unit tubes are conceived to pass through 
a given area. Further, if these tubes be endowed with the property 
that they tend to contract in the direction of their length and to 
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expand laterally, we have practically the Faraday explanation 
of the fundamental facts in magnetism. 

Often the expression '' lines '' is used in quantitative work where 
“ unit tubes/* conceived on a definite plan to be given later, is really 
intended, and in electrical engineering it is, in fact, the custom. 
In this book '' lines " is used in a general sense, and “ unit tubes ” 
whenever numerical relations are referred to. 

In this section we have been concerned solely with the magnetic fields of 
permanent magnets in air and with the lines (and tubes) of force in the fields. 
Air is (practically) non-magnetic, so that there is no magnetisation of the 
medium round about our magnets. If, however, part of the medium consists 
of DoagfO^tic material, matters become more complex. This is dealt with fully 
in but one point may be briefly referred to here for it has some 

bearing on'Ih^'.c^^ of our permanent magnets. 

If a piece of in>i?^r other magnetic mab^rial be placed in a magnetic field, 
e.g. the iron CD in theTicld off N (Fig. 24) or the iron in the field of NS (Fig. 

38). it becomes, of co»irse, part of the medium 
surrounding the magnet: but it undergoes 
certain magnetic changes itself, whilst at 
the same time it modifies the original field. 
This is due to the fact that the iron being 
magnetic material is magnetised by inductive 
influence, i.e. by the magnetic forces of the 
field, and develops end poles. From the 
point of view of magnetic lines, we have 
now to consider not only the magnetic lines 
of the original field but also lines due to the 
magnetisation of the iron including the 
demagnetising effect of the end poles. So 
far as the iron part of the medium is concerned the net result is, we find, 
that there are many more lines passing through the iron than passed 
through the same air space: these resultant magnetic lines are not called 
lines of force but lines of induction, a line of induction being a line in the 
direction of the " induction." So far as the other part of the medium 
(air) in the vicinity of the iron is concerned, we find the field is altered, being 
stronger in some parts and weaker in others. 

Now consider again the special case of our permanent magnet in air 
(ignoring the earth’s field in which the magnet lies): it has, of course, been 
previously magnetised " by induction ” by being subjected to the magnetic 
force in some magnetic field, and has retained the magnetic properties when 
taken out of the magnetising field. So far we have dealt only with the space 
outside it—the " external field "—and have seen that lines of force start at 
the north pole, pass through the (air) field, and end at the south pole. The 
magnet itself constitutes what is sometimes called the " internal field," and 
the lines reaching the south pole are continued through the substance of the 
magnet itself, finally reaching the north pole and forming closed curves 
(Fig. 41). The internal lines are, of course, not lines of force but lines of 
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induction. Thus each line forms a closed circuit, i.e. when a line of induction 
such as CDA leaves the magnet at A, it is continued as a line of force ABC in 
the air, and when this reaches C it is continued by the line of induction. Air 
is almost non-rnagnetic (and is always taken to be so), so that “ field or force " 
and “ induction " are practically the same for air, and lines of force in air are 
also lines of induction in air. Strictly, then, the closed curves are lines of 
induction throughout, although the parts in air are also lines of force. As a 
further cxainjile, Fig. 42 shows the steel permanent magnet (with cylindrical 
soft non core between its poles) of a moving coil ammeter (page 341): the 
closed curves (dotted) are lines of induction, but the parts in air from N. to S. 
poles, viz. PQ, TU, and VW are also lines of force. 

Lines (and tubes) of force and lines (and tubes) of induction are really 
concerned with different ways of looking at the actions in a field. Lines of 
force give the direction of the magnetic force in a field, and as wijyiifi*#cen^ 
later, the strength (H) of the field is, by conven- 
tion, measured by the number of unit tubes of force 
passive through unit area taken at right angles to 
the held direction: in the magnet diagrams we 
have had (Figs. 31-38, 41) our lines of foice have , 
all started at N. poles and ended at S poles—/ 
started and terminated at boundaries between! 
iron and air When we think of induction we| 
aie concerned more with some alteration in the\ 
medium due to the magnetic force, and the mag- * 
netic lines arc further groujicd into “tubes of 
induction " so that the induction (B) is measured 
by the number of unit tubes of induction per unit 
area: tubes of induction do not start or stop any- 
wnere but form clo.scd curves. For any material 
subjected to magnet force {e.g. iron in a magnetic 
field) B — where /x is a number depending 
on the material (and certain other factors). For 
magnetic material is greater than unity and 
B is greater than il: thus in our iron the mag¬ 
netic tubes are not tubes of force, for the number of tubes per unit area does 
not measure the field strength or magnetising force (H): the number is greater 
and measures B—the tubes are tubes of induction. For air (strictly a vacuum) 
fji ™ unity, B = H, and lines (or tubes) of induction and lines (or tubes) 
of force are identical. distinction between lines (or tubes) of force 

and induction will, how'cver, be understood after reading Chapter III. 
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Fig. 42. 


So far, then, the idea of a magnetic field and magnetic lines (and 
tubes) is simple: but the early Physicists went much further, as 
has probably been gathered from the conception of Faraday already 
referred to. They could not tolerate the idea, for example, of one 
magnet attracting or repelling another, or magnetising magnetic 
material at a distance with no connecting link between them. 
They could not accept “ action at a distance '' as a definite fact of 
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Nature, but preferred to think of some physical '' contact/' They 
preferred to think, in fact, that the medium in between played an 
important part in the actions, and as magnets (and charges and 
currents) acted on each other in a vacuum, the all-important 
medium in question was said to be the aether or ether—a thin, 
weightless medium which the earlier scientists contended (and many 
modern scientists also say) fills all space, and penetrates and fills 
all matter. Finally they decided that this medium was in a state 
of strain due to the magnet—a strain such as would be explained 
by a tension along the lines and a pressure at right angles to them— 
and that when another pole or magnet was put in the field, what 
happened was due to the interaction of the original strain and the 
strain due to the second magnet, etc. The '' strains in the aether " 

were the important con¬ 
necting links: the magnetic 
lines were, in fact, strain 
lines in the aether. Note 
again Faraday's explana¬ 
tion of attraction and re¬ 
pulsion—page 34—which 
is, of course, associated 
with this “ strain ” idea. 

As has been indicated, 
if a piece of iron be placed 
in a magnetic field (air) 
we find more magnetic 
lilies " passing through the iron than passed through the same air 
space—the strain effect is increased or multiplied. Evidently it 
must be taken that it is easier to set up magnetic strain in aether 
when it is contained in iron than when it is contained in air or 
glass or other non-magnetic substance. Further, the iron is mag¬ 
netised, i,e. when the aether in iron is strained magnetically a 
physical change takes place in the iron which creates new magnetic 
strains, and thus multiplies the strain effect. 

The above conception of aether and aether strains presents 
several serious difficulties, and many scientists are now inclined to 
get away from it altogether; but it has played an important part 
in the historical development of the subject, and to '' ignore the 
aether," to put it out ol existence j " necessitates in some cases alter¬ 
native explanations of certain scientific facts which are not quite 
" beyond suspicion." For the present the student must keep an open 
mind on the question: further details appear in subsequent chapters. 
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5. Combined Field of the Earth and a Magnet 

It should be noted in connexion with the magnetic field of a 
magnet, that the earth's 


magnetic field is always 
present, so that when we 
'' map the field of a mag¬ 
net ” we are, to speak 
exactly, mapping the com¬ 
bined field of the earth and 
magnet. Near the magnet, 
the magnet’s influence is 
much the greater of the 
two, so that the earth’s 
effect can be neglected in 
comparison. Note, how¬ 
ever, the following cases:— 
{a) Using a large sheet 
of paper, place a bar mag¬ 
net on the middle of it, 
with its magnetic axis in 
the magnetic meridian, its 



north pole pointing northwardsy and trace the combined field of the 


earth and the magnet by the compass method. Fig. 43 shows the 
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result. At points near the 
magnet the forces due to 
the magnet predominate 
and the lines obtained are 
similar to Fig. 34. At more 
remote points the earth’s 
field predominates and we 
get the earth’s lines (south 
to north) distorted somewhat 
by the presence of the mag¬ 
net. Due magnetic east of 
the magnet the earth’s field 
and the magnet’s field are in 
opposite directions] hence at 
a certain point X, the two 
fields are equal and opposite, 
and the resultant field is zero. 


X is called a null or neutral point* Between X on the right and 
the magnet a compass obeys the magnet and sets with its north 
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pole southwards towards the south pole of the magnet. On the 
right of X the compass obeys the earth and sets with its north 
pole northwards. At X the compass sets in any position. There 
is a second null point at X on the other side of the magnet. 






Fig. 46. Current (conventional) towards the reader is shown by 
a dot, away from the reader by a cross. 


{b) Repeat with the magnet lying with its south pole pointing 
northwards. The null points Y are off the ends of the magnet due 
magnetic north and south of it (Fig. 44). 

(c) Repeat with the magnet lying east and west at right angles to 
the magnetic meridian. Fig. 45 gives the result when the S. pole is to 
the east. Z are the null points. Repeat with the N. pole to the east. 

6. The Magnetic Field of the Current in a Wire 

We will briefly glance at a few simple 
cases of the magnetic fields due to cur¬ 
rents in wires. Now the direction of 
the field depends on the direction of the 
current in the wire, and it has been 
emphasised in Chapter I. that the real 
direction of flow (the electronic current) 
is opposite to what has always been 
taken in the past (the conventional cur¬ 
rent). However, for reasons given in 
Art. 7, the conventional current direction 
is assumed here. 

(i) Fix a piece of cardboard horizon¬ 
tally, pass a wire vertically through it, 
and let a strong current flow through the 
wire. Sprinkle iron filings and gently tap. The filings arrange 
themselves in concentric circles round the wire; these indicate the 
magnetic lines in the magnetic field due to the current (Fig. 46).- 
Move a small compass needle round the wire and note in which 
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direction the north pole points. If the conventional direction of 
the current is downwards, the north pole points as indicated by 
Fig. 46, a, i,e the .positive direction of the lines is clockwise. If the 
conventional direction of the current is upwards, the positive 
direction of the lines is counter-clockwise 
(Fig. 46, h). See also Figs. 46, r, d. A 
handy rule for giving the positive 

direction of the lines m the case of a V® .V ) 

current in a straight wire is as follows: 

—Clasp the wire in the right hand so that —"*** 

the thumb points in the direction of the 

conventional current: the fingers curl 

round the wire in the direction of the • • l 

magnetic lines (Fig. 47). )! i! ! 11 


Fig. 48. 


(2) Fix two wires vertical and parallel 
as above, pass equal currents in the Fig. 49. 

wires, and by the compass-needle method 

map the combined field. Fig. 48 gives the lines when the currents 
are in the same direction in the wires (conventional direction down¬ 
wards), and Fig. 49 when they are in opposite directions. Since 
lines tend to contract in the direction of their length and to repel 
each other laterally, it is clear that there will be a tendency for 
the wires to move nearer together in Fig. 48 and further apart 

in Fig, 49. Ampere 

__ I—►— showed that two parallel 

itr* currents always attract 

^ ^ 1" other when they flow 

I ^ ■■ y Ih^ same direction, and 

Ph- irfw repel when they flow in 

opposite directions (Figs, 

£| (3) Fig. 51 gives the 

b combined field of the 

earth and a current in a 

- L^-1 vertical wire (conven- 

50. tional direction down¬ 

wards) . X is a null point. 
Compare with Fig. 43. As lines tend to contract in the direction 


of their length and to repel laterally, there will be a tendency 
for the wire to move towards the riglit. As an exercise, map the 
case with the current flowing up the wire. 
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(4) Fig. 52 shows the field in the case of a coil of wire (called a 
solenoid) carrying a current, the conventional current direction 
being again indicated. Note how the solenoid resembles a bar 
magnet, the end on the left where the conventional current direction 

is counter-clockwise corre¬ 



sponding to the N. pole of 
the magnet, and the end 
on the right where the 
direction is clockwise corre¬ 
sponding to the S. pole. 
The case of a single turn 
of wire is shown in Fig. 53: 
the face of the coil towards 
the reader at which the 
magnetic lines enter and 
the current (conventional) 
is clockwise is a “ south 
face." 

7. Methods of Making 


Fig. 51. 


Magnets 


Given one magnet, any 
number can be made by using the property of inductive influence. 
Thus the bar of iron CD (Fig. 24) was converted into a magnet 
merely by being placed in the magnetic field of the magnet N, its 
length being along the magnetic lines off the end of N. For a 
permanent magnet hard steel must be used, and better results will 



Fig. 52. Fig. 53. 


be obtained by the method shown in Fig. 54. Place the bar of 
steel AB on the table and, holding a bar magnet NS as shown, rub 
AB from end to end several times. Repeat this on the other side 
of the bar, which will then be magnetised as shown. Note that 
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the end of the bar where the rubbing magnet leaves it (viz. B) is 
of opposite polarity to the rubbing pole. 

There are modifications of the above, but modem methods use 
the electric current. Make a coil 
of insulated copper wire. Place the 
rod to be magnetised in the coil 
(Fig. 55) and join the ends of the 
coil to a battery. Gently tap the 
bar with a wooden mallet during 
the passage of the cur-rent. The bar 
will be magnetised, one end being 
a north pole the other a south pole. 

More powerful magnetising effects ■ Fig. 54. 

will be obtained by winding the 

wire on a cylinder of cardboard (into which the bar is placed), the 
successive turns being close together forming what is called a 
closely wound solenoid, and, better still, if several layers of winding 
are employed, for the magnetisation produced is proportional to 

the current and to 
the number of turns 
in the coil (only if 
the bar is not com¬ 
pletely magnetised, 
Fig. 55. i.e. is not saturated). 

If the magnet to 

be made is horse-shoe shaped, wind the coil on the limbs as shown 
in Fig. 56, being careful after winding one limb to “ cross over in 
commencing to wind the other limb, so that the ends may be north 
and south poles. (See below.) 

The polarity of the bar in these methods depends, as already 
mentioned, on the direction of the current in the 
coil, and many handy rules " were devised in the 
past for determining this polarity. These experi¬ 
menters all used, however, the old conventional 
current direction, and as these rules are still used, 
often under the name of the original propounder, 
and we are going to quote some of them here, we 
shall assume the conventional current direction. 

(i) End Rule. —Look at the end of the bar: 
if the (conventional) current in the coil is “ clockwise in direction 
that end of the bar is a south pole: if it is “ counter-clockvrise 
that end is a north pole (Fig. 57), 



Fig. 56. 
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(2) Corkscrew Rule. —Imagine a corkscrew lying along the 
solenoid and turning in the direction of the (conventional) current: 
the point of the corkscrew will be moving towards the north pole. 

This is practically another form of the 
preceding rule. 



(3) Ampere's Swimming Rule.— 
Imagine a man swimming in the circuit in 
Fig. 57. the direction of the (ccmventional) current 

with his face towards the bar: his left hand 
will point towards the north pole of the bar. 


(4) Right-Hand Rule.— Hold the thumb of the right hand at 
right angles to the fingers. Place the hand on the coil with the 
fingers in the direction of the (conventional) current and the palm 



Fig. 58. 


facing the bar: the thumb will be towards the north pole of the bar. 
This is practically a modified form of the swimming rule. 

Electromagnets (Fig. 58) consist of cores of soft iron wrapped 
round with coils of insulated copper 
wire. The cores become powerful mag¬ 
nets while the current is passing, and 
bars of steel can be converted into 
magnets by rubbing them over the pbles 
of these electromagnets: mere contact, 
in fact, with a pole of a powerful electro¬ 
magnet will convert a bar of iron or 
steel into a strong magnet. Electro¬ 
magnets can be made very powerful 
—capable of lifting 40 tons and more. 
This marked holding and lifting power of these magnets is 
turned to practical use in many engineering workshops. To take 
one example only, instead of using hooks for lifting large sheets of 



Fig. 59. 
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iron when moving them from one machine to another, an electro¬ 
magnet hanging from a crane is used. This is magnetised by a 
current when required, and thus a large thin sheet, which is a 
difficult thing to grip in thp ordinary 
way, is easily handled. The appliance 
is also used for lifting heavy masses 
of pig-iron, steel ing<,ts, steel scrap, 
etc., or for raising, say, a heavy iron 
ball (10 tons or more) to a height and 
then dropping it on to scrap iron for 
the purpose of breaking up the scrap. 

59 gives the principle of the 
Witton-Kramer lifting magnet, and 
Fig. 60 the actual appliance. The 
magnet is of the '' pot ” type, ix. one 
pole is in the centre and tlie other is 
in the form of a ring surrounding 
it. The magnetising coil is held in 
position by a shield of non-magnetis- 
able material (the shield is not shown). 

Electromagnets of various types 
play an important part in the con¬ 
struction and working of dynamos, motors, transformers, electrical 
measuring instruments, electric bells, telephones, and other electrical 
appliances: many of these are dealt with in subsequent chapters. 

8. Effect of Heat and Vibration, Lamination, Con¬ 
sequent Poles 

Several simple experiments can be devised to show 
the effect of heat on magnets and magnetic material. 

(а) Note the amount of deflection of a compass produced 
by a small magnet at a suitable distance. Now heat the magnet 
to a temperature of about ioo° C., and bring the compass to 
the same distance from it as before: the magnet will be found 
to be weaker. Heat to a bright red heat, and test: it will have 
lost its magnetic properties. 

(б) Suspend an iron ball by a copper wire and heat it to a 
bright red. Hang it near the end of a magnet: it is not attracted, 
but as it cools down it becomes more and more attracted. 

(c) Fix a magnet vertically and hang on to it a number of small iron nails 
(Fig. 61): each nail is, of course, a magnet. Heat the lowest nail with a 
Bunsen flame: when it becomes red hot it falls off. Repeat with the next 
nail, and so on, and the same thing happens. 



Fig. 61. 
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Iron, then, seems to lose its magnetic properties—more exactly, 
it changes from a ferromagnetic to a paramagnetic—when heated 
above a certain temperature: this temperature is called the critical 
temperature and is round about 800° C., varying according to 
the quality of the iron. The critical temperature for nickel is 
about 350® C., for cobalt about 1100'' C. 

We have seen that tapping a bar of iron while it is being 
magnetised assists the magnetisation (pages 30, 43): this effect of 
vibration is also seen in the strong magnetisation acquired by steel 



Fig. 62. Fig. 63. 


drills particularly when drilling cast iron, and in the magnetism 
acquired by steel ships during construction. On the other hand, 
hammering a magnet after it is removed from the magnetising influence, 
e.g. knocking a permanent bar magnet about, weakens it. 

It was found that if a thick magnet were put in strong nitric 
acid and the outer surface eaten away, it showed no signs of 
magnetisation, indicating that only the surface layers had been 
“ magnetised.” Since it is difficult, therefore, to magnetise the 
inside of a thick bar, large permanent magnets are often made up 

of thin strips separately magnetised 
and then bolted together, all their 
north poles at one end and their 
south poles at the other. These are 
known as laminated magnets (Fig. 
62). The laminated construction 
is also often employed in electro¬ 
magnets; the cores are not solid 
but are built up of thin soft iron 
sheets or wires. Transformers, chokes, induction coils, etc., are 
practical forms of the laminated construction. Another method 
often used to obtain a strong permanent magnet is to fix the like 
poles of two or more thin magnets in blocks or pole pieces of soft 
iron, forming what is often called a compound magnet (Fig. 63). 

Although it is impossible to obtain a magnet with only one pole, 
it is quite possible to obtain a magnet with more than two poles, 
the extra poles being known as consequent poles. Fig. 64 shows a 
magnet with consequent poles at N' and S'. By touching a bar of 
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steel at several points with the poles of a strong magnet, consequent 
poles are produced at the points touched. Again, in Fig. 65 we 
have the electrical method of magnetising a bar of steel so that 
there is a north pole at each end and a south pole at the middle. 


9. Iron and Steel and Magnetic Alloys 

In some of the precethng experiments soft iron has been specified, 
and in others hard steel. The magnetic difference between the two 
is that soft iron is more readily magnetised than hard steel, and for 
the time being is stronger, hut it 
loses its magnetic properties much 
more quickly than hard steel. Both 
these points may be shown by the 
following simple experiments:— 



Fig. 65. 


(a) Repeat the experiment (page 30) of hanging small pieces of hard steel 
on the magnet, and continue until no more pieces can be supported. Repeat 
age in, using pieces of soft iron of equal weight to the pieces of steel. More 
pieces of iron than of steel can be supported. This shows that the iron is 
more readily magnetised than the steel. 

(h) Hang the steel pieces on again and then detach the upper piece from 
the magnet: the pieces still hold together. Repeat with the iron: on 
detaching the upper piece the irons fall apart—at any rate with the least 
shake. This shows that the iron loses Us properties more readily than the steel. 

Place two bar magnets AB and CD on opposite sides of one pole of a 
compass, as shown in Fig. 66. AB attracts the S. pole of the compass towards 
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the left, and CD attracts it towards the right. Adjust the distances of AB 
and CD until the compass is not deflected. Place a bar of hard steel at X; 
it is magnetised as shown, and attracts the S. pole of the compass. Note 
the deflection of the compass. Remove the steel, place a bar of soft iron of 
the same size in the same position, and note the deflection. The deflection 
with the iron is greater, showing that the iron is more strongly magnetised. 
Remove the iron and magnets. Knock the iron and steel about a little, then 
replace the steel (in the same position as before) and note the deflection. 
Remove the steel, substitute the iron, and note the deflection. The deflection 
with the steel is greater, showing that the steel has kept its induced magnetic 
properties better than the iron. 
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The stronger the poles developed in a material when under a 
given inductive influence or magnetising force the greater is said to 
be the susceptibility of the material. The susceptibility of iron is 
greater therefore than that of steeL 

The power of retaining magnetic properties after the magnetising 
force is removed, is called retentivity, and the “ magnetism so 
retained is called residual magnetism. In some of the simpler 
laboratory expx^riments it may appear that hard steel has greater 
retentivity than soft iron, but as a matter of fact, soft iron shows 
more residual magnetism and therefore greater retentivity than 
hard steel if it is protected from any disturbing influence] but the 
least disturbing influence (vibration, careless handling, etc.) will 
wii)e it out. The power of retaining the magnetic properties in 
spite of such subsequent treatment is called coerciyity. The 
coercivity of hard steel is greater, therefore, than that of soft iron. 

For permanent magnets we require a mateiial which shows as 
much residual magnetism as possible, i.e. has high retentivity, hut 
it must also have great coercivity (this latter being of chief importance), 
and the material employed is hard steel. Now steels differ very 
much in this property of hardness: thus what is known as mild 
steel is nearly as soft as iron, whilst glass-hard steel is very hard 
indeed. To glass-hardcn steel, it is heated to a bright red heat and 
then plunged suddenly into cold water (or, for a greater degree of 
hardness, into mercury or vegetable oils). Further, if the permanent 
magnet is to be used in an electrical instrument where its magnetic 
properties must remain constant, the magnet is artificially aged. 
One method of doing this is to immerse the magnet in steam for 
several hours: this somewhat weakens it, but it results in greater 
permanence and constancy of the magnetic properties. 

For electromagnets which have to quickly take up strong 
magnetic properties and quickly lose them, we require a material 
of large susceptibility and small coercivity, and the material 
employed is soft iron—often pure Swedish iron thoroughly annealed. 
Irons differ very much in hardness:, thus cast-iron is much harder 
and more brittle than wrought iron. We have seen above that 
suddenly cooling the hot metal hardened it: gradually cooling 
would, on the other hand, soften it. The process of annealing, for 
example, is performed by allowing the hot metal to cool slowly. 

The addition of other substances to iron or steel greatly affects 
the magnetic properties of the alloy.'' Thus permanent magnets 
are improved if the steel contains 5 to 8 per cent, of tungsten, and 
a frequently used tungsten steel is one containing 5 per cent, of 
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tungsten and 0*7 per cent, of carbon: experiment indicates that 
about 4 pet cent, of molybdenum is even more effective than 
tungsten. Cobalt, too, improves the permanent magnet, and 
cobalt steels are extensively used for magnetos in motor cars: a 
well-known cobalt steel is one containing 35 per cent, cobalt and *085 
])er cent, carbon. Another alloy of recent development which has 
excellent properties as a permanent magnet is remarkable in that it 
is an alloy of nickel and aluminium, and has no iron in it. And yet 
another, still more recent, is made of nickel, aluminum, and cobalt. 

In practical electrical work various magnetic alloys are employed, 
the nature of the alloy depending on the purpose for which it is to 
be used; for, of course, alloying to obtain best results so far as one 
property is concerned may give poorer results so far as another 
property is concerned. A material which is now largely used in 
electrical machinery is stalloy: it is an alloy of iron with 3 to 4 
per cent, of silicon, acquires very strong magnetisation under big 
magnetising forces, and has other desirable features so far as 
alternating current work is concerned. Permalloy is another alloy 
now extensively used: it consists of 25 to 50 per cent, iron and 75 
to 50 per cent, nickel, and acquires fairly strong magnetisation 
under small magnetising forces, although its maximum magnetisa- 
tion is not so great as soft iron and certain other alloys. Mumetal 
is an alloy similar to permalloy. Alloys of the permalloy and 
mumetal type are very suitable for simple laboratory work 
owing to the fact that they are so easily magnetised (even by the 
earth's weak field) and demagnetised. It is interesting to note that 
there are alloys of steel which are non-magnetisable and which are 
required for special purposes. Thus manganese steel (about 15 per 
cent, of manganese) is non-magnetisable: another alloy, viz. about 
8 o*2 per cent, iron, -8 per cent, carbon, 14 per cent, nickel, and 
5 per cent, manganese, is practically unmagnetisable. 

10. Molecular ’’ Theory of Magnetism. Modern Electron Theory 

As has been indicated (pages 24, 25), modem explanations of 
magnetism are given in terms of atomic structure —moving electrons 
inside the atoms of the substance. Many explanations of magnetism 
were, however, put forward in the early days, Weber’s “ molecular ” 
theory being the most important: modern theory is, in fact, really 
an extension of Weber s conception consequent upon recent dis¬ 
coveries. According to Weber's theory (somewhat modified):— 

(i) The ** molecules " not only of a magnet but also of a piece, 
sky of “ unmagnetisedf" iron, are complete magnets. Now it was 


1. T. E. 


4 
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surmised quite early that these molecules of Weber’s theory were 
not the chemist’s molecule—they were probably smaller than that 
—and it would be better to avoid the name molecule altogether. 
However, for simplicity, but with this warning, we will, for the 
present, use the name “ molecular magnets ” for these Weber 
elements—these small particles which are magnets. 

(2) Before the material is magnetised these molecular magnets, 
acting on each other, arrange themselves with their magnetic axes 
in various directions so as to form '' closed circuits ” amongst 
themselves, i.e, the north pole of one particle comes up against the 

south pole of another, so that 
none of the poles can produce 
any magnetic force outside and 
the material shows no signs of 
magnetisation (Fig. 67). 

(3) The process of magnetisation consists in rotating these 

molecular magnets so that their magnetic axes point in the direction 
of the magnetising force, their north poles thus pointing one way 
and their south poles the other. The influence which prevents 
them all pointing one way on the application of the least magnetising 
force is due to the action of each particle on its neighbour. The 
conditions are now somewhat as indicated in Fig. 68, where the bar 
has been rubbed, say, by the S. pole of a magnet from the end B to 
A, so that all the north poles are pulled round to face A. Through¬ 
out the interior each pole touches an unlike pole and the two 
neutralise, so that there is 
no free polarity. At the 
end on the right we have a g 
number of free north poles, 
and at the end on the left a Fig. 68. 

number of free south poles, 

so that the former end of the material has north polarity, the 
latter end south polarity. The figure indicates the existence of 
lateral magnetism; Fig. 69 shows an ideal case of a bar magnetised 
to saturation with no lateral magnetism. 

There are many facts in elementary magnetism which could be 
accounted for by Weber’s theory: a few of these can be noted:— 

(1) The result obtained by breaking a magnet (page 27). 

(2) The possibility of obtaining consequent poles (page 46). Thus Fig. 70 
shows the internal arrangement of the magnetic particles of Fig. 64. 



Fig. 67. 
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(3) Surface layers only of very thick bars become magnetised (page 46), 
for the magnetising force is only capable of rotating the surface layer of 
molecular magnets. 

(4) There is a limit to the magnetisation of a material beyond which it is 
impossible to go however great the magnetising force, and the material is 
then said to be saturated. On the theory this would mean the setting of 
all the molecular magnets in a 
delinite direction. 

(5) Heat is produced when a 
bar is rapidly magnetised and 
demagnetised. When a mole¬ 
cular magnet swings round it 
acquires kinetu' energy and oscillates until that energy is converted into heat. 

(6) Soft iron is more readily magnetised than hard steel, but it loses its 
magnetisation much more readily (page 47). This is explained by the fact 
that the molecular rigidity of hard steel is greater than that of soft iron: the 
particles of steel are therefore more difficult to move into a definite direction, 
but once there they are more difficult to move back again. 

(7) The effect of heat on magnets and magnetic material (page 45). The 

heat increases the molecular 
motion and lessens the mole- 

^ cular rigidity, so that the tiny 
magnets obey their natural 
tendency, i.e. swing round and 
form circuits amongst them¬ 
selves. The molecules of a red-hot iron ball are moving so rapidly that the 
magnetising force cannot get the particles into a delinite direction. 

(8) If a bar be gently tapped while being magnetised the magnetisation 
is assisted (pages 30, 43), for the vibration (to put the matter simply) loosens 
the molecules and the magnetising force is better able to set the particles in 
the definite direction. For a somewhat like reason tapping a magnet after 
the magnetising force is removed or throwing it about will demagnetise it. 




Fig. 69. 



(9) A ring of iron may be magnetised circumferentially by drawing a 
magnet round it, or by an electric current (Fig. 71). The molecular magnets 
are set in a definite direction, but there are no poles and no signs of magnetisa¬ 
tion. If the ring be cut, however, a north pole appears at one side and a 
south pole at the other (Fig. 71a). This is in accord with the theory. Note, 
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however, that an iron ring can be magnetised so as to have poles, and Fig. 72 
shows one method: such a ring would set with its magnetic axis in the 
magnetic meridian if suitably suspended. 

(10) The action of keepers (page 31). Without the keeper the end 
magnetic particles, owing to attractions and repulsions between them, tend 
to turn and form circuits amongst themselves, thus weakening the magnet. 
When the keeper is on, each molecular pole is fiiced by an opposite pole in 
the keeper (Fig. 27), and the two tend to hold and strengthen each other. 
Moreover, as stated in Art. 3, the pole of the keeper tends to cancel any 
inductive action of the end pole of the magnet on other parts. Further, the 
magnetic chains in the magnet are continued in the keeper (Fig. 73), so thar 
we have now closed magneitc chains which have very little tendency to break 
and rearrange; hence the magnet retains its properties. A horse-shoe magnet 
fitted with its keeper has practically no external field. 

The molecular theory accounts therefore for many facts so far 
as magnetic substances are concerned, i.e. ferro- 
magnetics and paramagnetics, in wliich the magneti¬ 
sation is in the same direction as the magnetising 
field and which are attracted by a magnet pole— 
move from weak to strong parts of a field: it 
does not however explain why the particles are 
magnets, nor docs it explain the diamagnetics 
in which the magnetisation is in the opposite 
direction to the field and which are repelled by 
a magnet pole—move from strong to weak parts 
of a field (page 25). 

Now a current in a coil produces a magnetic 
field, the direction of the field depending on the clock¬ 
wise or counter-clockwise direction of the current, and it magnetises 
magnetic material; and Ampere assumed that the magnetism of 
the Weber molecules was due to currents of electricity flowing 
round them in perfectly conducting channels, in which case, once 
started, they would continue to flow without dissipation of energy, 
and the particles would be magnetised as required by the theory. 

The electron theory carries us a step further, for it brings the 
explanation down to atoms and their electrons. Instead of studying 
magnetism mainly from the point of view of masses of material — 
rods of iron, etc.—modern work has investigated it from the point 
of view of single atoms. Evidence of the magnetic properties of 
single atoms has been obtained in two ways: Gerlach and Stern 
noted the effect of a magnetic field on single atoms projected across 
it, and Zeeman noted the pffect of a field on the spectrum of an 
atom emitting radiation. The Zeeman Effect is referred to later, 
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but Gerlach and Stern's experiment may be briefly noted even at 
this stage. 

A very high vacuum was obtained in the air-tight brass box BB (Fig. 74). 
Metallic silver was contained in an electric furnace F and vaporised. A stream 
of silver atoms was thus projected through a slit in the furnace and through 
two further slits in the partitions SS, finally falling on a cold glass plate G 
and causing a thin line deposit of silver. In its journey the stream of atoms 
passed between the poles of an electromagnet with specially shaped pole-pieces 
(one wedge-shaped, the other grooved). On switching on the magnet the 
silver line on G broke up into two, showing that in passing through the non- 
uniform field between the poles some atoms were attracted towards the N, 
pole and some towards the S. pole. The full meaning of the experiment and 
the conclusions which can definitely be drawn from it will be understood 
later: but it certainly indicates magnetic properties in single atoms. 

Now for some explanation. In every atom we have electrons 
spinning and also travelling round the nucleus. The spins result in 



magnetic fields, and so do some of the rotations. (It was stated on 
page 8 that electrons do not travel round the nucleus in single 
curves in one plane: with some, however, the rotation is such that 
the effect is, as it were, concentrated more or less into a belt " or 
“ road " round the nucleus, and these do result in magnetic fields.) 
In any one atom the directions of the spins and of the rotations are 
never such that all the electrons help each other—there is a certain 
amount of neutralising or cancelling of each other's effects. If they 
completely neutralise each others effects the atom will have no 
resultant magnetic field. On the other hand, if the electron 
movements do not completely neutralise, the atom will have a 
resultant magnetic field, t.e. it will show magnetic properties. It 
may, in fact, be described as having a “ magnetic axis," and when 
placed in a magnetic field it may turn so that this axis is in the 
direction of the field, i.e, rotate into such a position that it assists 
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the field and there is an increase in the induction: in such cases it 
would behave in the same way as the Weber elements. A substance 
whose atoms behave in this way would be paramagnetic. 


It may be noted in passing that slight thermal agitation plays a part in the 
appearance of paramagnetic properties. The explanation of this cannot 
however be given at this stage. 


There is, as lUentioned on page 25, a small group—iron, nickel, 
cobalt—which have pronounced magnetic properties, and are 
known as There is as yet no rcially satisfactory 

explanation oT the marked magnetic properties of ferromagnetics. 
It is probably due to the fact that in these few substances neighbour¬ 
ing atoms (all of tlie paramagnetic kind explained above) have such 
influence on each other that, by a kind of linking of certain outer 
electrons, they form a larger group of associated atoms which is 
influenced as a whole by the field in which the substance is placed. 

The full explanation of diamagnetism on the electron theory is 
given in Chapter XVII. WheiVa material is placed in a magnetic 
held the latter has really two effects. If the atom has a resultant 
magnetic held, one effect, as explained above, is to tend to orientate 
the atoms into a direction such that they assist the field and increase 
the induction giving rise to paramagnetic properties. The field, 
however, has another effect: it produces an alteration in the electron 
movements, a change in the electron “ orbits '' and, as will be seen in 
Chap)ter XVIL, this slight change is such that the effect is to oppose 
the field and therefore decrease the induction: in simple language, it 
tends to produce a slight “ magnetisation " effect in the opposite 
direction to the magnetising field, and the material tends to show 
diamagnetic properties. In the atoms considered above, i.e. those 
with resultant magnetic fields, the paramagnetic effect outweighed 
the diamagnetic, and the substance was paramagnetic—or ferro¬ 
magnetic. In the case, however, of atoms in which the electron 
movements completely neutralise, the magnetising field has no 
directional effect on the atom, only the second effect is present— 
the alteration in the electron '' orbits'' by the field—and the 
substance is diamagnetic: its polaritywill be the other way 
about ” as compared with magnetic substances, and it will be 
repelled, for example, by a magnet pole instead of attracted by it 
as a magnetic substance is. As stated (page 25), all diamagnetic 
effects are feeble. 

Further particulars of ferromagnetics, paramagnetics, and 
diamagnetics are given in Chapters III., XVII. 



CHAPTER III 

MAGNETIC UNITS AND THEORY 


I N Sections 1-19 of this chapter the poles and magnets will be 
assumed to be in air (strictly in vacuo), the modifications which 
would be brought about by the substitution of another medium 
being simply indicated where necessary. In the remaining sections 
other material media in the magnetic fields will be considered. 

A—Magnetic Pole, Field, Potential, Moment, Shell 

I. Pole Strength. Unit Pole 

It has been agreed that the strength of a pole he measured by the 
force it exerts on another given pole at a given distance, the two being 
entirely free from the effect of other poles. Now early investigation 
showed that if two poles were imagined isolated and placed at two 
points, the force between them would he directly proportional to the 
product of the pole strengths and inversely proportional to the square 
of the distance between them. Thus if and denote the pole 
strengths, d the distance apart, and F the force between them:— 

r IS proportional to - > • • h ^ c , 

where c is a factor depending only on the medium in which the 
poles are placed and on the units we adopt in our measurements. 

The first part of the law is simple. The second part is the 
well-known law of inverse squares : if the distance between the poles 
were increased 2, 3, 4, . . . times the force would be reduced to 1/2®, 
1/32, 1/42 . , . , i,e. to yV . . . , whereas if the distance were 
reduced to J, i . . . the force would be increased 2^, 3^, 4^, . . . , 
i.e. 4, 9, 16 . . . times. 

Suppose our poles are in vacuo (or what is practically the same 
magnetically, in air), and that we measure F in dynes and d in 
centimetres. It will evidently be most convenient if we so choose 
our unit pole that the factor c is unity: and this will be so if unit pole 
be taken as that pole which when placed one centimetre in vacuo 
(or air) from an equal pole acts on it with a force of one dyne, for 
if in the equation above Wj = = i (unit pole), = i (cm,), 

and F = I (dyne), then c = i. This unit pole is called the weber 
(after the scientist Weber). Hence adopting this as our unit pole, 
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the force between two isolated point poles of strengths % and 
situated d cm. apart in air is:— 


F 




dynes 


(I) 


It should be noted that the law assumes isolated point poles. The actual 
force between the hke pole ■ (say) of two ordinary bar magnets does not obey 
the law, because (i) the poles are not concentrated at points and (2) the poles 
are not isolated—the second pole of each exerts an influence; by dealing with 
very long thin magnets the results are approximated to very closely. 


In (i) above, the two p)olos are in air (strictly in vacuo). If 
this is not the case then the factor c must be introduced. Now 
this factor, as will be seen later, is equal to i//x, where /x (rnu) is 
what is called the permeability of the medium (pages 86, 91), and 
the expression becomes:— 


F - 




dynes , 


.(2) 


For a vacuum fi is taken as unity, and it is practically so for air. 
In fact it is only when the medium is ferromagnetic that /x must be 
taken into account: thus a quite usual working value of /x for iron 
is of the order 2000, and it can be very much bigger, but for para- 
magnetics and dianiagnetics /x has such values as, for example, 
1*000036, (platinum), 0*999824 (bismuth), etc.—numbers not so 
very different from unity. Imr air /x = 1*00000038, which is 
practically unity. 

From (i) and (2) it follows that we might define the permeability 
ft of a medium as being measured by the ratio of the force between 
two poles in air to the force between the same two poles at the 
same distance in the medium. , (See, however, pages 86, 91.) 


2. Field Strength or Intensity. Unit Field 

(i) It has been agreed that the strength of a magnetic field at 
any point be represented numerically by the force in dynes acting 
on a unit north pole put in the field at that point: it being assumed 
that the unit pole itself does not disturb the field. The direction 
of the field is the direction in which the force on the north pole acts. 
Thus if the force on the unit pole be H dynes, the strength of the 
ield is H units of field strength. Clearly, if the force be one dyne 
the strength of the field is unity: thus unit magnetic field is that! 
field which exerts a force of one dyne on a unit north pole put in it. ^ 
This unit field is called a gauss (after Gauss). See also page 65). 
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It is evident that the strength H of the field at distance d cm. 
from a pole qf strength m units (webers) is given by;^— 

H = ^2 gauss .(3) 

the medium being air (strictly a vacuum), for this is the force in 
dynes on unit pole. (If the medium is not air but one of permea- 
bility /i, the field is m/fid^ gauss.) Further, if a pole of strength 
m units (webers) be put in a field of strength H units (gauss) the 
force on the pole will be niH dynes. Clearly, field is a vector quantity, 
i.e. has direction as well as magnitude: if there are several poles 
the field at a point is obtained by imagining a unit north pole to be 
put there, calculating the force on this due to each pole, and then 
finding the resultant by the parallelogram law: this resultant force 
in dynes gives the field strength in gauss—it gives the field both in 
magnitude and direction. 

Note particularly that field strength is not the force in dynes on unit north 
pole, but it is numerically represented by this force, i.e. if the force on the unit 
pole is 2 dynes the field is 2 units of field strength, t.e. 2 gauss, but not 2 dynes. 

(2) The conception of lines (and tubes) of force leads to another 
method which might be used in defining field intensity. We have 
seen in our maps of lines of force that in a general way the lines 
seem to be crowded together near 'he poles of a magnet where its 
field is strongest, and spread out further away where the field is 
weaker. We have also seen that to overcome any question of space 
between lines, it is convenient to imagine the lines grouped into 
tubes which touch each other laterally and fill the entire field, and 
it follows from the way the lines spread out from the magnet, that 
these tubes will be narrower in the strong parts of the field {e.g. 
near the poles) than in the weak parts of the field, i.e. more tubes 
will be passing through a square centimetre of the field where it is 
strong than where it is weak. Now, extending this last idea, it 
would be very convenient if we could imagine unit field as having 
one tube of force passing through a square centimetre (taken at 
right angles to the field), and a field of strength 5 as being one with 
5 tubes of force per sq. cm., and so on. And we can readily find 
what assumptions must be made in order to get this to be the case. 

Imagine a north (point-) pole of m units at the centre of a 
sphere of radius d cm., and we will again assume the medium is 
{strictly a vacuum). The lines of force will be passing through the 
sphere normal to its surface. The strength of the field at any 
point on the surface of this sphere is mjd^ units. If the field strength 
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is to be represented by the number of tubes of force per square 
centimetre, mjd^ must therefore be the number of tubes going 
through every square centimetre of the sphere. The total area of 
the sphere is /[ird} sq. cm., and therefore the total number of tubes 
passing through the whole sphere would be x mjd^ = 47TW; 
this, then, is the number of tubes of force we must assume as coming 
from the pole of strength m in air, and therefore we must assume 
477 tubes of force from unit pole. On this convention the tubes are 
strictly called unit tubes of force, but '' unitis often, for brevity, 
omitted. Hence we assume that 477 unit tubes of force radiate 
from unit pole in air, and 477m unit tubes of force from a pole of 
strength m in air. Then we have unit field is a field which has one 
unit tube of force per square centimetre (at right angles to the field), 
and the strength of any field is numerically represented by the 
number of unit tubes of force per square centimetre. 

Summarising, we have then the fact that if a field has a strength 
of H units (gauss) it will exert a force of H dynes on a unit pole 
(weber) put in it, and it will be said to have H unit tubes of force 
per square centimetre taken at right angles to the field direction. 

Since 477711 unit tubes of force pass normally through the sphere the area 
of which is sq. cm., the cross-section of each tube at the sphere is 
~ d'^jm. The field at the sphere is mld'^. The cross-section of a 
tube multiplied by the field strength is therefore (d^jm) x (nijd^) = i. 
Similar remarks apply to other sections: thus cross-section of a unit tube 
of force multiplied by the intensity of the field at that section is constant. It 
follows then that the strength of a field at any point is inversely proportional to 
the cross-section of the unit tube at that point, e.g. if the cross-section of a tube at 
B is twice the cross-section at A the field at A is twice the field at B. 

Note again that in the above the pole m is assumed to be in air (or vacuo) 
and that we have arrived at the result that 47rw unit tubes of force must start 
from it, in order that our convention, viz. that the field be measured by the 
number of unit tubes of force per unit area, may apply. It is really a special 
case of a general theorem known as Gauss’s theorem which applies to any 
medium and which is stated and proved on page 86. 


3. Magnetic Potential. Unit Potential 

There is another way of defining a magnetic field depending on 
the conception of magnetic potential. Let N (Fig. 75) be an isolated 
north pole, and imagine « to be a unit north pole at an infinite 
distance. To bring n from infinity to A, work must evidently be 
done against the repulsion of N, and to bring the unit pole to B 
clearly more work must be done. With 1 L given pole N, the work 
in these cases depends on the positions of the points in question, 
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and such work is taken as a measure of what is termed the magnetic 
potential at these points. Thus, if ergs of work be done in 
moving the unit north pole from infinity to A, then Wj C.G.S. units 
is the potential at this point A; if Wg ergs of work be expended in 
moving the unit north pole to B, then Wg C.G.S. units is the potential 
at the point B, and the difference in magnetic potential between 
A and B is Wg -- C.G.S. units. 

There is a similarity between this measuring of potential and that of 
height or ground level. If 6 foot-pounds of ivork be done in raising one pound 
mass from the ground to the top of a wall, the height of the wall is 6 feet : the 
work and the height arc expres.scd by the ’same number, viz. 6. 

If N be replaced by a south pole the same reasoning holds, but 
in this case the unit north pole would move up under the attractive 
force; in other words, work is done against the magnetic force in 
the first case, and the unit north pole is, we say, moving from 
points of lower to points of higher potential, whilst work is done 
hy the magnetic force in the second case, and the unit north 

j)ole is moving from higher to 1 ow(T' 
jxitential. Further, at an infinite dis¬ 
tance from N the force is zero; all 
points at infinity are, therefore, at 
the same' potential, and in the above 
this is tak(m as the zero of potential. 

Hence the m.agneiic poicntial at a point is defined as numerically 
represented by the work doney in ergSy in moving a unit north pole from 
infinity to that point, and the difference in magnetic potential between 
two points is defined as numerically represented by the work done, in 
ergs, in moving a unit north pole from one point to the other. Thus 
the magnetic potential at a point in a field is i C.G.S. unit if one 
erg of work be done in moving a unit north pole from infinity to 
that point, and the magnetic potential difference between two 
points is I C.G.S. unit if one erg of work be done in moving a unit 
north pole from one point to the other. The unit magnetic potential 
has no specific name.; 

In Fig. 75 let Vj = the potential of A and Vg = the potential 
of B; the work required to move a unit north pole from A to B is, 
therefore, Vg — Vj ergs. Suppose A and B very near together, 
and let H = the intensity of the field in the small part BA; the 
work required to move the unit north pole from A to B is force on 
unit pole x distance = H x BA. Hence 

H X BA = Va - V,; H = 
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I Now in the case of a hill the slope or gradient is obtained by 
taking the difference of level between two points and dividing by 
the horizontal distance between them. Similarly, the right-hand 
expression gives the potential gradient between A and B, hence— 
{a) the intensity H of a magnetic field at a point is numerically equal 
to the mapetic potential gradient at that point; (^)) the intensity of 
a magnetic field is greatest in those regions where the potential 
gradient is steepest, i.e, where the rate of variation of potential 
with distance is greatest; this is evident, for given, say, a fixed 
value for Vj and Vg, H is greater the smaller the distance AB. 
Assuming A and B very close together, writing dx for the small 
distance BA and dv for Vg — we get the usual expression for 
the above, viz. 


the insertion of the negative sign indicating, e.g, that the potential 
V diminishes as the distance x from the north pole N increases. 

Summarising, we can say: (i) The magnetic potential at a 
point is that quantity whose rate of change with distance in any 
direction is numerically equal to the strength of the field in that 
direction. (2) The magnetic potential at a point is represented 
numerically by the work done in ergs in bringing unit N. pole from 
infinity to the point. (3) The magnetic potential difference between 
two points is represented numerically by the work done in ergs in 
moving unit N. pole from one point to the other. 

Potential is a scalar quantity; thus the potential at a point due 
to a number of magnetic poles is simply tlxe algebraic sum of the 
potentials due to each. 


From the definition the reader must not conclude that “ magnetic poten¬ 
tial " and " work " are identical in nature. What is meant is that if the 
work done in moving unit pole from one point to another is W ergs, the 
magnetic potential difference between the two points is W C.G.S. units of 
potential, not W ergs. 


4. Magnet in a Uniform Field 

It was stated in Chapter II. that the poles of a magnet are of 
equal strength. Thus if a bar magnet be floated on a cork at the 
centre of a large vessel of water the cork and magnet will rotate 
until the magnetic axis of the magnet is in the magnetic meridian, 
but will not move as a whole towards the sides of the vessel: the 
effect of the earth's uniform field on the magnet is directive but not 
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iranslatory. If H be the strength of the earth's uniform horizontal 
field, the strength of the N. pole of the magnet, and the 
strength of the S. pole, then when the magnet is at rest in the 
meridian, the force on the N. pole is towards the north, and on 
the S. pole towards the south. But these are balancing since 
the magnet does not move either way: hence " WgH; 

/. nil == ^ 2 * 

Again suspend a bar of steel vertically from a spring balance and note 
the weight. Magnetise it, suspend as before, and note the weight. It is 
the same. Now in the second case two additional forces are acting, viz. 
downwards on the N. pole and upwards on the S. pole, where V is the 
earth's uniform vertical field. As the weight is the same these are balancing: 
hence — WgV; /. = m^. 

Now consider a uniform field of strength H and imagine a magnet 
suspended in the field as shown in Fig. 76 {a) {i.e. at right angles 

to the field at the start). The 
force on each pole is wH. These 
two equcil, opposite, parallel forces 
form a couple," the effect of 
which is to rotate the magnet 
until finally it lies as at (r). In 
this position it is at rest for the 
two equal forces mH acting in 
the same straight line and in 
opposite directions cancel each 
other. Thus a magnet placed in 
a uniform field is acted on by a '' couple " which rotates it until 
it lies with its axis parallel to the field, but there is no force on it 
tending to move it bodily. 

An expression for the turning effect or moment of the couple or 
torque on a magnet when it is at any angle, say a, with the direction 
of a uniform field H is readily obtained. The moment of the 
couple (Fig. 77) is given by the product of one force and the per¬ 
pendicular distance between them. Hence: 

Moment of couple on NS = wH x ST = mil x SN sin a. 

The distance between the poles of a magnet (viz. SN) is usually 
denoted by /. The product (w X f N) of the pole strength and the 
distance between the poles is called the magnetic moment of the 
magnet and is denoted by M. Hence:— 

y 

Couple on NS ==? mlH sin a == MH sin a. (5) 



(a) (b) (c) 

Fig. 76. 
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The fcouple is greatest when a = 90° for then sin a ~ i and the 
couple is\MH (Fig. 76a): it is least when a -= 0° for then sin a = o 
and the (^uple is zero. Note that moment of a couple is often 
expressedA for brevity, as simply “ couple.” 

Exaniples^^(i) A magnet suspended by a wire 
hangs in the magnetic meridian when the wire is un¬ 
twisted. If ori\iurning the upper end of the wire half 
round the magnal is deflected 30° from the meridian, 
show how much the upper end must be twisted to deflect 
the magnet 45® fro\ the meridian. 

When the magnVt is deflected through any angle 
a it is in cquilibriun^ndcr the action of two couples, 
viz. (i) a restoring cockle whose moment is MH sin a 
tending to bring it Kack into the meridian, (2) a 
deflec4.ing couple due Uo the torsion on the wire 
(whose moment is, witkin limits, proportional to 
the angle of torsion) tenS^ing to turn it out of the 
mei idian; hence- 

Case I. The upper end of the wire has to be 
turned through 180° to turn\he bottom end through 

30® in the same direction; twist " on wire — 180® — 30® = 150®. Now:_ 

Angle of torsion oc MH sin 30®; 150 oc MH sin 30. 

Case 2. If ^ the required angle, the twist on the wire will be — 45®: 
hence as before 0 ® ™ 45® oc MH\sin 45. Thus we have:— 

45° sin 45® vA 

4 . „ _ (150 v'2 + 45)'> 257®. 

(2) Two magnets 
whose mpments are 
and are rigidly fixed 
together at their centres 
so that their axes make 
an angle d with each 
other, and the combina¬ 
tion is floated on a cork 
in water. Find the 
position of equilibrium 
with respect to the mag¬ 
netic meridian. 

Let Fig, 78 represent 
the position of rest, the 
line mm denoting the magnetic meridian. TheVouple on N^S, is MjH sin a 
and tends to rotate the comhmsetion counterclockwise into the meridian. The 
couple on N3S2 is M^FI sin p and tends to rotate\the combination clockwise 
into the meridian. Since there is equilibrium 

sin k M- 



MjH sin a = sin 


M, 
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Thus the combination comes to rest so that the sines of the angles which the 
magnets make with the meridian are inversely as their magnetic moments. 
If Ml - Ma, a = p. 

To get the right position graphically, draw the two lines AB and AC 
enclosing an angle 0 , On AB mark off AX representing Mj, and on AC mark 
off AY representing Mjj. The diagonal AZ of the parallelogram represents 
the meridian. From the figure sin a/sin p — XZ/AX ~ Mg/Mj as above. 


So far we have assumed the field to be uniform, and have seen 
that there is no translatory force on a magnet put in it. If the 
field is not uniform, however, there is a translatory force on the 
magnet. In Fig. 30 the small magnet ah is in the non-uniform 

field of NS. It is pivoted and cannot 
f=\ move bodily, but it is clear by examining 

the forces 6T and aY that if it had been 
free to move it would have tended to do 
so—towards the magnet. In such cases 
^ it can be proved that the forces on the 

poles can be resolved into a directive 
/ Y I \ couple and a single translatory force, 

\ I I Y the combined effect of which is to tend 

^ j ^ make the magnet not only take up a 

1 w 1 I definite position, but move bodily. (See 

Vy V/ Art. 19.) 


5. Magnetic Moment and Intensity of 
Magnetisation 

<2:> The magnetic moment (M) of a mag- 

^ net has been defined as given by its 

Fig. 79. pole strength multiplied by the distance 

between its poles. Further, if a magnet 
is at right angles to a uniform field of strength H, the '' couple 
acting on it has its greatest value (Art. 4), which is MH: if the 


field has unit strength the moment of the couple numerically equals 
M, the magnetic moment of the magnet. Hence we can say the 
** magnetic moment of a magnet " is measured by the product of the* 
pole strength and the distance between the poles {in cm.)^ and it is 
numerically equal to the moment of the couple** acting bn the 
magnet when it is placed at right angles to a field of unit strength. 

We can arrive at the same re3ult experimentally as follows. 
A current in a coil produces a magnetic field at right angles to the 
plane of the coil (Fig. 53). In Fig. 79, n is a small magnet suspended 
from a torsion head (which can be rotated) at the top, and attached 
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to a fixed spring at the bottom. At the commencement of the 
experiment bring n into its rest position in the earth's field, i.e. into 
the magnetic meridian. Now place a current-carrying coil X in 
the position shown so that n is opposite its centre. The coil's field 
is from left to right, and may be taken to be uniform over the place 
occupied by n: the magnet is deflected. Turn the torsion head in 
the opposite direction until n is brought back to its zero position, 
i.e. in the meridian and at right angles to the coil's field. Let 6 ^ 
be the angle the top is turned through. Remove X, place a 
similar current-coil Y as shown, and adjust its position so that n 
remains in its zero position: Y is therefore producing the same 
field as X did (and in the same direction). Replace X: the field is 
now doubled and n is deflected. Turn the torsion head until n is 
again brought back to the zero position: the total angle through 
which the top is now turned will be found to be 2^° (about). 

Thus we see that the couple (which is 
proportional to the angle of torsion— 

Example i, page 63) necessary to main¬ 
tain n at right angles to the uniform field 
of the coils is proportional to the field 
strength (and of course it depends on the 
magnet). Hence:— 

Couple oc H or Couple = MH, 

where M is a constant for the magnet 
which we call its “ magnetic moment." 

If H == I, couple == M. Hence the mag¬ 
netic moment of a magnet is numerically equal to the moment of the 
couple which is required to keep the magnet at right angles to a field 
of unit strength. Compare this with the previous definition. 

Note that from the above if M = i, the couple = H, and if H 
be unity, the couple is of unit value: hence we might say, a field 
has unit intensity if a couple of unit moment is required to keep a 
magnet of unit magnetic moment at right angles to the field. 

A further point should be noted. Referring to Fig. 80, let us 
imagine that the magnetic moment M of the magnet can be resolved 
into two components, one M cos a along the meridian and the other 
M sin a at right angles to it. The couple on the first component is 
mro for it is along the field. The couple on the second component 
is given by its moment multiplied by the field, for it is at right 
angles to the field, i,e, the couple is M sin a x H. Thus the total 
couple for the components is MH sin a, which is the same as for the 


Meridian I 



M 5ifioc 


Fig. 80. 


I. T. B. 


5 
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original magnet. Thus the magnetic moment of a magnet can he 
treated as a vector quantity and resolved into components. Of course, 
this fact is apparent, for magnetic moment has direction as well as 
magnitude. 

The intensity of magnetisation (I) of a magnet is measured by the 
ratio of the magnetic moment to the volume. Thus if M be the 
magnetic moment, m the pole strength, V the volume (c.cm.), I the 
length (cm.), and a the cross-sectional area (sq. cm.), we have for 
the intensity of magnetisation of the magnet 

I = _ - = - ; M IV and w == .... (6) 

\ al a ' ' 


and the intensity of magnetisation is therefore sometimes defined 
as measured by the magnetic moment per iinit volume (M/V) or by the 
pol^trength per unit area of the pole face [mja). 

Work Done in Deflecting a Magnet 
l/M^Work must evidently be done in deflecting, 
^ say, a suspended magnet from its position of rest 
in the earth's field. An expression for this work 
can be deduced from first principles as follows:— 
When the deflection is ^ (Fig. 8t) the pole N 
has moved a distance AB along the direction of 
the field, and the work done on the pole N is 
measured by the product of the force and the 
distance, i.e. by mH x AB; the work on the 
pole S is equal to this. Hence if 2I be the 
length of the magnet, 

W = Total work = 2wH x AB = 2wH x (AO — BO); 

W == 2wH X (/ — I cos B) = 2w/H (i — cos p), 

i.e.W (i-cosjS).(7) 



mH 


Fig. 81. 


When = 90®, work = MH; when ~ 180®, work = 2MH. 
This is required in some problems, as will be seen later. 


7. Magnetic Shell. Strength of a Shell 

In simple language a magnetic shell is a thin sheet of magnetic 
material (say iron) magnetised so that all one face exhibits north 
magnetism '' and all the other face south '' magnetism/' but iht 
usual definition is “ A magnetic shell is a thin sheet of magnetic 
material, magnetised at every point in a direction normal to the 
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shell at the point considered. * * A shell may be of any shape provided 
it complies with the above conditions: thus it may be a flat circular 
disc, a flat sheet of irregular shape, a hemispherical surface, etc. 

Taking any point on a shell, the product of the intensity of 
magnetisation and the thickness of the shell at that point measures 
what is called the strength of the shell at the point. Thus if I be the 
intensity of magnetisation (pole per unit area), t the thickness, and 
p ihe strength;— 

Strength of shell ^ p = It .(8) 

Furtlier, if the strength be the same at all points of the shell, 
i.e. if it is a uniform magnetic shell, and if M be the magnetic moment 
of the whole shell, A, its face area, and V its volume, then:— 


p It 



M M 
Ar”" A' 


M = t?^A 


so that for such a shell we 
can say the strength of the 
shell is measured by the mag¬ 
netic moment per unit face 
area (M/A). 

Magnetic shells are 
ne^'er met with as actual 
pieces of apparatus. Their 
main importance lies in 
the fact that the absolute 
or e.G.S. electromagnetic 
unit (e.m, unit) of current 
strength (Chapter X.) is 
so chosen that a closed circuit carrying a current i units produces 
the same magnetic field at any point as would be produced by a 
magnetic shell of the same contour [i.e, whose boundary coincides 
with the current circuit), if the strength of the shell is numerically 
equal to the strength of the current, viz. i units. If the current- 
carrying coil is in a medium of permeability /x, the strength of the 
equivalent shell must be fii units. 

The fact that a shell can be equivalent to a current circuit may 
be seen thus:—Let abc (Fig. 82) be a closed circuit in which a 
current i is flowing counter-clockwise as indicated. Now imagine 
the circuit filled with small squares and that a current i flows 
counter-clockwise in each square. Considering any one square A 
the magnetic effect of the current going up its right-hand side will 
be cancelled by the magnetic effect of the equal current going down 
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in square B. Similarly, the currents in the other three sides of A 
will be cancelled by the equal opposite currents of squares C, D, and 
E. This applies to all the inner lines, leaving, as the only 
un-cancelleci current, a counter-clockwise current i in the outer 
boundary of the figure formed by the squares. By taking a 
sufficiently large number of squares this outer boundary, in the 
limit, coincides with the circuit ahc, and the magnetic effect of the 
current-carrying squares is the same as that of the current i in abc. 

But each tiny square is equivalent to a small magnet of definite 
moment with its N. pole towards the reader, or a small shell of 
definite strength, and these small shells make up a larger shell 
coinciding with abc. Thus the magnetic field of the current i in 
abc is the same as that of a shell of definite strength whose bound¬ 
ary coincides with abc. And the unit current has been so chosen 
that the strength of the current i is numerically the same as the 
strength of the shell, for it is defined thus (other definitions of 
unit current are given later):—^The C.G.S. electromagnetic unit 
of current strength is that current which flowing in any closed 
circuit has magnetic effects the same as those of a uniform magnetic 
shell of unit strength whose boundary coincides with the current 
circuit, the medium being air (strictly a vacuum): the ampere, the 
practical unit of current strength, is one-tenth of this unit. 

It may be noted that in addition to the equivalent shell method there is 
another method of making calculations on current circuits known as the 
current element method which is, in many cases, easier to apply: and although, 
in the past, the shell method was considered more satisfactory and the 
element method as fictitious, the latter is now justified, for we now know that 
a current in a wire is a movement of electrical particles—electrons. This 
last statement will be understood later when both methods of making the 
calculations will be explained. 

B— Magnetic Fields due to Magnets 

The Magnetic Field off the End of a Bar Magnet 

We have seen that the intensity of the field at distance d cm. 
from a pole of strength m webers is mjd^ gauss (in air), for this is the 
force on unit pole at the point. To find the field at a point due to 
a magnet we imagine a unit N. pole put there, calculate the force 
on it due to both poles of the magnet, and find the resultant by the 
parallelogram law: this resultant force in dynes gives the field ir^ 
gauss. We will generally assume the magnet to be small compared 
with the distance of the point from it, and it will help the student 
if we consider first a numerical example* 
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Suppose the pole strength of NS (Fig. 83) is 8 units, its length 4 cm., and 
let us find the field at P on its magnetic axis produced and 100 cm. from the 
neutral line. 

Repulsion on unit north pole at P due to N = 9^4 

8 I 8 

Attraction on unit north pole at P due to S =-— -dyne. 

^ 102* 10404 

'^hese fi rces are indicated by the arrows; 

Resultant force — —-~ dyne. 

9604 10404 99,920,016 

This force on unit pole in dynes gives the intensity of the field at P in 
gauss due to NS. Further, it will be accurate enough to write 100,000,000 
for 99.920,016; 

. T7- .^4- T) ^400 2x32 2M 

- ., Field at P = — --= - =: —— gauss. 

. 100,000,000 (100)® d^ ® 

for 32 is the moment (M) of the magnet NS, and 100 cm. is the distance 
(say d) from the centre of the magnet to P. Note that the length of the 
magnet (4 cm.) is small compared with the distance d (100 cm.). 

^..21---^ 

--d-► 

m 01 m p 

S I. !-h N. i-». 

8 • 8 

U..100..► 

Fig. 83. 

Considering now a general case, let m be the pole strength of 
NS, and 2/ the distance between the poles: then:— 

fn 

Intensity at P due to N = ^ along NP, 

(a /) 

tn 

Intensity at P due to S — along PS, 

* F* IH f P — ^ ^ ^ 

t.e. l-ield at 

/. Field at P = .172^2 (along NP) .(9) 

In this case the magnet is said to be end on '' to the point P. 
If the magnet be short compared with the distance d we can neglect 
the and we gist (as above):— 

Field at P = gauss.(10) 
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In practice there is generally another field at P, viz. the earth's 
field, and the actual field is the resultant of the two: we are con- 
^ cemed at present, however, with the magnet's field only. 


The Magnetic Field off the Middle of a Bar Magnet 

The problem here is to find the field at P (Fig. 84), a point on 
the equatorial line of the magnet. Denoting the pole strength by 
m and the distance between the poles by 2/ we have:— 

m 

Intensity at P due to N = — in the direction NP. 



Intensity at P due to S — in the direction PS. 

Denoting these by PQ and PT, and completing 
the parallelogram, the diagonal PR represents the 
resultant field F at P. From the figure, NPS and 
PQR are similar triangles: hence— 

PR _ NS, . F _ 2/ . 2ml ^ M, 

PQ ~ NP’ • • m ~ r’ ^ 


Field at P ~-gauss (along PR) (ii) 

(i 2 + / 2 ) | ^ ^ 5 / \ / 

In this case the magnet is said to be broad- 
side-on " to the point P. If again the magnet 
is short compared with the distance d we can 
neglect the l^ and we get:— / 

M ^ 

Field at P = ^ gauss .(12) 


Note that the field at a point due to an 
end-on magnet {2^1 jd^) is twice the field at the point due to the 
same magnet broadside-on at the same distance (M/^?^). Note also 
that the resultant field in Fig. 84 is parallel to the magnet^j;^^ 

Example. —A uniformly magnetised bar magnet, 10 cm. long and of moment 
zoo C.G.S, units, is placed in a horizontal position with its axis in the magnetic 
meridian and its north pole towards the north, A small compass 10 cm. due east 
of the centre of the magnet is in neutral equilibrium. Find the horizontal 
intensity of the earth*s magnetic field. 


Let R (Fig. 85) be the position of the compass. Since the latter is in 
equilibrium the field F at R due to the magnet must be equal and opposite to 
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the earth’s horizontal field H (see null point, 
Fig. 43), i.e. since the magnet is “ broadside 
on " to R 

F = H = - • 

(i'>* 5")^’ 

H ~ *14 gauss. 

Magnetic Field of a Bar Magnet at 
any Point 



Let NS (Fig. 86 ) be the magnet of Fig. 85. 

moment M, and P the point at which 

the field is required. Let OP == d and let a be the angle which 
OP makes with the magnetic axis of the magnet. (We shall 
assume the magnet small compared with the distance d.) 

Resolve the magnetic moment M into two components, one, 
M cos a, in the direction OP, and the other, M sin a, at right angles 
to OP. The former (M cos a) is end-on '' to the point P and the 
latter (M sin a) is broadside-on '' to P. Hence:— 


Field at point P due to M cos a = 


2M cos a 
d^ .. 


along PQ. 


Field at point P due to M sin a = 


M sin a 


along PT. 


R 
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Let PQ and PT represent these: then PR represents the 
resultant 


PR* = PQ* + PT*, i.e. PR = VPQ* + PT*; 

PR = 

i.e. PR, = 4 cos* a + sin* a = cds* a + (cos* a + sin^'ay; 


.'."^Field at P = 3 cos* a + i . (13) 

a ^ 

From (13) it follows that if P is on the axial line a = o (or i8o®), 
cos* a = I, and the field is 2M/d^ as in Art. 8 (end-on). If P be 
on the equatorial line, a = 90° (or 270°), cos* a = 0, and the field 
is M/d^, as in Art. 9 (broadside-on) • 

The direction of the field makes an angle d with OP such that 
tan d is one half of tan a (which latter is, of course, known). This 
is readily seen:— 

4- ^ ^ /2M cos a 

tan ^ PQ—PQ = “^3- / 

tan ^ ~ I tan a or tan a — 2 tan 0 . (14) 


If we merely wish to find the direction graphically of the field at P we can 
proceed thus;—Join OP (Fig. 86a) and take OY equal to J of OP. Draw 
YX perpendicular to OP and produce to meet the magnet's axis at X. Join 
PX. Then XP is the direction of the field at P, for :— 


tan a — 


YX. . tan a PY 
OY' ^ “ PY' •• ” OY 

i,e, tan a = 2 tan B (as required). 


C— ^Two Important Formulae for Experimental Work 

Suppose at O (Fig. 87) there is a magnetic field F represented 
by OP, and another, H, at right angles to it represented by OQ. 
Then OR represents the resultant field and a compass or suspended 

magnet placed at Q will come to rest 
with its magnetic axis along OR, i,e. at 
an angle of deflection from H of, say, 
From the figureF = H tan d. In the 
next two sections we deal with the action 
of a suspended magnet or compass when 
it is placed at a point where there are 
Fig. 87. two component fields at right angles. 
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II. The Tangent A or . 

End-on Formula ^ | 

Suppose F (Figr' j,*_I- 1 — d . ^ 

88) is a pohat on the . V/ 

table, and mSTdoU ■ X , . . . I_^ / .> ^ 

line h'h is-.-tli^mag- 
netic meridian though 

P. Let H repre^nt L 

the earth's horizonml \> i tT^ 

field (about *i8 gyaa f^r-Frcr^ ^^ l^Tag^ W, AmifW. V-—- 

then H is the liiag^ “““ ---—----L-" 

netic field at P acting in the direction Ph, \ 

On the west side (or tlae east side) put down a small bar magn^ 
'' end-on " to the point P\ Its magnetic field (call it F) acts at P 
in the direction P/. We haV at P then two magnetic fields at right 
angles. Now imagine a small suspended magnet or compass placed 
at P, and we will assume the suspended magnet is so small that the 
field F is the same where its poles n and s are as it is at P. The 
earth exerts a couple on it tenang to turn it into the meridian, 
and the magnet exerts a couple oh it tending to turn it along P/, 
t.e. at right angles to the meridim. It comes to rest with its 
magnetic axis along the direction ofVhe resultant field, and 

F = H tanV 

where 0 is the '' deflection " of the su^ended magnet from the 
meridian, t.e. the angle it makes with 

But NS is '' end-on " to the point P, soVhat if M is the moment 
of NS and d the distance from its neutral Ime to P, 

_ 2Md ^ ^ zMd 

^ - ^-72)2' (d^ -ly Y 

.(" 5 ) 


- ' rmr m : -i^gmirrrs: 


tan 0 \ 


This is known as the “ Tangent A or End-on Position of Gauss," 
and it is extensively used in experimental and \est-room work. 
If the deflecting magnet NS be small compared witli^t^, then 
may be used for F, and we get:— 

M d^ tan 0 ^ 

H 2 . 

In the above one of the fields has been assumed to be the earth’s 
fi^ld, but the same reasoning applies to any two fields at right angles. 
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Fig. 89 shows the case in greater detail than Fig. 88, m being the pole 
strength of the suspended magnet. As stated:— 

Deflecting couple = Controlling couple. 

2 Ud _ _ SK ^ . 

^2Ta X NK = mH X SK: and ~ tan 0 ; 


"(^^2 „ / 2 j 
tan 6 ~ 


2Mi _ 
H (d^ -fy 


M 

IT 


(d ^ - l y 
2d 


tan d. 



12. The Tangent B or Broadside-on Formula 

As before, take P (Fig. 90) on the table with the earth's field 
H acting in the direction PE. Now on the south (or north) put 
down a small bar magnet '' broadside-on " to the point P. Its 
field (F) acts in the direction P/ at right angles to H. Imagine a 
.small compass at P: it comes to rest along the direction of the 
resultant field, making an angle of deflection from the direction of 
H equal to, say, 6 , and we have F = H tan 6 . But NS is 
broadside-on " to P, so that— 


F 


M 


M 




t.e. — 


H 


^= H tan e, 
(d^ 4 - 

tan ». 


(17) 


This is known as the Tangent B or Broadside-on Position of 
Gauss," and, like the A position it is largely used in experimental 
work. As before, if the deflecting magnet is small compared with 
d, we can neglect P and we get:— 

M 

g = # tan ^ .(18) 


Examples.—(i) A short bar magnet is placed at Gibraltar perpendicular to 
the magnetic meridian and end-on ** towards a compass needle from which it is 
distant too cm. When the experiment is repeated with the same apparatus at 
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Portsmouth, the magnet has to be placed at a distance 0/ i lo cm. from the compass 
to produce the same deflection. Compare the earth's horizontal magnetic field at 
Gibraltar and Portsmouth. 

Let Hp and Hp — Horizontal fields at Gibraltar and Portsmouth; 

M 100* tan B , M no* tan B 
llg 2 Hp 2 

H at Gibraltar _ _ no* 

' * H at Portsmouth ” Hp ”” 100* ^ 33 - 

(2) A small magnet A is placed " broadside~on ” to a compass needle at a 
distance 35 cm. due magnetic south of it, and the deflection of the compass is 30°. 
Another small magnet B placed in the same position produces a deflection of 45*^, 
Compare the magnetic moments of A and B. 

y/ = 35® tan 30° and ^ = 35* tan 45°; 

. Moment of A _ tan 30® __ ^ 

Moment of B tan 45® ^ 

D —The Vibrating Magnet 
13. Time of Vibration of a Suspended Magnet 

If a suspended magnet be deflected from its position of rest in 
a magnetic field, it at once experiences a 
couple urging it back into that position, and E ^ 

when the deflecting influence is removed it 
oscillates backwards and forwards about its 
equilibrium position, until finally it becomes 
stationary again. In such cases a double 
swing, t.e. a to and fro movement, is a 
complete vibration, the number of complete 
vibrations in one second is the frequency, the 
time taken for one vibration is the period, 
and the extent of the motion from the central [d 

position to an extreme position is the ampli¬ 
tude. Experiment shows that although the 
amplitude of the vibrations gradually gets 
less as the magnet gradually comes to rest, 
the time of performing each vibration is (for 
small swings) the same, and further that the Fig. 90. 

time of a vibration depends upon the size, 
shape, mass, and magnetic moment of the magnet, and upon the 
strength of the field in which it vibrates. So far as the latter 
two are concerned, the greater the magnetic moment of the magnet 
and the stronger the field in which it is vibrr^ting, the quicker it 
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will vibrate, i.e, the less the period and the greater the frequency, 
i.e, the greater the number of vibrations it will make in a given time. 


It is shown in books on Mechanics that if a suspended body, when displaced 
from its position of rest, experiences a restoring couple whose moment is 
proportional to its angular displacement, then its motion will t)e of the kind 
known as simple harmonic motion, and in such cases it is shown that the time 
of a complete (torsional) vibration t is given by:— 

where K is the moment of inertia of the body, a constant which depends on 
its mass, shape, size, etc., and c is the moment of the restoring couple when 
the angular displacement is one radian: c, in fact, is the ratio (restoring 
couple)/(angle of displacement). The student must look up this and its 
proof in a book of Mechanics. 


Now it was shown on page 62 that the restoring couple when a 
magnet of moment M is displaced through an angle a is MH sin a. 
If the displacement is small, not more than a few degrees, sin a 
and a (in radians) do not differ appreciably, and we can write 
MH a for the restoring couple: hence:— 


Restoring couple _ MHa 
Angle of displacement a 

Time of vibration == ^ == 277 


== MH; 


^ MH 


•(19) 


Squaring we get = 47r2K/MH: if n be the frequency n ~ i/t, 
and we get = MH/47r2K. From these it follows that oc i/MH 
and oc MH: hence:— 


(a) If the same magnet be caused to vibrate in different fields, 
the squs^re of the period is inversely proportional to the field 
strengths, and the square of the frequency is directly proportional 
to the field strengths (see Chapter IV.) if we neglect any change in 
the moment of the magnet due to the inductive action of the field. 

(d) If two magnets have eg^ual moments of inertia (K), and if 
they be caused to vibrate in the same field, the squares of the 
periods are inversely proportional to the magnetic moments, and the 
squares of the frequencies are proportional to the magnetic 

moments (see Chapter IV.). 


Below are the formulae for calculating K if required (i) for a rectangular 
bar magnet length a cm., breadth h cm., and mass m grammes vibrating 
about an axis through its centre, and perpendicular to the surface bounded, 






Born at Lyons. In 1793 the revolutionary army entered Lyons 
and Andre's father was executed: this so preyed on his mind that 
he nearly became insane. Gradually he recovered, became Professor 
at Paris, and established important relationships between magnetism 
and electricity. To perpetuate his name the unit of current strength 
is called the ampere. 
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by a and b, and (2) for a cylindrical magnet length I cm., radius r cm., and 
mass m grammes vibrating about an axis through its centre and perpendicular 
to the axis of the cylinder. 

+ 


Bar magnet, K — m- 


Cylindrical magnet, K = m 




Examples.—(i) A suspended magnet makes 27 vibrations per minute in 
London and 36 per minute in Sydney. The earth's field at London is *18 unit. 
What is the strength of the earth's field at Sydney? 

Call the earth’s horizontal field at London H and at Sydney Hj. Let M 
be the moment of the vibrating magnet (which we will assume to be constant). 

(Frequency at Sydney)^ __ MHi _ _ Earth's field at Sydney, 

(Frequency at London) 2 MH ~ H ~~ Earth's field at London ’ 

. (36)^ __ Hi. . rr ^ (36)* X -18 

•* (27)^ “-18' ^ (27)^' 


= - 32 . 


(2) A small suspended magnetic needle makes 20 vibrations per minute under 
the influence of the earth alone. When a bar magnet is placed due magnetic 
south of the needle, the magnetic axis of the magnet being in the meridian and its 
north pole pointing towards the needle, the latter makes 40 per minute. Compare 
the field (at the place occupied by the needle) due to the magnet with the earth's 
field. 

An examination of the case will show that the earth’s field and the 
magnet’s field are in the same direction at the place occupied by the needle. 

20® oc earth's field, 40® oc magnet's field -f- earth’s field; 

40® — 20® oc magnet's field; 

Field due to magnet 40® -- 20® __ 1200 
’ ’ Earth’s horizontal field 20® ~ 400 


(3) Two magnets are arranged parallel one above the other. When like poles 
are together the combination makes 20 vibrations per minute, and when unlike 
^ poles are together 10 vibrations per minute. Compare their magnetic moments. 

Clearly K is the same in both cases. In Case i the magnets are in the 
same direction, so that if Mj and Mj denote their moments, the period, and 
nj the number of vibrations per minute, 

^ / g 

'1 = /y h' 


If ^2 be the period in the second case, and ^be number of vibrations per 
minute. 


— 2Tr 



K ■ 

(Ml - M2 )~h‘ 


• =: -t M l — Ma. . Ml __ »i* -f Wa® _ 20® + 10® _ 5 

* * 4* ^ Ml -f Mg ’ ” Mj “ «i® — Wa® 20® — 10* ~ 3 
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E— Magnetic Potentials due to Magnets 

Magnetic Potential at a Point due to a Pole 

The point P at which the magnetic potential is required is d 
cm. from the north pole N of strength m units: P, Q, R, S, T are 
points very close together, T being at distance cm. from N (Fig. 91). 


m m 

Intensity of field at P Intensity at Q 


Average intensity between P and Q ™ 


m 


NP.NQ 

and this is therefore the force on a unit north pole between P and 


u--^ 

tl P R t 

I - 

L___^ 

Fig. 91. 

Q. Further, as work — force x distance, the work done in moving 
a unit north pole from Q to P will be: 

NP.NQ ^ ~ NP.NQ ^ ~ ~ NP ~ NQ' 

and similar expressions will be obtained for each of the other short 
steps. Hence we can write:— 

Work in moving unit N. pole from Q to P = ~ 

o ^ NP NQ 

.= 

.- - 

’’ . T to S - 

and the total work done in moving a unit north pole from T to P 
will be the sum of these four expressions, which gives the result:— 

Work from T to P = 

NP NT d dj 
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Strictly, a large number of very small steps should be taken: 
the result would, of course, be as above. But the work done in 
moving unit north pole from T to P measures the magnetic potential 
difference between the two points (Art. 3): hence:— 


Magnetic potential difference = 


m 


m 


■ Ml) 


If T be at infinity, then mld^ is zero, and the work done in 
moving the unit north pole from infinity to P becomes mjd: but 
this measures the potential at P (Art. 3), so that for the potential 
at a point at distance d cm. from a magnet pole of strength m 
webers we have 


Magnetic potential at P = - units.(21) 

d * 

If m be replaced by a south pole of the same strength (— m) 
the potential at P is — fnjd. If the medium is not air but one of 
permeability /x the magnetic potential is i^mlixd. 


An application of the Calculus provides a much neater solution than the 
one above: thus for the magnetic potential at P we have;— 

H = — (page 61) or dv — Hdx; 


Potential at P 


rd 

- ndx - 

f- 

1 

II 


) oc 

) X 

IXX* L 

. xJ ^ 


i.e. Potential at P = for air. 

/xa d 


15. Potentials off the End and off the Middle of a Bar Magnet 
^(i) Magnetic Potential along the Axial Line. —Here the 
point P at which the magnetic potential is required is on the axial 
line of the bar magnet (Fig. 83). If 2/ be the length ofiJMS, m its 
pole strength, and d the distance of P from the neutral line:— 
Potential at P = Potential due to N Potential due to S, 


i.e. Potential at P 


m 


+ 


m 


Magnetic potential at P = 


{d^l) ' [d^l) 
M 


d^ 


units or 


2 ml 

jurats... (22) 


the latter expression being obtained on the assumption that the 
magnet is small compared with the distance of P so that 1 * in the 
denominator can be neglected. If the medium is not air but one 
of permeability the magnetic potential is M/n (d* — P) or TAjitd*. 
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Magnetic Potential along the Equatorial Line. —It is 
readily seen that the magnetic potential at any point on the 
equatorial line of a bar magnet (e.g. at P in Fig. 84) is zero, for the 
point is always equidistant from N and S so that the potential due 
to S is equal and of opposite sign to the potential due to N: thus 
the potential at P in Fig. 84 is mjr — mjr = o. 

Magnetic Potential at any Point due to a Bar Magnet 

Consider the magnetic potential at the point P (Fig. 86) due to 
the bar magnet NS of moment M: let OP = d and let a be the 
angle OP makes with the axial line of NS. As in Art. 10 resolve 
the magnetic moment M into two components, one, M cqs a, in 
the direction OP, and the other, M sin a, at right angles to OP. 

Now P is on the axial line of M cos a, and (assuming our magnet 
small compared with d) the potential at P due to M cos a is M cos ajd^. 
Again P is on the equatorial line of M sin a so that the potential 
due to M sin a is zero. The resultant potential due to the two 
components is therefore M cos ajd^, and this is the potential due 
to NS, i.e. 

Magnetic potential at P = ^ ^ .(23) 

If P is on the axial line a = o®, cos a = i, and the potential is 
M/d^ as in Art, 15. If P is on the equatorial line a = 90°, cos a = 0, 
and the potential is zero as in Art. 15. If the medium is not air 
but one of permeability /x formula (23) becomes M cos a/fid^, ^ 


F—Potential and Field due to a Magnetic Shell 
17. Magnetic Potential at a Point due to a Shell 

Investigations on the magnetic potential and the magnetic field 
at a point due to a magnetic shell involve the conception and 
measurement of a solid angle. These the student should refer to 
in some book on Geometry, but the following brief note will answer 
our present purpose. 

Imagine a sphere with centre P and radius r cm., and consider any area 
a sq. cm. of the surface of the sphere. From numerous points on the boundary 
of a picture lines drawn to P, the whole forming a kind of cone with the 
surface a (curved) as base and apex at P. If another sphere be drawn with 
centre P and radius the cone will intercept an area of this sphere, and it 
is found that the two areas a and aj are proportional to the squares of their 
corresponding radii r and —in other words, the ratio, Area/(Radius)* is 

6 


I. T. E. 
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constant. By analogy with the method of measuring a plane angle, this 
ratio is said to measure the solid angle subtended at P by the areas, i.e. solid 
ang^e at P — ajr^ — 

Now let AB (Fig. 92) be a small area a at right angles to the plane of the 
paper and P a point in the plane of the paper, and suppose lines are drawn 
forming a cone as before. With P as centre and PB as radius describe a 
sphere cutting the cone in the closed curve BC. The solid angle APB is 

given by:—Solid angle 



B 

Fig. 92. 


where a ~ the angle of inclination between 
between the normals to AB and CB. Hence 
surface AB subtends at P we have:— 


_ Area of BC _ 

If the linear dimensions 
of BC are small compared 
with PB, then BC is practi¬ 
cally plane and we can write 
AreaBC- AreaABxcosa, 
the surfaces or the angle 
for the solid angle which the 


Solid angle o> 


a cos a 

y2 


(24) 


We can now find an expression for the magnetic potential at 
a point P (Fig. 93) due to a magnetic shell. Consider a small 
element of the shell at 0 . The length of the element taken parallel 
to the direction of magnetisation, that is normal to the shell, is 
equal to t, the thickness of the shell at O. Let the area of the face 
of the element be denoted by a, 
where a is very small. Then the 
magnetic moment M of the 
element is equal to lat, where I 
denotes the intensity of magneti¬ 
sation. (la corresponds to m and 
t to I in the usual expression for 
moment, viz. M — ml.) 

Now by Art. 16 the potential 

at P due to this small element is 

M cos ajr ^: that is:— Potential 

, , , , la^ cos a 

due to element = ^-* 

But It is the strength (f> of the shell (Art. 7), and a cos ajr^ is 
the small solid angle (call iidw) subtended at P by the element: 
thus the potential at P due to the element is (dw). Further, if 
the strength of the shell be the same at all points of it, and w be 
the solid angle subtended at P by the phole shell :— 
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Magnetic potential at P = Strength of shell x Solid angle at P, 

i.e. Potential at P due to shell ^ .(25) 

If the medium is not air but one of permeability /i the magnetic 
potential at P is <f>wlix, i.e, i//x of the potential in air. 

If P is indefinitely near the shell, w = 2 tt and the potential is 
+ 27T<f* at one side and — 27 r<f> at the other, the potential difference 
between two such points being 47 r(f>, 


18. Magnetic Field at a Point due to a Shell 

In this book we need only take one example 
field at a point on the axis of a plane circular shell 
of uniform strength, and even this the student 
may omit on a first reading. The case is shown 
in Fig. 94 where AB is the shell of radius r and P 
the point at distance x along the axis. Now:— 

Potential at P 

V = Strength X Solid angle at P = fw. 


of this, viz. the 

A 



B 


Fig. 94. 


It is shown in the Appendix that in this special case the solid 
angle subtended at P by the shell is equal to 27 r (i — cos d ): hence:— 


V = (f>W — 2TT<f) (l-COS 6) = 27T(f) 


{x^ + r^) 


..(26) 


and to find the magnetic field at P from this potential we have:- 


H = 


dv d 

dx dx 


I — 


{x^ + r^)' 


I.e. H ~ 27 rp 




I 


— I + ^ 2 ) ^ 2 X.X I 
x^ + r^ ( 


/. H = 27 Tp 


-i 


{x^ + r^) " (x^ -j- — x^) _ 27rr^(f> 


x^ + r^ 
i.e. Magnetic field at P = 


(x^ + r^) ^ 

27 rf^p 

-3 gauss ... 

(x2 + r^)^ 


•{27) 


Now if AB is a coil of wire carrying a current i e.m. units, the 
magnetic field at P due to the current will be given by:— 

2 TrrH , 

- 1 gaus?.(28) 

{x^ + ty 


Magnetic field due to current = 








84 


Magnetic Units and Theory 


and putting a: = o we get that the magnetic field at the centre of 
a circular coil carrying a current i e.m. units is 2ni/r gauss. That 
this is so will also be seen in Chapter XL (See pages 317, 318.) 

G— Translatory Force on a Magnet in a Non-Uniform Field 
19. Translatory Force on a Magnet 

We have seen that when a magnet is in a uniform field there is 
no force on it tending to move it bodily from one part of the field 
to another, but that when it is in a non-uniform field there is a 
translatory force on it. In this book we need only consider one 
simple case—two small magnets laid under constraint, e.g. laid on 
the table, as shown in Fig. 95—and the problem is to find the force, 
say, on magnet B tending to move it bodily. Let M be the moment 
of magnet A, and M' that of magnet B. 


T V 



Fig. 95. 


To find the force on N adopt the method used in Arts. 10, 16, 
i.e. resolve the moment M of magnet A into n-^s^ of moment M cos B 
along ON^ and of moment M sin B at right angles to ON. If 
m be the strength of pole N the force on it due to is W2M qos Bjr^ 
along NP, and the resolved part of this force in the direction NQ 
is (w 2M cos B/r^) x sin B. We will neglect the other component 
along NR (there is an equal and opposite one on the other pole S. 

Similarly, the force on N due to ^2^2 is mM sin B/r^ along NT, and 
the resolved part of this in the direction NV is (wM sin Bjr^) x cos B. 
As before, and for the same reason,'we neglect the other component 
along NW. 

Adding the two we get that there is a force on N acting 
upwards in the figure and given by:— 

Upward force on N = NQ + NV = sin B cos B. 
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If we estimate the force on S in the same way we get that there 
is a force on it equal to the above and also acting upwards in the 
figure. Hence for the total force on the magnet B we have:— 

Force (upwards) on B ” sin 0 cos 6 . 

Further, since the magnets are small compared with d, we can 
write r = d, cos ^ = i, and sin 6 == Ijd, where 2/ = length of 
magnet B (so that its moment M' — 2ml), and we get:— 

3MM' 

Translatory force on B — - - upwards .(29) 

and it can be shown, in the same way, that the translatory force 
on A has also this value, but it acts downwards in the figure. 

It is easier to show that if the two magnets be in line the translatory force 
on each is the forces being in opposite directions along the line 

joining them, but wc leave this as a simple exercise for the student. 

If the horizontal components on N and S (which were neglected above) be 
considered, it will be found that they form a couple tending to rotate the 
magnet (see end of Art. 4). 

H— Magnetic Induction. Permeability. Susceptibility 
20. Magnetic Induction 

Up to this point in the present chapter, the magnets have been 
permanent magnets in air (strictly in vacuo) y and therefore the 
necessity for any differentiation between magnetic force and 
magnetic induction, tubes of force and tubes of induction, etc., 
referred to in Chapter II. has not arisen. Should the medium 
consist of one of the magnetic ” materials, however, further 
considerations are necessary; these are of the utmost importance 
in electromagnetic theory and in the study of applied magnetism. 

Consider two poles of strengths m and situated d cm. apart 
in a medium of indefinite extent and of permeability fx; the force 
between them is mm^jyd^y and if be a unit pole the force 
on it measures the strength of the field in C.G.S. units at distance 
d cm. from the pole m. Thus the field intensity (H) depends on the 
strength of the pole, on the distance, and on the mediumy so tfiat 
the condition of the field at the point cannot be used to specify the 
pole m completely, since the medium is also involved. 

It is convenient therefore to have a quantity which depends 
Only on the pole and on the distance from the pole, i.e, which is 
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always the same at distance d from a pole m, and this quantity is 
called the magnetic induction (B). Clearly, from the preceding it 
must be taken as /x times the field intensity {i.e. B = /xH) for 
then the induction at distance d cm. from the pole m becomes 
fjL X mjfjLd^ or mjd^, i,e, it depends only upon m and d. To sum¬ 
marise:—for a point at distance d cm. from a pole of strength 
w in a medium of permeability fi :— 

fK 

H = Field Intensity — ^2’ 

fn 

B “ Magnetic Induction ~ /xH ~ 

and if the medium be a vacuum (or air) /x ~ i, and both intensity 
H and induction B are measured by the same expression, viz. m/d^. 
Just as a line of force is such that the tangent at any point of 
it gives the direction of the field at that point, so we take a line of 
induction as such that the tangent at a point gives the direction 
of the induction. Further, just as, by convention, the number of 
unit tubes of force per sq. cm. (at right angles to the field) measures 
the field intensity H, so lines are grouped into tubes of induction 
such that the number of unit tubes of induction per sq. cm. measures 
the induction B. In air (strictly vacuo) B = H and lines (and 
tubes) of induction and lines (and tubes) of force are the same. 
Note again, however (page 37), that in actual practice tubes of 
induction do not start or stop anywhere but form closed curves; 
a tube of induction is never discontinuous but will, if traced far enough, 
double back on itself to form a closed tube: if part of it passes through 
air (strictly vacuo) that part is also a tube of force. 

21. Gauss’s Theorem 

Imagine any closed surface surrounding an amount of pole 
m in a medium of permeability /x, and consider a small area a 
containing a given point (Fig. 96). Let H denote the field intensity 
at this point and let a be the angle between the direction of H and 
the outward drawn normal to the surface at the given point. The 
component of H along this normal is H cos a, and since magnetic 
induction = /x x field intensity, the induction in this direction is 
fxH cos a. The product /xH cos a x is spoken of as the normal 
magnetic induction or magnetic flux over the* small area a. The 
total normal flow of induction or the total normal magnetic induc¬ 
tion or magnetic flux over the whole closed surface is obtained 
by supposing the whole surface divided up into a very large number 
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of small areas such as a and summing up the values of /xH cos a. a 
for all these areas. Denoting this total normal induction by 
T.N.M.I. we have:— 

T.N.M L “ /xi 7 H cos a.a. 

Now in Fig. 96 if d be the distance of m from the point in the 
area a we have:— 


m 


Normal induction over a — ixH cos a.a ~ ,1, cos a.a. 


cos a.a 

m ~ mw, 


for cos a.ajd’^ is the solid angle w subtended at m by the area a; 
hence for the total normal induction or magnetic flux over the whole 
closed surface we have:— 


T.N.M.I. = niEo) 47TW 


(30) 


for Z(x) is the solid angle 
subtended by the whole 
closed . surface and is 
equal to 477. This is a 
simple proof of Gauss’s 
Theorem applied to mag¬ 
netism which states that 
“ the total normal mag* 
netic induction or mag¬ 
netic flux over a closed 
surface drawn in a mag¬ 
netic field is 477 times the 
total * magnetism ’ in¬ 
side.” A proof of the same theorem as applied to electrostatics 
is given on page 185. 



If m be outside the closed surface, the total normal induction over the 
surface is zero for the flux inwards is equal to that outwards. 

The theorem holds if there are several “ poles ” inside, and if some are H 
and some - ; in this case the sum of the pole strengths is involved. It follows 
that if the closed surface be drawn round a magnet the total normal induction 
over the surface is zero: the lines of induction passing outwards also pass 
inwards to complete their closed circuits. , ^ 

In the case of an air medium fi is taken as unity, induction and intensity 
coincide, and the reader will come across the statement the total normal 
magnetic intensity over a closed surface drawn in a magnetic field is 4 '”’ 
the sum of the strengths of all the magnetic poles inside. It will now seen 
that the fact stated on pkge 59 was really a special case of the general Gauss 
theorem: the medium was air, and as intensity is measured by the number of 
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unit tubes of force per unit area, the total unit tubes of force passing outwards 
from the pole m was 47fm. 

Distinguish between the total induction or total flux over an area and the 
induction B of Art. 20 or flux density which refers to unit area. 


Simple Application of Gauss’s Theorem. —Let us take first 
an imatginary case of a plane sheet of north magnetism of infinite 
extent, the amount of magnetism per unit area being denoted by 
p and let it he required to find the intensity of the field at P duerio the 

sheet (Fig. 97). Picture a unit area at 
P parallel to the sheet. From the 
boundary of this area draw lines per¬ 
pendicular to the sheet thus forming 
a prism, the other end of the prism 
being a unit area at Pj. In this closed 
surface formed by the prism the total 
amount of magnetism is that on the 
unit area S, viz. p. By Gauss's theorem 
the total induction over the closed 
surface is 477^, and as the induction is everywhere perpendicular to 
the sheet, the induction over the sides of the prism is zero whilst 
that over the two ends together is 477^. Half of this is at P and 
half at Pi so that the induction at P is 277 p. As the medium is 
air this also measures the intensity at P; hence 
Intensity at P = 27 Tp, 



and is independent of the distance of P from the infinite sheet. 

From the above it is easy to find the intensity of the field at a 
point between two poles (assumed close together) as indicated in 
Fig. 98. If I be the intensity of magneti¬ 
sation, i.e. the amount of pole per unit area, 

then if the poles are very close together the ___ 

intensity at P due to N may be taken as 277I Fig. 98. 

and the intensity due to S as also 277I (poles 
assumed equal). These are in the same direction, viz. right to 
left, so that the total intensity at P is given by » 


Intensity at P = 477I 


(31) 


22. Iron in a Magnetic Field 

Consider first the three simple experiments briefly indicated 
below:— 

(a) Note the magnetic lines between the unlike poles .of two magnets in 
line (Fig. 35). Repeat with a bar of soft iron between the poles. The iron 
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is magnetised' and the diagram 
(Fig. 99) seems to indicate that 
the magnetic lines are crowding 
into the iron as if they found it 
easier to go through iron than 
through air and were " taking 
the path of least resistance.'* 

The full explanntion of this is, 
however, given below. 

(b) Place a soft iron ring 
between the unlike poles of the 
two magnets in line (Fig. 100), and map the lines by filings. The filings do 
not set themselves in definite directions inside the ring. There are practically 
no lines in the central air space: they seem to pass along the iron, preferring 
to keep to this rather than to cross the central space. This space is therefore 
more or less screened from the influence of the magnets. This is used in 

certain galvanometers, ammeters, 
and other measuring instruments: 
they are placed inside a thick 
cylinder of soft iron which protects 
the needle, etc., of the instrument 
from magnetic fields outside. 

(c) Similarly, Fig, 101 shows 
how a compass at C is more or less 
screened from the effect of the 
magnet N by interposing a thick 
sheet of soft iron as shown. If the 
iron were replaced by a sheet of 
glass, wood, copper, etc., the mag¬ 
netic lines would pass through to 
the other side almost the same as with air, and the compass would be affected. 

From these and similar experiments we may,^ for practical 
purposes, regard every substance as possessing a certain power of 
conducting magnetic lines and of 
offering a certain resistance to the 
passage of the lines. Thus from the 
experiments we might deduce that 
iron is a better conductor of magnetic 
lines than air, or, as we say, is more 
“ permeable '' or has greater perme¬ 
ability than air. Put another way, 
we say that the magnetic resistance or 
reluctance of air is greater than that 
of iron. From this point of view 
we might say in general terms, and 
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certainly rather vaguely, that the permeahility of a material is its 
conducting power for magnetic lines as compared with air, or that 
the permeahility of a material is the degree to which the magnetic 
field can penetrate or permeate the material, or that the permeahility 
of a material is the power it possesses of acquiring a magnetic flux 
when subjected to magnetic influence. 

Now let us consider the first experiment above (Fig. 99) in 
greater detail, but this time we will imagine the iron to be put in a 
uniform field. Let the dotted lines of Fig. 102 represent the lines 
of force in a uniform field (in air), the direction of the field being 
from left to right. Now let the bar of soft iron be placed in the 
field (h'ig. 103). Tlie iron is magnetised, a south pole on the left 
and a north on the right, and we now have, as it were, two sets of 



Fig. 102. Fig. 103. 


magnetic lines, those of the original field and those of the magnetised 
iron. Of course, in practice we get a resultant " effect, but for 
the moment we will imagine them existing together. 

First consider the iron itself. The magnetisation of the iron 
results in magnetic lines passing along it from left to right, i.e. from 
S to N: in addition we have, also passing along the iron from left 
to right, the lines of the original field: and we may have lines from 
right to left, i.e. N to S, owing to the end poles (demagnetising effect 
of end poles—page 31). The total lines of induction, as we call 
them, in the iron is therefore the resultant of these. 

Now consider the air space outside the iron. At A and B we 
have the magnetic lines of the magnet which have come out of N 
going from right to left to enter S, and we have the magnetic lines 
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of the original field going from left to right. The two sets are in 
opposite directions here and partly cancel each other, the final 
result being that we have, as it were, a weakening effect in the 
space at A and At C and D the two sets of magnetic lines are 
more or less in the same direction and help each other, the final 
result being that the field is strengthened at C and D by the presence 
of the iron. Put nnother 
way, there will be a cm- **4^^ 
tration of lines at C and D 

and a sepc^ration of lines \ _ 

at A and B. The actual ''■'v \ a 

“resultant” is shown in ^ - 

Fig. 104. The crowding of 
the lines at C and D and c 'yf;, 
the separating at A and B 

are therefore due to the fact 'y/ .. 

that the iron is magnetised ® 

by the field, that we have ^ \ 

therefore two agents at ' 

work, that these help each 

other at some places and Fig. 104. 

oppose each other at other 

places: and the “resultant*' effect of the two gives the arrange¬ 
ment shown in P'ig. 104. 

If a bar of diamagnetic material instead of iron had been placed 
between the poles of Fig, 99 or in the uniform field of Figs. 102-104 
it would have been magnetised (very weakly) the other way about, 
its N. end being on the left and its S. end on the right. Reasoning 

like the above will show 


|Nf3£rg^^^^E!ferfE5|: 


that there would be a 
slight opposition or 
weakening effect at C and 
D and a helping effect at 
A and B*—a separation of 
lines at C and D and a 
concentration at A and 
B, but both only slight. Fig. 105 shows the resultant effect for a 
diamagnetic bar corresponding to Fig. 104 for the iron bar. 


Fig. 105. 


23. Permeability and Susceptibility 

We have seen that the intensity (H) of a magnetic field at a 
point in air is measured by the force it exerts on a unit north pole 
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put there. If, then, we wish to consider in this way the magnetic 
intensity, or magnetising field, or magnetising force, say actually 
effective in the iron of Fig. 104 we must imagine a hole or cavity in 
the material in which to place the unit pole. A cavity of any shape 
will not do, however, for the walls of the cavity will exhibit mag¬ 
netism and exert an influence on the unit pole, so that the force on 
the latter will not be Hj, the effective magnetising force in the iron. 
Consider, however, a cavity such as is shown at RS (Fig. 106), viz. 
a long indefinitely thin tunnel in the direction of magnetisation. 

The sides of the tunnel will exhibit 
no magnetisation, the poles '' at the 
ends of the tunnel will be weak and 
far away from the centre, and will not 
appreciably affect a unit pole put 
there; thus the field intensity at the 
centre of the tunnel will give the 
actual value of the magnetising force 
Hi in the iron. Hence the magnetic or 
magnetising force or magnetising field Hj inside the iron is measured 
by the force in dynes on a unit north pole placed at the centre of a 
long and indefinitely narrow tunnel in the direction of magnetisation. 

Reference has been made to the demagnetising effect of the end 
poles of a magnet (page 31). It should be noted, then, that the 
force Hi on the unit pole in the above tunneh although not affected 
by any magnetisation of the walls of the tunnel, is really the resultant 
of two forces, viz. H, due to the original field acting from left to 
right in Fig. 103 (this is known as the apparent magnetic force and 
is the force on a unit 
pole before the iron is 
put there), and h due 

to the end poles of the 5 ns n 

iron acting from right Fig. 107. 

to left along the iron in 

Fig. 103 (this is known as the self-demagnetising force). Usually 
H and h are directly opposed, and the effective magnetic force Hi 
on the unit pole in the tunnel is given by Hj = H — (Fig. 107). 
This is referred to again later. 

Now consider an indefinitely thin crevasse PQ cut across the 
specimen (Fig. 106), its plane faces being perpendicular to the 
direction of magnetisation, and of course infinitely large compared 
with the distance between them, and imagine a unit north pole in 
the crevasse. Here the magnetisation on the walls does effect the 










Permeability and Susceptibility 


9i 


unit pole: there is a N. wall at one side (left) and a S. wall at the 
other: if I be the intensity of magnetisation the force on the unit pole 
due to the walls of the cavity is 477! (Art. 21). In addition, there 
is of course the force Hj on the pole defined above. Thus the total 
force on the unit pole is -f 47rl and this measures the induction 
B: that is:— 

B = Hi + 47rl.(32) 

Hence the magnetic induction B in the iron is measured by the force 
in dynes on a unit north pole placed in an indefinitely narrow 
crevasse with its parallel faces at right angles to the magnetisation. 

It is interesting to look at the crevasse PQ from the point of view of the 
magnetic lines. It is clear that if a be the area of the walls of the crevasse 
PQ all the lines passing through area a of the iron—those due to the effective 
magnetising field and those due to the magnetisation—will go across the very 
narrow air gap instead of round the edges. Thus the number of unit tubes 
per square centimetre in the air gap equals the number of unit tubes per 
square centimetre in the iron. The field in the air gap PQ tends therefore 
to the value of the induction in the iron as the gap is made infinitesimally 
thin, and we therefore define B as being measured by the force on unit pole 
in the crevasse. On the other hand, the field (force on unit pole) in the 
tunnel RS is entirely due to the effective applied field. 


The ratio of the magnetic induction (B) to the effective magnetic 
or magnetising force (H^) both as defined above measures the 
permeability (/x) of the iron, i.e. 


fx = Permeability = 


Magnetic Induction 
Magnetising Force 


B 

Hi = 


.-. B = /xH,. 


The iron is magnetised and if I be its intensity of magnetisation 
the ratio of the intensity of magnetisation to the effective mag¬ 
netising force Hj measures the susceptibility («:) of the iron, i.e. 


K ~ Susceptibility 


Intensity of Magnetisation 
Magnetising Force 




The relationship between these two quantities is readily estab¬ 
lished. We have seen above that B — Hj + 477!: hence:— 


B Hj + 477! fx — 1 

fi = =- -‘g-- = I + and k = .. (33) 

In the above both the magnetic induction and the magnetising 
force in the iron have been accurately defined from the point of 
view of the force on unit pole—B with the pole in the crevasse 
and Hi with the pole in the tunnel—and the exact relation 





94 


Magnetic Units and Theory 


4 ' 7 tI has been established. This is the method of treat¬ 
ment the student should learn, but the following is an alternative 
method of treatment (less accurate) which is often used for practical 




purposes. 

Referring again to Fig. 103, let H be the number of unit tubes 
of force per square centimetre in the space before the iron is put 
there. Then if we asmme that there is no opposing force due \o end 
poles when the iron is there we can say that H, which really measures 
the original field, also measures the magnetising force when the iron 
is there. When the iron i^ put there it becomes magnetised and 

the number of magnetic 
lines (called lines of induc¬ 
tion) now passing along 
from left to right is much 
greater, for there are those 
due to the magnetisation 
as well as those due to 
the field. If B be the 
number of unit tubes of 
induction per square centi¬ 
metre in the iron, then 
iB measures the magnetic 
induction or flux density. 
For the permeability /x and the susceptibility k of the iron we have:— 
Magnetic Induction or Flux Density B 
Magnetising Force ^ H' 

_ Intensity of Magnetisation _ I . 

Magnetising Force H* 




T-F 



-iti— 


. 

_ ^ 



-► • 

u^c 

F 



\ 


Fig. 108. 




B - 


/cH. 


The relationships between the two can also be established thus. 
At the end of the iron (Fig. 108) consider a closed surface 
PQRS with faces PQ and RS each of area a parallel to the end. 
The “ amount of pole ” inside is la, and by Gauss the total 
magnetic induction or magnetic flux is 47 rla. This all crosses RS, 
and when added to that of the original field, viz. Ha, we get for the 
flux across RS the expression Ha + == (H -f 477!) a. Next' 

suppose PQ moved back to TU so that our closed surface includes 
the end vertical batch of complete magnetic particles. The total 
“ amount of pole " inside the new closed surface is equally N. and 
S. (+ and —), so that the total magnetic flux over the closed 
surface is zero. Thus the flux, (inwards) over TU is equal to that 
over RS, viz. (H + 4trl) a. Reasoning in this way we see that the 
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magnetic flux passing along a section a of the iron and leaving at 
the end is (H + 47 tI) a, and the flux per unit area is (H + 47rl), 
which, of course, is the magnetic induction or flux density B, i,e. 
B H + 47rl: hence:— 


B 

H 


H + 47 rl 
H 


I -f 47rK and k == 


47r 


Note again that the magnetising force to be used should really be that in 
the iron (Hj) and not the field value (H) before the iron is put there, and 
is less than H owing to the self-demagnetising force [h) of the end poles 
(Hj ^ 11 — h usually). If the length of the iron is 500 or more times its 
diameter, h is very small and negligible, so that in any experimental test on 
the permeability, etc., of such a rod of material, H tl>e original field value 
can be used. Again, if the iron or other material is in the form of a ring 
magnetised by a current as in ITg. 71 there are no poles and no demagnetising 
effect, so that the magnetising force in the iron is the same as that (H) in the 
empty coil. In general, h = Nl, where I is the intensity of magnetisation 
and N is a factor depending on the shape and dimensions of the specimen. 
If the specimen be a wire whose length is 500 times its diameter, N is only 
,';bout -0003. I>ong, thin wires and rings are used for testing purposes. 


24. Ferromagnetics, Paramagnetics, and Diamagnetics 

The student should read again pages 52-55 before proceeding 
with this section. 

If, say, the north pole of a magnet be brought near one end of a 
bar of magnetic material (ferromagnetic or paramagnetic) the bar 
is magnetised by inductive influence, the near¬ 
end being a south pole, and there is attraction 
between them: the bar is, in fact, magnetised 
in the direction of the field, and tends to move 
from weaker to stronger parts of the field. If 
the bar be diamagnetic material it is magnetised 
the other way about, the near-end being,a north 
(page 91), and is repelled, i.e. tends to move from stronger to 
weaker parts of the field. If a bar of magnetic material, say iron, 
be suspended in a uniform field it will rotate until its longest axis 
is along the field so that the magnetic lines which prefer to go 
through iron (Fig. 104) have a long path in the material: the 
dispersion of the magnetic lines in the diamagnetic bar (Fig. 105) 
would cause it to rotate until its longest axis was at right angles 
to the field. 

In the early experiments with solids, small bars of various 
substances were suspended between the poles of a powerful 


I 

I 

X 

Fig. 109. 
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electro-magnet. If the substance was paramagnetic (or ferro¬ 
magnetic) it set itself axially, i.e. along the line NS; if diamagnetic 
it set itself equatorially, i.e, along the line XX (Fig. 109). 

Liquids were enclosed in thin glass tubes and suspended between 
the poles, with the result that they set themselves either along NS 
or along XX and were classified accordingly. Pliicker placed the 
liquids, in turn, in a watch-glass resting on the pole pieces as shown 
in Fig. no. If the pole pieces are not more than about xV inch 
apart a paramagnetic liquid sets as at (a), i.e. it congregates where 
the field is strongest, and if diamagnetic it sets as at (h), i.e. it 
moves away from this strongest part of the field. If the pole 
pieces are not close together the field is strongest found about the 
poles and the liquids set accordingly, so that the results are practi¬ 
cally opposite to those indicated above. 

In dealing with gases the latter, rendered evident by traces of 
some other substance [e.g. ammonia and 
hydrochloric acid), were allowed to ascend 
between the poles, and it was noted 
whether they spread out between the 
poles or across them. 

Experiments also indicated that the 
medium affected the results; thus a para¬ 
magnetic will act like a diamagnetic if it 
is surrounded by a medium more para¬ 
magnetic than itself. 

For air (strictly a vacuum) B is taken 
equal to H, therefore ^ — B/K is unity, and k is zero (since 
^ = 14- 477/0). For a paramagnetic and ferromagnetic B is greater 
than H, therefore fju is greater than unity, and k is positive and 
greater than zero. For a diamagnetic B is less than H, /x is less 
than unity, and k is negative; k in this case is very small, so that 
ft, although less than unity, never becomes negative. For reference 
purposes a few values are given in the Appendix. 

In ferromagnetics the magnetisation is not proportional k> the magnetising 
force, and neither ft nor k are constant. The magnetisation also depends 
very much on the temperature (page 45): this variation depends on the value 
of the magnetising force at the time, but with medium fields k decreases as 
the temperature is raised, and when the critical temperature is reached 
drops fairly suddenly—the ferromagnetic properties disappear and the body 
becomes merely paramagnetic. With paramagnetics the magnetisation is 
proportional to the magnetising force. The effect of temperature is somewhat 
similar to the above, i.e. k decreases with rise of temperature (it sometimes 
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becomes negative, i.e. the substance becomes diamagnetic): over a wide 
range the variation of k with temperature follows Curie's law, viz. with a 
given magnetising force k is inversely proportional to the absolute tempera¬ 
ture." With diamagnetics k is constant—does not vary with the field or the 
temperature (bismuth is an exception), 

'I 

The fact that temperature changes have no effect on the 
property of diamagneHsm is what would be expected from the 
explanation of diantagnetism referred to on page 55, for whilst in 
ferromagnetism and paramagnetism we are concerned with 
orientation of atoms or groups of atoms, diamagnetism is the result of 
changes occurring inside the atoms. 


I. T. E. 
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CHAPTER IV 

MAGNETIC MEASUREMENTS 

F or the comparison and measurement of magnetic fields and 
magnetic moments some type of what is known as a magneto¬ 
meter is usually employed. There are three main forms, viz. 
deflection magnetometers (tangent and sine), oscillation magnetometersy 
and torsion magnetometers, and as the first named has the widest 
application in practice we will deal first with magnetic measurements 
by deflection methods. 

I. The Deflection Magnetometer 

One form consists of a magnetic needle pivoted at the centre of 
a circular scale, the deflection being read by means of a light 

pointer generally fixed 
at right angles to the 
needle at its centre. 
The deflecting magnet 
is placed on the gradu¬ 
ated arms, A, B, so 
that its distance from 
the needle is known. 
In this form, when the 
pointer is at zero, the 
arms A, B are at right 
angles to the needle, so that the deflecting magnet is placed 
“end-on ” (Fig. in). 

To correct for errors due to tjie “ centering “ of the needle and 
for the position of the poles of NS, it is usual to read both ends of 
the pointer, and to arrange the magnet in the four positions shown 
(Fig. 112): the mean of the eight deflections is taken. 

In a “ mirror magnetometei '' the magnet is fixed horizontally 
to the back of a small plane or concave mirror, or fixed to a light 
frame carrying the mirror (Fig. 113), and the whole is suspended 
by a silk fibre in a suitable wooden case. Light from a lamp passes 
through a slit in a stand set opposite the mirror, falls on the mirror, 
and is reflected to a scale fixed to the stand, producing an image 
of the slit on the scale. If the mirror be plane, a lens must be 
used to obtain a real image on the scale. If the magnet be deflected 
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through an angle the reflected rays 
move through an angle 2^, so that, 
if s be the deflection of the image 
along the scale (in cm., say), and x 
cm. be the distance between the scale 
and mirror, we have (Fig. 113) tan 
2^ = s\x\ /. tan Q = sjTx (approx.), 
so that 0 is known from tables if 
required. 

Sometimes the scale carries an electric lamp and lens fitted 
with a vertical thin thread, the image of which is formed on the 
scale (Fig. 114). In another form a telescope just above the scale 
is used to view the image of the scale in the mirror (plane); when 
the mirror moves, another mark on the scale comes into view and 
the deflection is therefore read. Fig. 115 shows a type of mirror 
magnetometer arranged for the broadside-on ” position. 


..^.^ 



Fig. 112. 








Fig. 113. 


2. Simple Experiments with the Deflection Magnetometer 

In the following experiments it will be assumed that the magnets 
are short compared with their distance from the magnetometer 
needle. Further experiments with the magnetometer are dealt 
with in subsequent pages. 

(i) To compare the moments of two small bar magnets.—Set up the 
magnetometer for (say) the A position of Gauss. Place the first magnet A 

“ end-on,” its neutral line at 
distance d (great compared 
with the length of the magnet), 
and read the deflections with 
the magnet in the positions 
shown in Fig, 112. Let 
be the mean of the eight 
readings. Repeat with the 



Fig. I14. 
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second magnet B at the same distance d, and let be the mean of the eight 
readings. Clearly:— 

^ ana ^ ; .. 

where Mj and are the moments of the magnets. Of course, if H be known 
the actual value of the moment, say Mj, can be calculated from the experiment, 
viz. Ml = (Hd® tan di)l2. 

If the magnetometer be of the mirror type four readings of the deflection 
of the image on the scale are taken for each magnet {i,e. for the four positions 
shown in Fig. T12). Then, using the lettering of Fig. 113: 

Moment of A _ tan 6 ^ __ sjix _ _ Deflection by 

Moment of B“ tan $2 ~ S2T2X ~ ^2 ~~ Deflectimrby~B 

Another method consists in placing the magnets on opposite sides of the 

needle so that the field due to one acts 
opposite to the field due to the other, 
and adjusting the distances until the 
needle is not deflected. If ^1 = distance 
or Ml, d2 = distance of Mg, and 2/1 and 
2/3 = lengths of Mj and Mj, then:— 

21^2^2 

{^1® ~7i®j® = w - ^ 2 ^)*' 

. Mj_rf2W-V)* dl 

••Mg ^^l ~'WY ' ^2®' 

if the magnet lengths are small com¬ 
pared with the distances. 

If the magnetometer is not of a 
type constructed for the purpose so 
that the distances d^ and <^2 from the 
needle have actually to be measured, 
it is better to proceed thus:—Balance as above at distances dj^ and d^: 
then balance at two other distances Dj and Dg. Then:— 

Ml _ dj? „ »/Mt = ^ = Pi == ^1 r* 

Mi D,= ' •• V M, d, D, Di'- V,' 

. M, _ (D, - d,)\ 

■■ M, - (D, - /,? 

% 

and the differences in the distances, viz. (Dj — dj) and (Dg —* d^, are more 
easily and accurately measured than the actual distances from the needle. 

(2) To compare the earth’s horizontal field at two places.—At the first 
place let B^ be the mean of the eight readings when the neutral line of the 
ifiagnet is d cm. from the needle. The same magnet and magncstometer are 
taken to the second place and the experiment repeated with the magnet at 
thfe same distance d cm. Let B^ be the mean of the eight readings, the 



Fig. 115. 
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earth's field at the first place, and the earth's field at the second place; 
then, if the " end-on " position has been used:— 

M tan 01 M i/® tan $2 . Hq tan 0 a 

Ha "" 2 ■ H, “ “2 ' '• tan 0i' 

H at the first place, A _ Tan deflection at B 
H at the second place, B ~ Tan deflection A 

For another method see worked e:?cample, page 100. 

(3) To verify the inverse cube law for a small magnet.—We have seen that 
the field at a point due to a small magnet varies inversely as the cube of the 
distance (see again Chapter III., Arts. 8, 9, 10). For this experiment a good 
mirror magnetometer should be employed and *' distances " should be as 
great as possible consistent with readable deflections. The small magnet is 
placed (say) " end-on ” and the deflection s j^nd distance d noted. This is 
repeated at various distances. Taking any pair of ’results, it will be found 
that approximately 

Deflection Sj with magnet at distance dy^ d^ 

Deflection 5a with magnet at distance ^ 

Now F = H tan 0 . i.e, F is proportional to tan 0 , and therefore proportional 
to 5; hence 

PTeld due to magn^ at distance dy __ Sy _ 

Field due to magnet at distance c^a ~ d^ 

which verifies the inverse cube law. 

In connexion with several experiments in this chapter the fact 
should be borne in mind that the field at a point a relatively short 
distance off the end of a long magnet is proportional to m and 
inversely proportional to the square of the distance from the pole 
(F = mjd^), but the field a relatively great distance off the end of a 
short magnet is proportional to M and inversely proportional to the 
cube of the distance from the centre (F = 

3. Magnetometer Method of Determining Magnetic Properties 

The extensive use of magnetic material, particularly iron and 
its alloys, in the construction of dynamos, motors, transformers, 
etc., has made the determination of the magnetic properties of 
materials one of great importance—daily necessity in practice— 
and an early elementary treatment is desirable, for nowadays the 
student will constantly come across references to the various points 
in his reading. 

In Fig. 52 the magnetic field in the case of a solenoid canying a 
current was depicted, and it will be noted that inside it the lines of 
force run more or less parallel, i,e. the magnetic field at the centre 
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is more or less uniform. Further, it can be shown that in the case 
of a closely wound solenoid, if its length is great compared with its 
diameter, the whole magnetic field inside is uniform (at any rate to 
within a short distance of each end). Now it will be seen later that 
the strength of this field inside or the number of unit tubes of 
force per unit area (H) is given by:— 


H = 


1-257 X Current in amperes X Number of turns on solenoid 
Length of solenoid (cm.) 

and since the length and number of turns of wire are known, we 
can easily calculate the magnetising force H when any particular 
current (amperes) flows in the solenoid. The ampere is the practical 
unit of current strength and is one-tenth of the electromagnetic 
unit referred to on page 68: it is given directly by an ammeter 

placed in the circuit. 
Amperes and ammeters 
are fully dealt with 
later, but they are well- 
known and even house¬ 
hold names to-day. 
Incidentally, the num¬ 
ber of turns divided by 
the length is the “ turns 
per centimetre/’ and 
number of amperes 
multiplied by number 
of turns is called the 
ampere-turns ” ; 

hence H = 1*257 times the ampere-turns per cm. 

We can now consider the main principles of one method, the 
deflection magnetometer method, of finding the magnetic properties of, 
say, iron. In Fig. 116, M is a magnetometer of the mirror type, 
whilst SS is a long, thin, closely wound solenoid standing vertically, 
say due magnetic east of the magnetometer needle. B is a battery 
to supply the current, the strength of which can be varied by varying 
the resistance or rheostat R, and measured in amperes by the 
ammeter A. The current circuit also includes a small coil C, which 
will be dealt with presently. The specimen of iron under test is in 
the form of a wire, its length being at least 500 times its diameter: 
it is placed vertically in SS, with its upper end on a level with the 
magnetometer needle. 
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Assume a certain current passing: this magnetises the iron, 
and the needle of M is deflected, say, If F be the horizontal 
field at M due to the iron and h the earth's horizontal field, then 
'P ~ h tan 0 , for the two fields F and h are at right angles. If the 
effect of the bottom pole of the iron be neglected [long thin specimen), 
then F, being due to the top pole only, is where m is the pole 
strength of the vertical wire magnet, and d (cm.) is the distance 
from the pole to M. Hence:— 

m 

= h tan 0 , i.e, m = d^h tan 0 , 
d^ 

and as d and 6 are observed, and h, the earth's field, is known 
(•18, say), the strength of the pole induced in the iron [i.e. m) is found. 

Now the intensity of magnetisation (I) of the iron is obtained 
by dividing the pole strength m by the cross-sectional area a 
(I = ml a), so that on working out the cross-section {a) of the 
specimen in sq. cm. the intensity of magnetisation (I) is determined 
from this relation. The magnetising force H is next calculated 
from the relation previously given (page 102), the amperes being 
given by A and the length and number of turns being known. 
Finally the magnetic induction or flux density B is calculated 
from the relation B == H -f 477!, the permeability (/x) from = B/H, 
and the susceptibility (k) from k == I/H. We have, therefore, 
found for this specimen of iron when subject to this one particular 
current and magnetising force, the values of B, I, /x, and #c, and 
these are the quantities usually required in considering the magnetic 
properties of a material and its suitability for various practical 
purposes. By altering the rheostat R we alter the current and 
repeat, thus finding the values of B, I, /x, and k with various 
magnetising forces. 

Now a word about the coil C. When a current is passed through 
the solenoid, the latter will deflect the needle even with no specimen 
inside. To correct for this, the “ compensating coil " C is used. 
Before the iron is inserted, a current is passed, and the position of 
C is adjusted until it acts “ equal and opposite " to the empty 
solenoid, and the needle is not deflected: C then remains in that 
position throughout the experiment, and whatever current is passing 
it will still cancel the effect of the solenoid on M, so that only the 
iron will be deflecting the needle. 

As the specimen is fixed vertically it will be magnetised (by induction) by 
the vertical component of the earth's magnetic field (the strength of this 
vertical field is about *43). To correct for this, a separate coil is wound on 
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SS and joined to a separate battery, and a current is kept flowing in this 
second coil ©f such a strength and in such a direction that it creates a field 
equal to the earth’s vertical field, but in the opposite direction, thus cancelling 
the effect of the earth. This separate coil and battery are not shown in the figure. 

A "reversing switch" is generally included in the circuit of Fig. ii6 
instead of the simple " on and off " switch K, so that the current can be 
made to flow in the opposite direction in the solenoid if desired. 

For a more accurate determination the bottom pole of the magnet must 
be taken into account. Instead of mjd^ being used for the horizontal field F 
at the magnetometer due to the specimen the expression to be used becomes:— 

j}’ 

where I is the magnetic length of the specimen (which may be taken as three 
quarters the actual length), and d, as before, is the distance from the upper 
pole to M. This is readily seen from Fig. ii6 (a), for the field F at O (the 
point where M is situated) in the direction NO due to the 
_^ magnet is:— 

\ d^ ^+12 cos 0 - ^2 - 4a' 

^ t which reduces to the expression given above. 

It will be noted that we have assumed the mag- 
netising force H to be the same as that of the empty 
Fig ii 6 (a)^ solenoid, i.e. we have ignored the demagnetising 
effect of the end poles produced in the iron. As 
explained, this can be done in the case of such a specimen as is 
used in the experiment (page 95): for shorter specimens, however, 
it may be necessary to estimate the effective force in the iron. Now 
Ewing showed that:— 

Effective magnetising force — H ~ NI (see page 95), 

where I is intensity of magnetisation and N is a factor depending 
on the size of the wire. Thus I could be estimated as above, H 
found from the current and solenoid dimensions as above, and N 
taken from Ewing's tables (see below): hence the effective magnetis- 
iiig force would be found and used in working out the other quantities. 

Values of N for Wire Specimens 


Length 

N 

Length 

N 

Diameter 


Diameter 


50 

0*01817 

300 

0*00075 

100 

0*00540 

400 

0*00045 

200 

0*00157 

500 

0*00030 
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Further methods of determining the magnetic properties of 
materials are dealt with in Chapter XVII. It will be seen there 
that by employing a different method of testing the specimen can 
be in the form of a ring similar to Fig. 71. This latter has the 
advantage of absence of any free poles, and therefore any demag¬ 
netising effect, so that the effective magnetising force may 
actually be taken as H, i.e. that calculated from the dimensions of 
the coil, number of turns, and the current. The ring must be of 
small (radial) breadth compared with its diameter to minimize the 
crowding of the magnetic lines towards the inner face of the ring, 
and the consequent error in assuming the flux density (B) to be 
uniform, and it should not be forged, as the welded joint would 
introduce an error. On the whole rods are more suited to elemen¬ 
tary laboratory testing, and if the ratio length/diameter be large 
there will be no serious inaccuracy in the calculated value of H 
from the coil dimensions and the magnetising current. 

The necessity for the almost daily determination of the magnetic 
properties of iron and its alloys in practical electrical engineering 
work has resulted in the introduction of several commercial instru¬ 
ments to facilitate measurements on a practical scale: one or two 
of these are referred to later. 

4. Magnetisation Curves 

The results of these experiments are generally shown graphically 
by fnagnetisation curves. It is instructive for the beginner, however, 
to first get a general idea of the shape of a magnetisation curve. 
Suppose in an experiment the current has been increased by J 
ampere at a time from zero up to a maximum of 3 amperes, and 
that at each step we have noted the current strength and the 
deflection. Now the magnetising force H at each step is propor¬ 
tional to the current: the scale deflection depends on the pole 
strength, and therefore on the intensity of magnetisation I, so that 
we can say that I at each step is proportional to the deflection. 
We take, then, corresponding values of current and deflection and 
plot a curve. 

Fig. 117 shows roughly the kind of curve which would be obtained 
for a soft iron wire and for a similar one of hard steel. With the 
iron the magnetism increases rapidly at first, and then slowly as it 
approaches “ saturation the steel creeps up much moijre slowly. 
An iron electromagnet gives a more powerful magnet with a 
certain current than steel does, and is therefore cheaper to run in 
any practical appliance. Thus with a current OQ the strength of 
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the iron magnet is repre¬ 
sented by QP, and it is 
practically saturated/' 
but the strength of the 
steel is only QR. 

If, however, we work 
out the actual values of 
the magnetic induction B 
and the magnetising force 
H at each step, and plot 
the corresponding values, 
we get a proper magneti¬ 
sation curve—a BH curve, 
as it is called, and the ratio 
of B to H at any point of the curve gives the permeability of the 
specimen at that stage, i,e. the permeability of that specimen when 
it is subjected to that particular magnetising force. Similarly wc 
can plot corresponding values of I and H giving an IH curve, and 
the ratio of I to H at any point gives the susceptibility at that stage. 
Similarly too, fx can be plotted against H to show graphically how 
permeability changes with the magnetising force, and so on. 



Fig. 117. 



Fig. 118. 
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Fig. 118 gives the BH curves for various samples of iron and 
steel, H being plotted horizontally and B vertically. With a 
magnetising force of only 2-5 the soft iron (annealed) gives a value 
of B of about 8000, the cast iron about 3000, the hard iron about 
1000, and the glass-hardened steel about 400. When H has the 
value 10 the soft iron curve is becoming almost horizontal, i.e, the 
iron is approaching saturation, but this does not take place with 
the steel and the hard iron until H is from 40 to 45. When 
H is 50 the soft iron, hard iron, and steel are all practically 
saturated, but the glass-hard steel is still rising, and its value 
of B is only equal to that in soft iron under a magnetising 
force of about 2*6. The IH curves would be somewhat similar. 
Note again how the curves confirm the ease with which soft iron 
can be magnetised compared with hard steel. 

If Fig. 118 had been drawn to a larger scale it 
would have been clear that there are really three 
different stages in a complete magnetisation 
curve:— 

(а) A short initial stage when the magnetising 
force is small, in which a change in H produces 
only a very small change in B, and where the 
permeability is small. This part of the curve is 
better seen in Fig, 119. For very small values of 
H the curve is a straight line inclined to the hori¬ 
zontal so that fi = B/H is constant. 

(б) A stage where the curve is rising rapidly, 
i,e. where a small change in H produces a large 
change in B, and where the permeability is in¬ 
creasing rapidly to a maximum value. Since fx — B/H ~ tan $ (Fig. 119), 
the permeability has its maximum value at C in that figure* 

{c) The saturation stage or nearly horizontal part of the curve. Here a 
large increase in H produces comparatively httle effect on B, and the permea¬ 
bility drops to quite low values. 

The above changes in the permeability jut as the magnetising 
force H changes are roughly indicated in Fig. 120. Note, as stated, 
that when the magnetising field is weak /i is practically constant: 
it then rises rapidly to a maximum value (at d) as H increases, 
after which it falls as H continues to increase. For comparison, 
an IH curve with the corresponding changes in the susceptibility 
K (= I/H) as H increases is roughly indicated in Fig. 121. Fuller 
details of the changes in fi and #c with changes in magnetising 
force (and with temperature changes) are given in Chapter XVII. 





io8 


Magnetic Measurements 


In Chapter 11 . reference was made to certain magnetic alloys, 
and magnetisation curves can be plotted for them from which their 
suitability for various purposes can be seen at a glance. As an 
example take the case of alloys of the permalloy and mumetal types. 
It was stated that these were easily strongly magnetised even by 



weak magnetic fields. Fig. 122 gives the BH curve for permalloy 
using small magnetising forces, and the curve for iron in these weak 
fields is plotted for comparison. Note how quickly the permalloy 
rises in magnetisation compared with the iron: with a small 
magnetising force of *5 the flux density or induction in permalloy 
is about 9000, but it has only reached about 500 in the iron. 
Remember, however, that as the magnetising field increases the 

induction in iron 
exceeds the induction 
in permalloy and mu¬ 
metal, ix, iron can be 
made into a stronger 
magnet. 

Referring again to the 
BH curves of Fig. 118 the 
scale used for B is much 
smaller than that used 
for H since the changes 
in H are much smaller 
than tlie changes in B. 
If the same scale were 
used for both, the saturation part of the BH curve would be a straight line, 
not horizontal, but inclined at 45° to the axes, showing that the change in B 
is merely equal to the change in H. This is also clear from the relation 
B == H + 47rl, since I has become constant on saturation. 

Further details of magnetisation curves and the variations in 
the magnetic properties of materials are given in Chapter XVII. 





Hysteresis 


109 


5. Hysteresis 

If the current flowing round the iron in Art. 3 be gradually 
increased, thus producing an increase of H, we have seen that B 
rises quickly at first, then more slowly, and finally, when the 
condition of magnetic saturation has been reached, no further 
increase in current will cause appreciable increase in B. (See note 
at end of Art. 4.) 

If the current be now reduced step by step, the flux produced 
will lessen too, but when the current is reduced to zero, as at the 
beginning of the experiment, the flux will not have fallen to zero; 
some will remain. This remaining flux is termed the residual 
magnetism. If, further, we then commence to send the current 
round the wire in tlie reverse direction, it will have to reach some 
particular value before the previous flux will be quite removed; 
this particular value of H in the reverse direction which is necessary 
to wipe out the flux measures the coercive force of the specimen. 
Increase of the reverse current beyond this amount will cause flux 
in the reverse direction; but, as before, after the current reaches a 
certain amount the flux will be practically stationary, indicating 
saturation in the reverse direction. 

If, now, we lessen the reverse current by steady steps, the 
reverse flux will lessen too; but, as before, when the current has 
reached zero value again, the flux will not be zero, but some will 
remain. If, again, the current be reversed into the old direction, 
and then steadily increased by steps, the reverse flux will lessen, 
become zero, and it too will then go back into the old direction, and 
so on. 

Such increase of current and flux from zero to a maximum in 
one direction, and then back through zero to a maximum in the 
other direction, and finally back again through zero to the first 
maximum, is spoken of as a magnetic cycle. The effect which is 
brought out in the experiment, viz. that although the current 
causing flux is brought to zero, the flux itself does not return to 
zero, is termed hysteresis. That is, hysteresis is the lagging of the 
magnetic flux behind the magnetic force {or magnetising force) 
producing it. 

Fig. 123 shows such a cycle plotted out to scale. H measured 
to the right is due to current flowing in one direction, while H 
measured to the left is due to the reversed current. So, too, the 
magnetic flux B measured upwards is that due to the direct current, 
while that measured downwards is that due to the reversed current, 



no 


Magnetic Measurements 


Residual Magnetism, —The intercept OA in the diagram shows 
the magnetic flux remaining when the current is reduced to zero; 
that is, OA is the residual magnetism to scale. 

Coercive Force. —So, too, the intercept OC shows the amount of 
reversed magnetic force needed to just remove all the residual 
magnetism, and this measures the coercive force. 

Hysteresis Loop. —The whole loop is termed the hysteresis loop, 
and it can be shown that the area of the figure is proportional to the 
energy wasted in the iron due to the rapidly changing magnetic 
condition. In fact it will be proved in Chapter XVII. that in the 
BH case of Fig. 123 if the area is estimated in terms of B and H 
and then divided by 477, the result is the waste of energy (in ergs) 
per cubic centimetre per cycle, and if IH curves be plotted, the 

area, estimated in terms of 
I and H, is the waste of 
energy (in ergs) per cubic 
centimetre per cycle. 

Clearly, the narrower the 
loop the less energy wasted 
in hysteresis. Naturally all 
such wasted energy means 
heat developed in the iron 
undergoing magnetisation, 
and it is obviously to the 
advantage of the engineer to 
choose such iron that the 
energy wasted (and, of 
course, heat produced in the 
appliance) shall be as small as possible, at any rate in all cases 
where iron is subjected to fluctuating magnetic forces, as it is, for 
example, in transformers, etc., used in alternating current work. 
It will be remembered that an alternating current is always going 
through a complete cycle—say 50 times per second—for it rises 
to a maximum then dies down to zero, then rises to a maximum 
in the opposite direction, then dies down to zero, and so on. What 
the engineer desires, then, is that his iron (or iron alloy) should 
give a narrow curve or loop, which means less energy lost and 
less heating, and it is to this end that magnetic testing of iron 
supplied for electrical purposes is a daily necessity. 

Fig. 124 shows the hysteresis loops for equal sized specimens of 
iron and steel, and they bring out several points mentioned in 
preceding pages. Thus the residual magnetism OX of the iron is 



Fig. 123. 
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greater than OY, that of the steel, but the coercive force OP of the 
iron is less than that, OQ, of the steel. It was stated on page 48 
that iron would show more residual magnetism, and therefore have 
greater retentivity, than steel if protected from the least disturbing 
influence,'' but that a small amount of '' disturbance " would wipe 
it out, i,e, its coercivity was less than that of steel. Again, the loop 
for iron is narrower and has a less area than the loop for steel, 
which means that if subjected to reversals of magnetisation as 
occurs in A.C. work, more energy would be wasted in steel than in 
iron, and the steel would be heated to a greater extent. All these 
points are of importance to the electrical engineer. 

Some general idea of the magnitude of these effects will be gathered from 
these figures:—For stalloy the hysteresis loss is from 1600 to 3000 ergs per 
c.cm. per cycle, for Swedish iron it is of the order 7300, for cast iron (annealed) 
10,000 to 14,500, for hardened 
steel 100,000 to 150,000. We 
have seen that for permanent 
magnets tungsten steels and 
cobalt steels are used: but if 
these had to be subjected to 
magnetic cycles the hysteresis 
loss would be of the order 
300,000 ergs per c.cm. per cycle. 

An idea of the heating effect is 
readily obtained. Suppose the 
hy steresis loss for a certain iron 
is 50,000, that the density of 
the iron is 7*7 grm. per c.cm., 
and its specific heat -ii: if 
~ temperature rise:— 

(7*7 X -II X X (4-2 X 10’) = 50,000, 

which gives t = *0014® C. If the A.C. is 50 cycles per second, this means a 
.temperature rise of ’07° per second, or 4*2° per minute. 

It is often necessary to demagnetise a piece of steel. This is best done 
iby placing it in a solenoid, passing an A.C., and gradually reducing the current 
to zero. This subjects the steel to a succession of magnetic cycles which get 
less and less until they get so small that the magnetism is practically zero. 
Putting the magnet into the solenoid and then gradually withdrawing it is a 
plan often adopted in the laboratory. 

The above is an introductory elementary treatment only of the 
subject of hysteresis for the purpose of giving the reader some 
general idea of the subject and its importance: further details 
appear in subsequent chapters, , 



Fig. 124. 
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6> The Oscillation Magnetometer and Experiments with it 
” ’ This consists essentially of a small magnet hanging by a silk 
thread in a suitable enclosure, and Fig. 125 shows three quite usual 
types. In working with it the amplitude of the oscillations must 
be small—not more than 3® or 4° on either side of the rest position 
—and there must be no twist on the suspension to begin with. 

(i) To compare the earth’s hori2ontal field at two places,—At the first 
place A start the needle vibrating by bringing slowly towards it for a moment 
a bar magnet presented " end-on.” Note the time to execute, say, 30 com¬ 
plete vibrations. From this find the time of one vibration and the number 
of vibrations per minute n^. Repeat the experiment at the second place B: 
let he the time of one vibration and the number of vibrations per minute. 



Fig. 125. 



Then, assuming that the moment of the magnet does not alter when taken 
from one field to the other, we have (page 76):— 

Earth’s field at A _ (Time of a vibration at B)* _ 

Earth’s field at B (Time of a vibration at Ap 

Earth’s field at A _ (No. of vibrations per min. at A)* _ np 
Earth's field at B ~~ (No. of vibrations per min. at B)® ~ W2* 

(2) To compare the pole strengths of two long magnets.—Place the first 
magnet A on the table with its axis in the meridian and its north pole pointing 
northwards, and select a point P on the axial line due magnetic north of it 
and, say, 3 in. from its north pole. At P the earth's field and the magnet’s 
field are in the same direction. Hence place the magnetometer at P and find 
the number of vibrations per minute {n^) under the influence of the earth 
plus the magnet. Remove the magnet, and find the vibrations per minute 
(n*) under the influence of the earth alone. Then:— 

Wa* oc earth’s field at P; 
np oc earth’s field at P -f magnet’s field at P; 

«i® — Wa* oc the A magnet’s field at P. 
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Repeat with the second long magnet B, its north pole being in the same 
position, and let be the number of vibrations per minute. Then as before:— 

cc the B magnet’s field at P. 

But as the magnets are long we can neglect their south poles and say that 
the fields at P are due to their north poles only, and are therefore proportional 
to their pole strengths. Hence:— 

Pole strength of A __ Field due to A _ Wj® — w./ 

Pole itrength of B Field due to B 

Notk. —The moments of two small magnets may be compared in the 
same way, the distance from the magnets to the needle being, however, great 
compared with the lengths of the magnets: the field at the needle due to a 
magnet is, in this case, and is therefore proportional to M. 


(3) To compare the moments of two magnets.—Suspend the magnets A 
and B in turn in the oscillation box and find for each the time (f) of one 
vibration and the number of vibrations (n) per minute. Let tj and be the 
values for A, and t^ and w.2 the values for B. Let = magnetic moment 
of A, and Kj its moment of inertia: let Mg and Kg denote the values for B. 


fhen:— 


<1=-- 


M,ir 



CC 


M, 


and ig® oc 


Kg. 

Mg* 


, Moment of A __ Mj K^ \* __ Kj 

Moment of B Mg Kg “ Kg [n^/ ’ 


and if the two magnets have equal moments of inertia this becomes:— 


Moment of A _ Mj _ 

Moment of B Mg ~ n^''^ /i* 


The drawback to the method above is that it invariably necessitates the 
determination of the moments of inertia Ki and Kg. This can be avoided by 
strapping the magnets together with their axes parallel and allowing them 
to oscillate (i) with like, (2) with unlike poles adjacent. With the usual 
notation:— 


/j — 27r 


/ K, 4 Kg' 

A/ (M, 4- Mg) H 


t2 


Ztt 


\/ 


Kj 4- Kg 

(Ml - Mg) H' 


. Ml + Mg _ t^ _ M, _ /g=^ 4- + «g“ 

•• Ml - Mg " V ~ Mg ”■ fg^ - t^^ - n/ 


See worked example, page 77. 

7^ The Torsion Magnetometer 

(i) Laboratory Type. —This consists of a small magnet 
generally suspended by two quartz threads, one of which is attached 
to a torsion head (which can be rotated over a scale) at the top, 
and the other to a spring at the bottom (Fig. 126). Sometimes a 
small bar electromagnet is used instead of a permanent magnet: 
in such cases the bar is generally of mumetal and the suspensions 
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are phosphor bronze strips which serve to lead the current to and 
from the magnetising coil on the mumetal rod. One advantage of 
this over the permanent magnet is that the sensitivity can be 
altered by altering the current. The suspended magnet generally 
carries a mirror so that deflections of it can be noted, if necessary, 
by the lamp and scale method. 

Such an instrument has various uses in experimental work: as 
an illustration we may consider its application to the comparison 
of two magnetic fields. Set up the magnetometer so that the 
magnet is at rest in its zero position. Then apply the first field A 
of strength so that its direction is at right angles to the magnet. 
Thus if the field in question is that due to a current in a coil, the 
latter would be placed on one side of the magnet as in Fig. 79: 

if the field is that off the end of a magnet, this 
magnet would be similarly placed with its axis 
perpendicular to the suspended magnet. In 
either case the suspended magnet is deflected. 

Now turn the torsion head until the sus¬ 
pended magnet is brought back to its zero 
position: let be the angle the torsion head 
is turned. As the suspended magnet is at right 
angles to the applied field A, the couple due to 
the field is MH^^, where M is the moment of the 
suspended magnet, and this is balanced by 6 ^^ 
of torsion: hence MH^ oc where k is 

a constant for the suspension. 

Repeat with the second field B of strength Hj, 
(due to a coil or magnet), and let 6 ^ be the angle 
of rotation of the torsion head: then MH^ ^ ^2° i 

Stnmgth of field A 
Strength of field B 

(2) The Torsion Balance. —^This instrument, due to Coulomb 
(see also page 233), is mainly of historical interest and finds no place 
in the equipment of a modern laboratory: it is only introduced here 
because of its connexion with the history of the subject and to 
illustrate certain principles. 

Essentially it consists of a fine vertical silver wire carrying at 
its lower end a stirrup to hold a horizontal magnet and attached at 
its upper end to a torsion head which can be rotated (Fig. 127), 
the whole being contained in a suitable glass case (see Fig. 128). 
A scale of degrees is etched on the glass case on a level with the 



Fig. 126. 
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suspended magnet so that the deflection of the latter in any 
experiment can be noted. Through an aperture in the top of the 
case a vertical magnet can be inserted so that its lower end just 
comes against, and level with, a pole of the suspended magnet and 
opposite the zero of the scale, and, of course, the suspended 
magnet is deflected (say O'" —(Fig, 128). Before commencing an 
experiment the suspension must be free from any twist when the 
suspended magnet lies in the meridian. 


To compare the moments of two magnets.—Suspend the first magnet A 
so that it hangs in the meridian when the wire is without twist, and then 


turn the torsion head through an angle 
magnet through an angle a® to the 
right: the twist on the wire is (j 3 i —a)^. 
Repeat with the second magnet B and 
let 3^nglc the torsion head 

must be turned through to deflect the 
magnet tlirough the same angle a°. 

The couple due to the torsion in 
th,’ first case is c — a) where c is a 
constant for the wire (couple due to 
liiiit torsion), and this balances the 
couple due to the earth, viz. M^H sin a, 
where is the moment of the first 
magnet; hence:— 

sin a “ c (ft — a). 
Similarly, in the second case, 

Mj,H sin a ™ c (ft — a); 

. Moment of A _ ft ~ « 

Moment of B " Mj, ” jSg - a 
(See worked example, page 63). 


ft°, say to the right, to deflect the 



Fig. 127. 


Fig. 128. 


Another type of experiment 

with the torsion balance will be best understood from the follow¬ 
ing example:— 


Example .—The torsion head of a torsion balance is turned through 50” and 
the suspended magnet is deflected through 10°. If the instrument be brought back 
to its initial position and the vertical magnet inserted, the suspended magnet is 
deflected 30'’. How much must the torsion head be turned to reduce this deflection 
to 15°.'^ {Inter. B.Sc,) 

{a) The twist on the wire in the first case is (50 ~ 10)® = 40°. Hence 
40^ of torsion balances the earth’s action for 10° deflection. Thus we may 
assume that, approximately, the earth’s action when the deflection is i® is 
equivalent to 40/10, i.e. 4® of torsion on the wire. 
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(6) In the second case the repulsion between the pole of the vertical 
magnet and the pole of the suspended magnet causes a deflection of 30°. 
Acting against and balancing this force of repulsion we have the twist on the 
wire and the action of the earth both of which are tending to bring the magnet 
back. These are represented by 30*^ -f (30 x 4)° = 150® of torsion. 


(c) In the third case the torsion head is turned, say, x° in the opposite 
direction to the deflection to bring the deflection down to 15°. The repulsion 
between the poles is balanced by the twist on the wire and the action of the 
earth. The former is {x -[ 15)", for the top of the wire has been turned x° in 
one direction and the bottom is still 15° in the other direction: the eartli’s 
action is represented by (15 x 4)° — 60° of torsion. Thus the total balancing 
torsion now is {x 15'^) -f- 60° {x + 75)°: hence:— 

Repulsion between poles in Case (b) __ 150 ^ 

iTepuIsion between poles in Case {c) ^ + 75 

Now if we assume—wliich is not quite true—that the distance between 
the poles has been reduced to one-half (30° to 15'^), then by the law of inverse 
squares the force of repulsion is four times. Hence— 


I 150 
4 " 


^ = 525®- 


Coulomb used this method to prove the law of inverse squares, 
i.e. was observed and it was shown that the balancing torsion in 
(c) was about four times that in (6), when deflections were small, 
so that at half the distance the force was four times. For a more 
exact treatment of, and general formula for, the torsion balance, see 
Advanced Textbook of Electricity and Magnetism. 

In torsion balance experiments such as the above the instrument 
is often mounted on a turn-table device so that it can be rotated 
as a whole, and before a reading is taken the whole is turned so 
that the magnet is lying in the meridian. Thus the earth’s effect 
vanishes {i.e. the MH sin a effect or its equivalent torsion does not 
enter into the calculation). 


8 . Absolute Determination of a Field and a Magnetic Moment 
So far our experiments in this connexion have been concerned 
mainly with comparisons of field strengths and of magnetic moments, 
and of course if one was known the other was determined. We can, 
however, find an absolute value for a magnetic field or a magnetic 
moment by combining a deflection and an oscillation experiment. 
The determination is an important one, although so far as field 
strength is concerned, methods which depend upon the magnetic 
effects of currents flowing in conducting circuits are much more 
accurate. To explain the method we will take the case of the 




Absolute Determination of Field Strength 


determination of the earth *s horizontal field H and the moment M 
of the magnet used in the experiment. 

(a) Deflection Experiment.—K good mirror magnetometer is 
arranged (say) for the A position of Gauss. A small deflecting 
magnet is then placed “ end on with its neutral line at a con¬ 
venient distance d cm. from the needle, and the mean of the four 
deflections with the magnet in the four positions shown in Fig. 112 
is determined; let it be 5 cm. and let x cm. be the distance between 
the magnetometer mirror and the scale. If 8 ° be the actual 
deflection of the needle sjx — tan 2 6 ; thus 2 6 ° may be found from 
tables and therefore is known. Now 
M (^/ 2 -/ 2)2 

TJ ^ 

H 2 d 


where I is half the distance between the magnet poles (say half its 
length approximately). Thus all the terms on the right-hand side 
are known: that is:— 

^ = some number “ A. 

id 

{b) Oscillation Experiment .—The deflecting magnet is suspended 
in the oscillation box (Fig. 125) and the time taken to execute 
(say) 50 complete vibrations is observed and from this the time 
{t seconds) of one vibration is calculated. This is repeated once or 
twice and the mean value of t taken. The moment of inertia K of 
the magnet is next found by weighing and measuring and then 
applying one or other of the formulae given on page 77. Now 

MH = 

and all the terms on the right-hand side are known: that is:— 

MH == some number ~ B. 


Now MH 


, i.e. H = 


and as both B and A are known numbers, H, the horizontal compo¬ 
nent of the earth’s field, is determined. The actual form of the 
expression is, of course, easily shown to be:— 

jj _ aJ 

t{d^- /*) tan e 

but it is better to work out the values of M/H {i.e. the number A) 
and MH {i.e. B) separately. 
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In an actual experiment the following were the results:—(i) Deflection: 
d = 40 cm., d ~ 10-5°, I == 7*64 cm.; M/H ~ 6371*4. (2) Oscillation: 

t = 19*5 sec., length of magnet = 15*28 cm., breadth of magnet — *65 cm., 
weight of magnet ^ 95*34 grm.; K = 1858 and MH ~ 192*93. Hence:— 


/i92:93 


The same experiment enables us to determine the moment of 
the magnet used in the experiment. Thus:— 

MH X M/H - M 2 ; M 2 A X B, ix. M -- VA x B. 

9. Eliminating the Magnetic Length of the Deflecting Magnet 

The length I, which should be used in the deflection experiment, 
is really half the distance between the poles of the magnet, and is 
approximately equal to half the length of the magnet, only for a 
very thin magnet. Where I cannot be determined directly with 
sufficient accuracy it may be eliminated from the result by the 
following method. We have for the field F due to the deflecting 
magnet:— 

^ d 


which may be expanded and written as follows :~ 


\d) 


Now as Ijd is a small quantity, the higher powers of it may be 
neglected, and we get as a sufficiently accurate result:— 


2 M / /2\ 


Again, since is unknown, we may write for 2/2 and we get 
the following expression for F:— 

2M ( 

„ '^TVT / 

But F =- H tan H Ian (» = (^ + Ja) : 

^ ^ 2M/1 . x^\ 

<an»- Hb + ? ■ 
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Now if two observations of 6 are made for distances and 
and if be the mean of the four deflections at distance and 
the mean deflection at distance d^. 


2M 

W 

H 

2M 

/I x^' 

H ' 



tan ™ 


and eliminating x from these results we g('t an expression for M/H 
which does not iliclude / the half magnetic length of the magnet, 
viz.— 


M ^ d-^^ tan 6^ — dj^ tan ^ 2 . 
H 7 ' ~ 2 [dy^ - ^2") 


Hence to eliminate the error due to /, the deflection experiment 
is done for two distances dj and d^ instead of one, and this formula 
is used in calculating M/H instead of the formula in Art. 8. 


Another method is tp find the actual value of for the deflecting magnet, 
and then to use this va\ue in the formulae of the preceding article. Thus, 
with 01, 02, and ha-^ing the same meaning as above, 


M 

H 



tfin 6 ^ and 


IVI _ 
H “ 



tan 02’, 


id. 


tan 01 


w - 


tan 0 ,,. 


Solving for ,and neglecting higher powers of I, we get— 

7 d-^ tan 0 y ■— d^ tan 0 ^ 

> ^ i{d-^ tan 01 — dz tan 0.2) 

from which the value once for all determined, and this value is then 

used for /* in the fQrniiilaf f 5 »;^l/H[ of Art, 8. 

10. Fliminating the TSbrsioii^rror by the Sine Method ' 

When the iieedlt; xi iKe /O^ection experiment is deflected there 
is, of course, a twist ofi^the su^ension making the deflection less 
than it would otherwise be" In pmetice the error is not great, and 
it is usual to neglect ib. v^It can, however, be eliminated by using 
what is known as thc/' sh^” metlibd instead of the " tangent " 
method previously given. \ n. 

Imagine the magnetomet^ sd'‘'>constnmt<^ that the whole can 
be rotated, and let this be done until the maghfetAS always at right 
angles to the needle (Fig. 129), in which case the magnet and needle 
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sin 6, 


are in the same relative position as at the starting '' position and 
there is no twist on the suspension. Clearly;— 

{d^ - ir "" X ST; .. H = - 

Thus the tangent of the angle must be replaced by the sine in 

the deflection formula. Similarly for the formula eliminating I we 

would have ,. . . , ^ ^ 

M sm — d2^ sin 62 

H "" 2 __ ^^2) 


For very accurate determinations of H (and M) further corrections are 
necessary. Thus in the oscillation experiment the "twist" on the suspension 
reduces tlie period of vibration: again in the deflection experiment the 
magnet is at right angles to the meridian, whereas in the oscillation experiment 

it is more or less in the meridian and 
subject to the earth’s inductive action, 
so that its moment M is not quite the 
same in the two experiments. For 
details of these corrections, and also 
of the Kew magnetometers for very 
accurate work, see Advanced Textbook 
of Magnetism and Electricity. 

II. Null Point Measurements 

(a) Place a long magnet on 
the table with its length in the 
meridian and its S pole towards the north, and find the null point 
(Y in Fig. 44) by a small compass. The field at Y due to the long 
magnet is mld^ (d = distance from the S pole to Y). The field H 
at Y due to the earth is *18, say. But the two fields are equal 
since Y is a null point. Hence mld^ — *18 or w — Thus 

the pole strength of the magnet is determined. 

(b) Again repeat the experiment with a short magnet, and let 
d — distance of its neutral line from Y. In tliis case the field at 
Y due to the magnet is 2Mjd^ if d is great compared with the 
length of the magnet. Hence 2Mld^ = *18 or M == -ogi®. Thus 
the moment of the magnet is determined. Incidentally if M be 
known, the experiment gives the earth's field H. 



(c) More accurate results will be obtained if the more exact 
formulae for the field at the null point due to the magnet be 
employed. Thus in (h) we have at the point Y:— 

2M^ , _ H {d^ - 


H 


{d^ - ly 


and M 


2d 
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from which either H or M is found if the other be known. Hc^re d 
is as before the distance from the neutral line to Y, and I is half the 
magnetic length of the magnet. Similarly, if the magnet be placed 
as in Figs. 43 or 45 and the null points X or Z be found by experi¬ 
ment, the strength of the earth s held H or the moment M of the 
magnet may be found by applying the appropriate formula for the 
field due to the magnet. (See Chapter III.) 

12. Proving the Law of Inverse Squares 

(i) Deflection and Oscillation METiioDS.—We have seen 
that the force between isolated point poles varies inversely as the 
square of the distance between them. It is not a simple matter to 
prove the law, for magnets are used in the experiments and the 
poles are neither isolated nor concentrated at points. Below, 
however, are a few laboratory 
experiments to approximately 
verify the law—they will show that 
the errors consequent upon assum¬ 
ing the law must be negligibly 
small. 

(a) First Method — Deflection.—In 
Fig. 130 C is a pivoted compass which 
moves over a scale. AB is a long magnet 
pivoted at A straight above the centre of 
C so that the pole A has practically no 
turning effect on the compass: it cannot 
deflect it from the meridian. The 
apparatus is arranged that the other pole B is at a certain distance due 
east of C, and the deflection is noted (a,). Then A is raised until B is half 
the distance from the compass and the deflection is again noted (ag). Now 
the field F at C due to AB may be taken as due only to one pole B, and at 
half the distance it ought to be four times. In an experiment, when B was 
20 cm. away the deflection was 28°, and when 10 cm. away it was 65®. 

Fj _ H tai^a, _ tan 65° _ 2^14 _ 4 

F, “ H tan a, ~ tan 28° - -53' ~ i ’ 

(h) Second Method—Deflection.—On pages 68 and 70 it is proved that the 
field due to a small '' end-on " magnet is twice the field Fg due to the 
same magnet “ broadside-on " at the same distance, and in the proof it was 
assumed that the law of inverse squares for a magnetic pole was true. Now 
let a magnet be placed “ end-on " to the magnetometer needle and let 6 ^ b^, 
the mean of the eight deflections. Let the same magnet be then placed 
“ broadside-on " at the same distance and let 6 ^ be the mean of the eight 
deflections. Since F = H tan 6 we have 

Fi : Fg == tan 6 ^ : tan " 
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But if the laiv of inverse squares he true Fj ” aFj, and therefore if the law 
he true tan should be twice tan d^', this will be found to be so within the 
range of experimental error. 

{c) Third Method—Oscillation.—Consider a long magnet lying in the 
meridian, its N. pole northwards. The field due to the magnet at a point P on 
the axial line and near the north pole of the magnet may be regarded as due 
to this pole only and equal to w/d- if the inverse law be true, where d is the 
distance between the pole and the point P, and the law may be verified by 
an oscillation magnetometer at P. 

Let ~ the number of vibrations in a given time under the influence of 
the earth (II) alone, and the number in the same time when the long 
magnet is placed as above, its north pole being (say) 2 inches from the centre 
of the oscillating needle; then nf^ — n^^ is proportional to the force due to 
the pole 2 inches distant. This is repeated with the bar magnet at various 
distances. Taking any pair of results it will be found that approximately 

Force due to pole at distanc'e d^ d.^ 

Force due to pole at distance d^ df^ 

which means that the force is inversely as the square of the distance. 

[d) Fourth Method— Oscillation and Graphical.—The slud(mt can carry the 
above a step further. Perlorm the experiment with the magnet pole at 
various distances from the needle and obtain for each position the number 
proportional to .the force due to the pole {i.e. the numbers n^ — n^). Now 
assume the law is that the force varies inversely as the pih power of the 
distance where ^ is a number to be found. If this is so we can write (if F 
denotes force and d distance):— 

F cc Fd** = a constant, i.e. log F -j- p log d — a constant. 

Thus from the various numbers obtained proportional to F at various 
distances find the various values for log F" and log d, and plot log F against 
log d; the tangent of the angle of slo])e of the curve will give p, and this will 
be found to be approximately 2, which verifies that the law is an inverse 
square law. 

(2) Magnetic Balance Methods. —Several pieces of apparatus 
have been specially devised for proving the law both as applied to 
magnets and to currents in solenoids, and Fig. 131 will indicate 
the general principle of many. In the figure A is a long, thin 
solenoid fixed horizontally to a graduated stand. B is another long 
solenoid suspended horizontally at its centre of gravity, the suspen¬ 
sion frequently consisting of the wires which serve to lead the 
current to and from the coil. When currents are passed in the same 
direction in A and B the poles a and b are unlike poles and b is 
attracted, and the force of attraction is balanced, i.e. B is brought 
back to its horizontal position, by means of a sliding brass weight or 
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rider W which is hung on B. By raising or lowering A the experi¬ 
ment is repeated with the poles at various distances apart and the 
inverse square law is verified. Further, by keeping the distance 
fixed and varying the currents it can be shown that the force is 
proportional to the product of the current strengths. 

Hibbert’s magnetic balance works on the above principle. 

(3) Gauss’s Method.— By far the most valuable work on the 
verification of the law was done by Gauss. He assumed that the 
force between tivo poles varies inversely as the pth power of the distance, 
in which case a simple extension of the mathematics of pages 68 and 
70 leads to the results that (a) the field (Fi) due to an “ end on " 




+x/ 


B 


MOVING COIL W 




FIXED COIL 


3 


ETg. 131. The coils arc shown wound on cardboard tubes. 


magnet is equal to and (b) the field (Fj) due to the same 

M 

magnet “ broadside on ” at the same distance is equal to 

so that Fi = pV2- Now Fi H tan 0 , and Fj = H tan 0 ^, where 
0 , and 02 are the deflections produced by a magnet at equal distances 
in the “ end on ” and “ broadside on ” positions respectively. 
Thus Fi : F, — tan 0 , : tan 02 , and, since Fj. = ^F,. we have 
tan ^i/tan 02 —p- Experiment shows that tan .^i/tan $2 = 2; 
hence p — 2, i.e. the force between magnetic poles varies inversely 
as the square of the distance. (Compare with Experiment ( 5 ) 
above.) For a full treatment of the mathematics involved, sec 
Advanced Textbook of Electricity and Ma<^nctism. , 
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13. Worked Examples 

(i) The period of vibration of a uniformly magnetised magnetic needle is 
3 seconds. The needle is then broken into exact halves. What is the period of 
vibration of each half.^ 

H — ^ ^^2 

h VKa X Ml 
12 

__ w/a /a 

ml^ 

y/wfjf X /j __ a/i£^j ^1 . 


/ . ’ / Ka 

V M,H' ~ V MjH’ 

K, = ttij + * ) = --y approx, and K, = - 


K, 

K, 


wJ. 


further. 


2*2 


4 . 

ii' 


'2 V X /i V tt'a X /; 

, 3 V2W^ X 2/, 


Ml 

But tf^i — 2«’2 




2 L 


^ ^ ^2 ” seconds. 

V W.y A L I 


(2) A small compass needle makes 10 oscillations per minuije under the 
>jjS influence of the earth's magnetism. When an iron 
rod 80 cm. long is placed vertically with its lower end 
on the same level with and 60 cm. from the needle 
and due (magnetic) south of it, the number of osciT 
laiions is 12 per minute. Calculate the strength of pole 
of the iron rod (i) neglecting, (ii) taking account of, the 
influence of the upper end. 

(a) Neglecting upper pole. The bar is magnetised, 
the lower end being a north pole, and the h(jrizontal 






6b" 

Fig. 132. 
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field due to this pole only is 


00 2 


F 4- H 12^ 

= - 2 = ^44. 
10** 


H 


H 


== *44; 


Now (Fig. 132)- 
F '44 X H; 


m 

60“ 


•44 X *18; m = *44 X *18 X 60* = 285*12 units, 
(b) Taking upper pole into account. 


The field due to the upper pole is 
m/ioo* in the direction shown and the horizontal component of this is “ cos B, 

The total horizontal field F due to the magnet is;— 


i- 


\ioo* ^ 100 


H 


— *44, i.e. F 


m / 

m 

60 ^ 

\ ( 

I 60 \ 

” 60* “ \ 

100** 

ioo> 


>60* 100®/ 




{ I 

60 \ 

F = -44 X 

•18; 


^ \6o* 



•44 X *18 X 36000000 
7840 


= 363*6 units. 


The values are quite different: the rod is too short (80) com¬ 
pared with the distance (60) to neglect S. 






CHAPTER V 

GENERAL PRINCIPLES OF ELECTROSTATICS 


W E have seen (Chapter 1 .) that a positively charged body is 
one in which some atoms are deficient in electrons^ whilst a 
negatively charged body is one in which some atoms have 
gained electrons. We have also seen that protons repel each other 
and electrons repel each other, but protons and electrons attract. 
Thus in electrification by the rubbing experiments (the object of 
which was to secure close and extended contact) of Chapter L, 
electrons were transferred from some of the atoms of one body 
where they were less firmly held by their attracting nuclei to the 
atoms of the other body where they were more firmly held, so that 
the first body was positively charged, the second negatively, and 
the two attracted each other. As already mentioned, an atom (or 
group of atoms) which has lost electrons is called a positive ion, 
and one which has gained electrons a negative ion. 

Only a very small fraction of the total number of electrons present in the 
bodies is actually moved: when vulcanite is rubbed with fur it is only about 
one in every million million electrons present which is transferred, but the 
resulting force of attraction between the bodies is quite a distinct measurable 
quantity—we can measure forces considerably less. The force of attraction 
between the protons and electrons inside the atom must therefore be very 
great: in fact if we could drag one electron only out of every atom of a single 
drop of water and take them half a mile away from the drop, it would require 
a force of several thousand million tons weight to stop the electrons moving 
back to the drop. 

I. Electrical Potential 

On pages 19-21 reference was made to electrical potential. The 
exact meaning of electrical potential and its relation to work and 
energy is dealt with in the next chapter (the conception is some¬ 
what similar to that of magnetic potential—see page 59), so that 
for the pre.sent we can continue to look upon it, as we did in Chapter 
I., merely in a general sense. As stated, an isolated positively 
charged brass ball, say, was said to be at a positive potential (higher 
than earth potential which, in practice, is t^ken as zero potential): 
if joined to earth by a conducting wire it becomes neutral and we 
now know that this is because electrons flow in the direction earth 
to ball, i.e. lower to higher potential. If the ball be negatively 
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charged it was said to be at a negative potential (lower than earth 
potential), and when earthed we know that electrons flow in the 
direction ball to earth. This flow of electrons in the wire in the 
direction lower to higher potential is the true electronic current: 
the early scientists assumed the '' flowof electricity to be, of 
course, in the opposite direction in the wire, i.e. higher to lower 
potential, and this, as we have seen, is referred to as the conventional 
current direction. 

It will be seen later that the electrical potential of a body 
depends not only on the “ kind '' of its electrification, but also on 
the amount of electrification and on the size of the bod}^; it is also 
affected by neighbouring bodies and charges and by the medium in 
which the body is placed. Thus, to quote one case only, there may 
be two positively charged bodies, both at positive potentials, but the 
positive potential of one may be greater than that of the other, so 
that when they are joined by a wire, electrons will flow from the one 
of lower to the one of higher positive potential. Similarly, two 
negatively charged bodies may be .at different negative potentials, 
so that electrons will flow along a connecting wire from the one 
which has the greater negative potential to the other, for the former 
is really at the lower potential—further below zero potential. 

/ For the present, then, we can summarise in a general way as 
follows:—The electrical potential of a body is its electrical condition 
which settles whether the body will give electricity to the earth or 
another body, or get electricity from the earth or another body when 
they are joined. Taking the modern idea, a body is at a positive 
potential if electrons flow in the direction earth to it when they are 
joined by a conducting wire; it is at a negative potential if electrons 
flow in the direction from it to the earth, and it is at zero potential 
if there is no flow: similarly A is at a higher potential than B if 
electrons flow in the direction from B to A along a wire joining them, 
Taking the old idea, a body is at a positive potential if a (conventional) 
current goes from it to the earth, and at a negative potential if it 
goes from the earth to it: A is at a higher potential than B if a 
(conventional) current goes from A to B. 

Clearly:— (a) A potential difference (P.D.) is necessary in order 
to transfer electricity '' from one point to another. (^) All parts 
of a conductor in electrical equilibrium are at the same potential, 
(c) When a conductor is earthed and everything is '' steady'' it is 
at zero potential. It is clear, too, that positively charged bodies 
will tend to move from a place where the electrical potential is 
high to a place where the potential is lower, whilst negatively 
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charged bodies will tend to move in the opposite direction. In a 
metallic substance (e.g, the connecting wire above) only electrons 
are free to move, but it follows from the preceding that if in any 
substance there were positive and negative ions which were free to 
move, the positive ions would move from high to low potential and 
the negative ions from low to high potential (see Art. 2, below). 

One further point should be noted. If an insulated and positively charged 
brass ball A be made to touch an insulated neutral brass ball B, electrons will 
flow from B to A until the two come to the same (positive) potential: B will 
now be positively charged, for it has lost some electrons, whilst A will be 
less positively charged than before for it has got back some electrons. For 
brevity it is sometimes said that A has shared its positive charge with B." 
If A be negatively charged, electrons will flow from A to B until the two come 
to the same (negative) potential: B is now negatively charged, for it has excess 
electrons, whilst A is less negatively charged than before for it has parted 
with some of its surplus electrons: we say A has shared its negative charge 
with B. 

2. Conductors and Insulators 

Every material offers a certain amount of opposition to the flow 
of electricity through it. At this stage resistance may be defined 
in a general way as that property of a body which opposes the flow 
of electricity. An insulator is a substance possessing such enormous 
resistance that practically it does not permit electricity to flow through 
it: a conductor is a substance of such small resistance that it readily 
allows electricity to flow through it. The best conductors are the 
metals, notably silver, copper, and aluminium: amongst the good 
insulators are dry air, dry glass, dry paper, paraffin wax, mica, 
vulcanite, shellac, india-rubber, sulphur, sealing-wax, silk, and 
certain oils of the paraffin family. 

In practical electrical work copper and aluminium are largely used as 
conductors: for overhead transmission lines hard-drawn copper is largely 
employed, but aluminium (fitted with a steel core to give it strength) is coming 
into more extended use [e.g. in the transmission lines of the Grid ”), and 
where great strength (tensile) is required, bronzes composed of copper with 
tin, silicon, etc., are often used. Alloys such as manganin (cipper, manganese, 
nickel), german silver (copper, zinc, nickel), platinoid (copper, zinc, nickel, 
tungsten), and resisia (iron, nickel, manganese) are used for special purposes. 

Amongst the practical insulators are glazed porcelain, slate and marble, 
asbestos, celluloid, bakelite, ebonite, india-rubber, gutta-percha, mica and micanite, 
oil, presspahn, paraffin wax, shellac, and vitreous enamel. As a protection for 
electric wires and cables vulcanised india-rubber, which is rubber cured with 
sulphur at a high temperature, is largely used, but to avoid the bad effect of 
sulphur on the copper a layer of pure rubber is always put between them. 



Conductors and Insulators 


129 


Mica has the advantage, for certain purposes, that it can be obtained in very 
thin sheets. Micanite (thin sheets of mica held together by an insulating 
cement), under the application of heat, can be moulded into almost any 
convenient form. Paper im^^regnated with insulating oil is largely used in 
cable insulation. Certain mineral oils are good insulators and many electrical 
appliances, e.g. switches (or cut-outs), condensers, etc., used for high P.D. or 
high pressure (voltage) work are oil-immersed to obtain high insulation. 
Distilled water is an insulator, but the slightest impurity makes it a conductor; 
hence, in practice, moistuie ruins the insulating x^roperties of any material 
which absorbs it. 

Conductors become worse conductors when they are heated, 
i.e. the resistance they offer to the flow of electricity becomes greater. 
Most alloys have a fairly big resistance and they also increase in 
resistance when heated, but they do not vary so much as pure 
metals and are therefore largely used for testing and other purposes 
where the conductivity is required to remain constant. Insulators 
become worse insulators when they are heated, i.e. the resistance 
they offer to the flow of electricity becomes less, and some, if strongly 
heated, may even become fairly good conductors. Further, a body 
may be an insulator when the applied P.D. is low, but a conductor 
when the P.D. is sufficiently high: thus normally air (dry) is an 
insulator, but the lightning flash passes through miles of it. 

The modern theory of conduction and insulation has been 
briefly referred to (Chapter L), and further details appear in later 
chapters. Our picture of conduction in, say, a copper wire is, as 
already indicated, a drift of electrons through a more or less fixed 
framework of positive ions. The outer electrons of the atoms of a 
good conductor such as copf>er are not rigidly held by their attracting 
nuclei (and they are not far from nuclei of adjacent atoms and are 
under some attraction from them), so that there is, at any instant, 
a number of outer electrons detached from their parent atoms and 
existing as free electrons moving about in the spaces between 
the atoms, passing from the “ orbital system of one atom to that 
of another, and so on. The positive ions in the copper form a kind 
of framework (or “ space lattice as it is termed) which is fixed— 
at any rate they occupy a definite mean position about which they 
merely oscillate with a motion of thermal agitation. When a P.D. 
is applied the free ” electrons drift through the spaces or avenues 
between the ions in the direction lower to higher potential, this 
movement ” constitutingThe current in the copper: the positive 
ions, apart from a mini^ elastic displacement are unaffected by 
the applied P.D. In a good insulator there are no ” free '' electrons, 
each nucleus holding on firmly to its own electrons. When a P.D. 
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is applied the charges'' inside the atoms certainlj^ experience 
forces tending to move them in their appropriate directions, but 
they only undergo small elastic displacements: in simple language 
the internal electrical make-up of the atoms is ‘‘ distorted only. 
If the P.D. is made sufficiently great, however, electrons are at 
last '' torn " out of their atoms, and a movement of electrons takes 
place through the body of the insulating material: but this repre¬ 
sents the breakdown or rupture of the insulation, the molecular 
constitution of which has now been destroyed. 

In the case considered above, viz. that of a P.D. being applied 
to a metallic conductor (copper), it is, as explained, electrons only 
which move from lower to higher potential, any ions in the con¬ 
ductor being more or less fixed. In a class of liquids known as 
electrolytes there always exists a number of both positive and 
negative ions which are free to move: thus in a solution of sodium 
chloride (common salt) there are +ve sodium ions and — ve 
chlorine ions moving about in a haphazard way (page 12). Hence 
if a P.D. be applied, e.g. if two metal plates connected to a battery 
be put a certain distance apart in the electrolyte, the negative ions 
will move through the liquid in the direction lower to higher 
potential, and the positive ions wall move in the opposite direction, 
higher to lower potential. This is dealt with in Chapter XIII. 

Again, gases normally are insulators, but, by various means, 
they can be rendered conducting by forcing electrons out of some 
of the atoms, in which case electroils and positive ions are produced 
in the gas, and both are free to move (this is spoken of as the 
ionisation of the gas). If, then, a suitable P.D. be applied to two 
plates put in the gas, electrons will move in the direction lower to 
higher potential and positive ions from higher to lower potential. 
In their movement through the gas the detached electrons make 
collisions with other atoms and they may detach further electrons 
producing further positive ions, and these also will move to the 
respective plates as indicated.* Further, in the course of its motion 
in the gas a positive ion may encounter an electron (or electrons) 
moving with sufficiently low velocity to be drawn into the positive 
ion's electron .system so that the positive ion again becomes 
neutral (referred to as recombination). Finally, in its movement 


* Most gases exist as molecules made up of two or more atoms, and when 
ionised by detaching electrons the positive ions produced, consist of molecules 
which have lost an electron; this is a detail however, and, for the present, 
we shall regard gases as if they were made up of single atoms (which is thq^ 
case with gases at very high temperatures and with an inert gas—page 12). 
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through the gas an electron may become '' loaded'' by attract¬ 
ing and attaching to itself a neutral molecule of the gas, and the 
same applies to the moving positive ion. But all these points are 
dealt with in detail in Chapter XIX. 


3. The Gold-Leaf Electroscope 

In the earl]^ study of electricity 
this instrument is used to detect a 
charge, to decide whetlier it is posi¬ 
tive or negative, and to corn])arc tlie 
amounts of the cliarges. Strictly, 
however, it measures, and its action 
depends on, potential.” 

A simple form is shown in Fig. 

133 (a). It consists of a tin box C of 
which two opposite sides are replaced 
by glass. P is an india-rubber plug 
with a central vulcanite rod. A brass rod AB passes through 
the vulcanite, and carries at its upper end a brass disc D, and at 
its lower end a horizontal brass piece, to each side of which a 
gold-leaf G is attached; in the normal position these two gold- 
leaves hang vertically side by side, but if they become charged 
they repel each other. Binding screws T' and T are fitted to the 
case ” and to the rod. Sometimes a scale is fitted behind the 
gold-leaves to show the amount of their movement. Sometimes, 
too, there is a fixed metal plate P and only one leaf (Fig. 133 (d) ). 

A more sensitive type is the condensing electroscope : it is a gold- 
leaf electroscope with a condenser (page 199) attached, and is dealt 

with on page 225. 

A much more sensitive type 
is the tilted gold-leaf electroscope, 
designed by C. T. R. Wilson and 
modified by Dr. Kaye, but it is 
mainly used for experiments on 
radio-activity and the conduction 
of electricity through gases. It 
consists of a small, n^^rly cubical 
brass box with holes at C and D 
(Fig. 134). Through C there pro- 
j(^cts an insulated rod carrying a brass plate P, while through 
D projects a well-insulated metal rod carrying a very narrow 
gold-leaf L. The leaf is about a millimetre wide, and should be just 




[a) (b) 

Fig. 133. 
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long enough not to reach across to P. W is a window through which 
its motion is observed. The insulation at C may be ebonite, that 
at D must be sulphur or quartz. When in use P is kept charged 
to a steady fairly high potential (about 200 volts—see later), and 
the instrument is placed in an oblique position (30°, about) to 
increase the sensitiveness. The case A is earthed, and L is joined 
to the potential " which has to be measured, this measurement 
being effected by noting the movement of L relative to P. The 
deflection is observed by a microscope directed to look through the 
window. 

Simple Experiments with the Electroscope.— In these, the 
simple electroscope of Fig. 133 is used. 

(1) To charge an electroscope positively, rub a brass ball with india- 
rubber, and touch the cap of the electroscope with it. The ball “ shares its 
positit^e charge ” with the cap, brass rod, and gold-leaves, and the latter, 
being both positively charged, repel each other (I'ig. 133). (The leaves really 
begin to diverge as the ball comes near the cap: this is explained later.) On 
removing the ball the leaves remain diverging, and the electroscope is 
" charged " positively. To " discharge the electroscope touch the cap with 
the finger: the leaves collapse. To charge the electroscope negatively use a 
brass ball rubbed with fur. (A better method of charging is given m Art. 5.) 

(2) To test the electrification of a body, take three electroscopes, one 
positively charged, one negatively, the third neutral. Bring the body near 
the cap of the neutral electroscope: if the leaves diverge the body is electrified, 
but if they do not it is not electrified. If the body is electrified, bring it near 
the positive electroscope. If the leaves diverge more the body is positive, for 
it is attracting electrons from the leaves, thus making them more positive and 
they repel more. If the leaves diverge less the body is negative, for it is repel¬ 
ling electrons into the leaves and lessening the “ positive " charge', verify by 
bringing it near the negative electroscope, in which case the leaves will diverge 
more. (See below.) 

The Electroscope and Potential.— It was stated above that 
the electroscope really measured, and its action depended on, 
potential, and it is easy to prove the important facts that the leaves 
will only diverge if there is a difference between the potential of the 
leaves and the potential of the case, and that the divergence is greater 
the greater this P.D. 

In Experiment (i) above a positive charge was given to the leaves, rod, 
and cap, and the leaves diverged. Here the leaves are at a positive potential: 
the tin case is on the table, i.e. is earthed, and at zero potential; there is a 
difference, therefore, between the potential of the leaves and case, and the leaves 
are diverging. A similar remark applies when the electroscope is negative. 
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Now insulate the electroscope by placing C on paraffin wax. Earth the 
leaves, etc., by connecting T by a wire to the gas-pipes; the leaves will be at 
zero potential throughout the experiment. Charge a metal ball positively, 
and let it touch the case C; the ball shares its charge ” with the case until 
they acquire the same positive potential, and the leaves will be found to 
diverge. Here, again, there is a difference in potential between leaves and case, 
the leaves being at zero potential and Ihe case at a positive potential. If the 
ball be negative the case will be at a negative potential, the leaves at zero, 
and the latter will be diverging. 

Discharge the case, disconnect T and the gas-pipe, and join by a wire T' 
and T. Since C and the leaves are now connected, whatever potential is 
given to one will be given also to the other. Touch the cap or case with a 
positive ball so that they acquire a positive potential: the leaves do not 
diverge —leaves and case are at the same positive potential. If a negative ball 
be used leaves and case will be at the same negative potential and there will 
be no divergence. 

We see, therefore, that the leaves only diverge if they are at a 
different potential to that of the case, and the greater that P.D. 
the greater is the divergence. Thus a positive body brought near 
the cap of a positive electroscope really makes the leaves at a bigger 
positive potential: there is therefore a bigger P.D. between leaves 
and case, and the loaves diverge more. In simple experiments C is 
earthed so that the potential of the leaves will he the P.D. between 
leaves and case; thus, the amount of the divergence will he a measure 
of the common potential of the leaves and any body joined to them. 

4. Inductive Displacement or Influence 

We come now to some experiments which illustrate facts of the 
greatest importance. 

Bring an insulated neutral conductor AB (Fig. 135) near an insulated 
positively charged conductor C (or near a positive glass rod). Touch the end 
B with a proof plane (which usually consists of a small, fiat, circular piece of 
brass mounted on an insulating handle), and then bring the proof plane near 
the cap of a positive electroscope. The leaves diverge more ; hence the proof 
plane and the end B of the conductor AB are positively charged. 

Discharge the proof plane. Touch the end A, and then bring the proof 
plane near the cap of a negative electroscope. The leaves diverge more; 
hence the end A of AB is negatively charged. 

Remove C and test AB: it has no charge. We conclude, therefore, that 
when C is taken away, the negative at A and positive at B have neutralised 
and therefore must be equal in amount. 

Repeat the above with C negative. In this case A is positive, B negative, 
and, as before, the two are equal (Fig. 136). 

These actions are referred to as electrostatic induction or 
inductive displacement or influence, the charges at A and B are 
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spoken of as induced charges, and the insulating medium (air) 
between C and AB which transmits these induction effects is called 
the dielectric. All dielectrics are insulators: when we call them 
insulators we are referring to the fact that they will not allow 
electricity to flow through them: when we call them dielectrics we 
are referring to the fact that Uiey allow these electrical influences to 
be transmitted through them, and, in fact, themselves play a part 
in the action. 

By putting a solid dielectric such as glass, wax, mica, etc. (or a 
C 
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liquid dielectric), between C and the conductor AB, the inductive 
effects will be still more marked, for they allow the influence to 
take place through them better than air, and are said to have a 
higher specifle inductive capacity or dielectric constant or permittivity. 

It will be clear that inductive displacement always precedes the 
attraction between a charged body and a neutral conductor. Thus 
when a negatively electrified rod is held near a suspended pith ball, 
the near side of the ball acquires a positive charge, and tlie far side 
a negative charge; the former charge is nearer the rod than the 

latter, so that, on the whole, the 
force is one of attraction. 

An explanation of inductive 
displacement is simple. If C is 
positive it has lost some electrons. 
When AB is brought near, the 
‘‘ predominating positive centres '' 
Fig. 137. of the C atoms try to get hold of 

some of AB’s electrons to make up 
the deficits. Some electrons of AB are therefore attracted towards 
the end A nearest to C. Thus A has an excess of electrons 
and is negative, whilst B is deficient and is positive (Fig. 137). 
When C is removed the atoms at B get back the electrons and 
AB becomes neutral. Further, the negative charge at A must be 
equal to the positive at B: all that C does is to '' displace the 
electrons of AB. If C be negative, some of AB’s electrons are 
repelled towards the far end B, so that A shows a deficit of electrons 
and is positive, whilst B has a surplus and is negative (Fig. 137). 
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Considerations of potential also provide an explanation. A 
positively charged body is at a positive potential and produces a 
positive potential throughout the whole of the insulating medium 
(air) round about it, this potential decreasing (at first rapidly and 
then more slowly) from its positive value at the charged body to 
zero at the earfh, i,e. walls, etc., of the room. This is roughly 
indicated in Fig. 138, 
where vertical distances 
denote potentials. (The 
case is somewhat simi¬ 
lar to the magnetic 
potentials at the various 
distances from the N. 
pole in Figs. 75, 91.) 

In Figs. 138, 139, 
then, the point A in 
the air is at a higher 
potential than B, for it 
is nearer to C, which is 
positively charged. 

This P.D. tends to cause electrons to move in the direction 
B to A (low to high potential), but the air is an insulator and 
does not permit this flow: the charges constituting the atoms 
of the dielectric merely undergo small elastic displacements, 
thus setting up an opposing influence which balances the effect 
of the P.D.—there is what we might call an electric strain but 
no “ flow of electrons. When the conductor AB is put there, 

however, its electrons flow from 
B to A, causing B to have a 
deficiency or to be positive, and 
A to have an equal surplus or to 
be negative. 

So much for the charges " on 
AB. With regard to the potential, 
although AB shows a negative 
charge at A and a positive chargfe 
at B, all parts of AB must he at the same potential after the flow 
stops, for it is a conductor. This uniform potential of AB is, in 
fact, a positive potential intermediate between that of C and the 
earth (zero). We might say that the negative at A lowers the 
potential of this end which is nearest to C, and the positive at B 
raises the potential of this far end, so that when all is steady AB is 
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Fig. 139. 
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at a uniform potential. An experimental proof that it is a uniform 
positive potential is given below. This positive potential of AB is 
spoken of as an induced positive potential, since it is due to the 
inductive influence of C. 

If C be negative it is at a negative potential and produces a 
negative potential right throughout the medium, the actual poten¬ 
tial of the medium rising from its negative value at C to zero at 
the walls, etc. (earth). In this case the point B is at a higher 

potential than A, and when the 
conductor is placed there, elec¬ 
trons flow from A to B (low to 
high potential) so that A has 
the deficit of electrons and is 
positive, and B has the (equal) 
surplus and is negative. When 
all is steady AB is at a uniform 
potential which is negative and 
intermediate between that of 
C and the earth: it is an 
induced negative potential due to C. 

Fig. i40 shows these points graphically, the vertical distances denoting 
potentials: distances above the horizontal line denote positive potentials, 
and distances below negative potentials, (a) shows the positive body before 
AB is brought near: it is at a uniform positive potential itself, shown by the 
horizontal line above it, and the curve again shows the potential falling in 
value as we proceed outwards from it to the earth (zero). (6) shows the case 
when AB is brought near: the positive potential falls as we go from C to AB, 
then we have a uniform posi¬ 
tive potential over AB, and 
then the potential falls as we 
pass on from AB to earth. C 
The uniform positive potential A 
of AB is less than that of C. 

The case where C is negative 
is shown at (c), (d). 

It will be noted that when the conductor is in position the potential of 
C is slightly affected by the induced charges on AB. Thus in Fig. 140 (6), the 
negative at A tends to lower the potential of C, the positive at B tends to 
raise it; the negative is nearer and has the advantage, so that on the whole 
the potential of C is slightly lowered- (Note the height of the horizontal line 
above it.) Similarly, in (d), the negative potential of C is slightly weakened> 
i.e. the potential of C is slightly raised or brought nearer zero. 

The fact that^the induced potential of AB in Fig. 135 is a 
uniform positive potential is proved by the following experiment:— 
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Pig. 141. 



Fig. 140. 
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Place an electroscope some distance away, join its cap by a thin wire to 
the disc of the proof plane, and place the proof plane on AB (Fig. 141). The 
conductor AB, proof plane, wire, disc, rod, and leaves all form one conductor. 
The leaves diverge. Move the proof plane all over AB. The leaves remain 
diverging by the same amount all the time, showing that the potential of the 
leaves is the same all the time, and therefore that the potential of AB is the 
same all over. That it is a uniform positive potential can be proved by 
bringing a positive body near the electroscope: the leaves diverge merre. 
Similar results happen and similar explanations apply if C is negative. 

Notice the difference between this last experiment and the one 
previously used to test the charges at A and B. In that A was 
touched with a proof plane: it took a negative charge certainly, 
but while it was touching AB it was at the same positive potential 
as AB. When it was taken away its negative charge, being away 
from the influence of C, immediately made it at a negative potential, 
so that when it was brought near a negative electroscope it caused 
a bigger divergence. 

That the uniform potential of AB in Fig. 141 is a positive potential 
vdll also be seen in the next section. 

The following is a further instruc¬ 
tive experiment illustrating this matter 
of induced potential due to a neigh¬ 
bouring charge. 

Take an insulated brass ball A joined 
to an electroscope and charge it positively: 
the leaves will diverge, the amount of divergence being a measure of the 
positive potential of the leaves, etc,, and A. Now take another ball B, 
give it a strong negative charge and gradually bring it towards A (Fig. 142): 
the leaves will gradually fall together, showing tha^ the induced negative 
potential due to B is weakening the positive potential of A. When B reaches 
a certain position the leaves will collapse, so that their potential is zero, the 
same as the case of the electroscope; in this position the induced negative 
potential due to B is exactly cancelling the positive potential of A, due to its 
own charge. If B be brought still nearer A the leaves will begin to diverge 
again, being now at a negative potential; the induced negative potential due 
to B is predominating. 

It should be noted that, to begin with, A in Fig. 142 has a 
positive charge and is at a positive potential. When B is in such a 
position th^t the leaves collapse A still has its positive charge, bid 
is at zero potential. When B is brought nearer, so that the leaves 
diverge again, A still has its positive charge, hut is at a negative 
potential. This effect of neighbouring charges on the potential of a 
charged (or uncharged) body should be carefully noted. 



Fig. 142. 
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5. Charging a Conductor by Inductive Displacement 

Take again AB acted on inductively by the positive body C. AB 
is joined to an electroscope: the leaves will be diverging (Fig. 143). 

Now touch any part of AB with the finger. The leaves collapse, 
showing that now there is no difference between the potential of 
the leaves and case and, as the latter is zero, showing that AB ts 
now at zero potential. Touch A with a proof plane and then take 
it away and bring it near a negative electroscope: the leaves 
diverge more, showing that at the end A we still have a negative 
charge. Similarly test the end B, and it will be found to have no 
charge. The positive charge which was at B has disappeared on 
earthing AB. But for this to happen, electrons must have come 
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Fig. 144. 


Up from the earth, and therefore, before earthing, the uniform 
potential of AB must have been a positive potential. 

When AB is earthed it is at zero potential although it still has 
a negative charge at A: the negative potential which the negative 
charge at A produces is being exactly cancelled by the induced 
positive potential due to C, 

Now take C away (finger having first been removed). The 
leaves diverge again. Test AB. It shows a negative charge all 
over and will be at a negative potential due to this charge for C is 
now out of the way. All this is indicated in Fig. 143. 

If C be negative and these operations be carried out the results 
shown in Fig. 144 will be obtained. AB in this case has (i) a 
positive charge at one end and a negative charge at the other, and 
the whole of it is at a uniform induced negative potential (due to 
C); (2) a positive charge at A and the whole conductor at zero 
potential; (3) a positive charge all over and at a positive potential. 
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Note that in the first case AB has been negatively charged 
(opposite to C), and in the second case positively charged (again 
opposite to C), by inductive displacement, and in neither case has 
€'s charge been interfered with. The variations in charge and 
potential in the two cases are represented in Figs. 145 and 146. 


143) is earthed, electrons flow into AB and 




B C A 


Fig. 146. 


A Warning.—Wlien AB (Fig, 
make up tlie deficit 
at B, but as a matter 
of fact, in this case, 
more electrons flow 
in in order to bring 
AB down to zero 
potential than is 
necessary to make 
up the deficit at B, 

■so that at A we have 
a bigger negative 
charge than we had 
before. Now, the 
charge at A is some- 
times called a 
" bound ” charge, 

and that at B a free " charge. When earthed, the free charge, it is said, 
disappears, leaving the bound charge. This is 'wrong. Do not use the words 
" bound " and “ free for these charges. 
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Charging an Electroscope by Induction or Influence.—Wc can use the 
method of inductive displacement to charge an electroscope positively or 
negatively. To charge it positively proceed thus:—Bring a negative rod near 
the cap, the case of which is earth-connected. Inductive displacement occurs, 
the cap having a positive charge, the leaves a negative charge, and the cap. 



Fig. 147. ,Fig. 148. 


rod, and leaves an induced negative potential; the leaves diverge. Touch 
the cap with the finger; the cap, rod, and leaves are brought to zero potential 
and the leaves collapse. Remove, first, the finger, then the rod; the cap, 
brass rod, and leaves now acquire a positive potential due to the positive 
charge, and the leaves diverge. The electroscope has been charged positively 
(Fig. 147). To charge it negatively use a positive rod (Fig. 148). This 
method of charging an electroscope is much better than that adopted on 
page 132 and it is the method usually employed: it is, of course, only the 
previous experiment repeated. 
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6 , The Charge is on the Outer Surface of a Conductor 

When a conductor is charged the charge " is entirely on the 
outside surface. This applies to both solid and hollow conductors 
(provided in the latter case there are no charged bodies inside), 
and the fact can be proved by numerous experiments. 

(1) Fig. 149 depicts Biot's experiment. If the brass ball be positively 
charged, then the close-fitting brass caps (with insulating handles) be placed 
on it, and finally the caps be removed, it will be found that the ball and the 
insides of the caps have no charge but the outsides of the caps are positive. 

(2) Fig. 150 shows Faraday's butterfly net experiment. The conical net is 
of linen gauze and, by the silk thread, it can be pulled inside out. The net 
is charged and the charge is shown to be on the outside, the inside being 
uncharged. The net is then pulled inside out and the charge is again found 
on the new outer surface. 

(3) If a metal pot be placed on an insulating stand and then a positive 
charge be given to the outer surface it will be found, on testing, that the 
inside shows no sign of electrification—the outside only shows the positive 




charge. Now discharge the pot. Charge an insulated brass ball, positively, 
and then lower it into the pot, allowing it to touch the inside. Remove the 
ball and test it: it will be found to be perfectly discharged. On testing the 
pot it will be found that the inside is uncharged and that the outside is 
positively charged. When the charged ball touched the inside of the pot it 
really became part of the latter, and the " charge ” immediately disappeared 
from it, the outside showing the charge. 

In the second part of Experiment (3) it is often said, for brevity, 
that “ all the +ve charge of the ball passes to the outside of the 
can.'' Of course, electrons really pass from the can to the ball 
making up the latter's deficit and leaving the outside of the can 
with an equal deficit, i.e. an equal positive charge (but see Art. 8 
for full explanation). Note also that if a charged conductor touches 
the outside of a metal pot (or any other conductor) it merely 
'' shares its charge with the pot,'' but if it touches the inside of the 
pot it gives up all its charge to the pot." Further details of the 
" charges " and " potentials " of metal pots, i,e. hollow conductors, 
are given in Art. 8:, but it might be noted in passing that although 
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the inside of the pot has no charge it must be at the same potential 
as the outside, for the pot is a conductor. 

The fact that the charge resides on the outer surface of a 
conductor may be briefly explained at this stage as follows. The 
charge always distributes itself in such a way as to possess minimum 
potential energy. In fact, just as objects under the earth's attraction 
always tend to fall towards the earth and to rest at the lowest 
attainable level nearest the attracting earth and therefore in the 
position of least potential energy (gravitational), so electricity 
passes to its position of lowest attainable potential energy—onThe 
outer surface of the conductor as near as possible to the opposite 
(attracting) charges it induces on external conductors. Again, as 
will be seen presently, just as a magnetic pole is surrounded by a 
magnetic field permeated with magnetic lines, so a charge is 
surrounded by an electric field with its electric lines which start at 
a positive charge and end at an equal negative charge, and which 
tend to contract in the direction of their length and to repel each 
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other laterally. In, then, say Biot's experiment, electric lines start 
at the surface of the ball and end at the negative charge induced 
on the walls, etc., of the room, and when the caps are put on, the 
” charge ” disappears from the ball and charge ” appears on the 
outside of the caps in accordance with the tendency to longitudinal 
contraction of the lines (but see Arts. 8, 10). 

7. Distribution of the Charge on Conductors. Sharp Points 

We have seen that the potential of a charged conductor is the 
same at all points of it. The distribution of the charge, however, 
depends on its shape (and on its position with regard to other bodies). 
Thus on an isolated sphere the distribution is uniform (we might 
impress this on tne mind by the method of Fig. 151 {a )); on a pear- 
shaped conductor the charge accumulates most at the pointed end, 
next at the rounded end, and least on the flat sides (Fig. 151 { h ))\ 
on a flat circular disc it is greatest round the edge (Fig, 151 (c))\ 
on a rectangular metal box it is greatest at the corners,, next at the 
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Fig. 151. 
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edges, least on the flat sides. This is usually expressed as follows: 
the density of the charge, i.e. the charge on unit area, is greatest where 
the curvature is greatest. 

Give the pear-shaped conductor of Fig. 152, say, a negative charge. 
Place a small metal can on the cap of a neutral electroscope some distance 
away. Take two proof planes exactly alike and put one against the pointed 
end, the other against the rounded end. They form part of the conductor, 
and take the same potential as the conductor {whilst they are there), each 
taking a charge depending on the charge at the part touched. Now take the 
proof planes away and lower one into the can on the electroscope, allowing 
it to touch the inside so that all its charge “ passes ” to the can and electroscope, 
and note the divergence. Discharge the electroscope and repeat with the 
other proof plane. The bigger divergence is obtained from the proof plane 
which touched the pointed end, showing it had taken a bigger charge from 
the conductor. Begin again, this time touching the rounded end and the flat 
side: a bigger divergence is obtained from the one which touched the 
rounded end. 

If the conductor contains a re-entrant hollow (e.g. Q, Fig. 153) there is 



Fig. 152. Fig. 153. Fig. 154. 


practically no divergence when the proof plane is put in the hollow and then 
taken to the electroscope. The potential inside the hollow is, however, the 
same as the uniform potential of the whole conductor. 

Some idea as to why the distribution is as indicated may be 
gathered thus:—Consider a single electron at E (Fig. 152). This is 
of course under the repulsive force of all other electrons constituting 
the charge. But as the whole charge has reached equilibrium 
distribution, E is stationary: thus the force exerted on E by all the 
electrons on the large surface EB (tending to repel E in one direction) 
must be equal to the force exerted on it by the electrons on the 
much smaller surface EA (tending to repel E in the other direction). 
Hence the concentration of electrons on the part EA must be greater 
than on the rest of the surface, and reasoning in this way for other 
points nearer A it is readily seen that the concentration at the 
actual pointed end must be the greatest. 

Viewing the matter as in Art. 6, if all points on the outer surface 
of a conductor are positions of equal potential energy for the charge, 
then the distribution of the charge will be uniform. If, however, 
there are portions of the surface where the potential energy of the 
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charge would be less than on other portions, then the charge will 
accumulate on those portions, until the distribution of the opposite 
induced charge is such that all points on the surface are positions 
of equal potential energy for the charge. In this case the distri¬ 
bution of the charge will not be uniform, but the charge per unit 
area (the density of the charge) will vary with the form of the surface, 
as indicated by the above experiment. 

The distribution of the charge is, of course, affected by earth 
connected and other conductors in the vicinity. Thus,^ if C 
(Fig. 154) be an earthed plate close to one side of the positively 
charged sphere AB, the density of the charge at B will be much 
greater than the density at A (instead of being uniform as on an 
isolated sphere), owing to the attraction of the induced negative on 
C: this can also be seen by considering the potentials at A and B 
as C is brought near. 

Action of Points .—It follows that if a sharp point projects from 
a charged conductor the density'' of the charge at the point will 
be very great, and the electric force in the air just outside the point 
will therefore be great. Particles of air and dust in the vicinity 
may therefore be attracted, become charged by contact with the 
point, and then repelled, carrying the charge with them, so that 
there is a continual discharge (called convection discharge) from 
the point, and the conductor gradually loses its charge. Moreover, 
in the case of a heavily charged body the density at the point and 
the electric force may be so great that the air becomes “ ionised 
(Art. 2), i.e. electrons may be torn out of air atoms leaving positive 
ions, and in colliding with other atoms may drive out other electrons 
producing other positive ions, and so on. The whole business is 
that electrons and positive ions (and some negative) are formed in 
the air: those particles with a like charge stream away from 
the point: those with oppOsSite charge are drawn up towards it, 
neutralising the charge at the point and discharging the conductor. 

Many experiments illustrate the above. If a pin be soldered to the cap 
of an electroscope and the latter be charged, the leaves will fairly quickly 
collapse owing to the discharge from the pin point. Again, if a positively 
charged body be held over the cap of this electroscope it will of course act 
inductively so that the cap will be negative, the leaves positive, and the 
latter will be diverging: if the charged body be held over the cap for a few 
seconds, some of the negative at the cap will be discharged from the point so 
that when the body is taken away there will be more positive at the leaves 
than is necessary to neutralise the negative at the cap, and the electroscope- 
will be charged positively, i.e, the same as the inducing charge. 
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The last experiment shows the method of “ using points to 
collect the charge from a charged conductor/' as it is often worded. 
Suppose C (Fig. 155) is a positively charged conductor and A is 
another conductor with several sharp points facing C. The con¬ 
ductor C acts inductively on A, causing the points to be negative 
and the other parts of A jx)sitive. This negative is taken away 
from the points by convection discharge " on to the surface of C. 
neutralising the positive there, and leaving A positively charged. 
The final effect is thus the same as if the points on A directly 
'' collected ” C's positive charge. 

Note that if a sharp point projects from the inside of a charged 
pot, nothing particular happens, for there is no charge there. But 
if a charged body inside is acting inductively on the pot, then the 
previous effects come on. 

Practical applications of the action of points are encountered in 
certain electrical appliances, in electrical machines (Art. 12) 
and in lightning conductors (page 260). Again, if a large needle, 
connected to the cap of a very delicate 
C A electroscope, be carefully insulated in the 

^ f open air (some distance above the ground) 

( “f" “f“ ) will be found that the leaves will, in 

general, gradually diverge. The needle 
Fig. 155. point collects ” the charge from the air 

around it, and the divergence of the leaves 
indicates the kind and amount of the electrification of the air at 
the point where the needle is placed. When this electrification 
is very great, a convection discharge often gives rise to a luminous 
glow diverging from the di.scharging point. This effect is often 
seen from the points of ships' masts, flagstaffs, etc., and has been 
called St. Elmo's fire. Why the discharge produces a Itimtnous 
effect is explained later—it is really due to that recombination " 
of positive ions and electrons in the ionised air casually referred 
to in Art. 2. 

Note in passing that convection discharge depends on density of charge, and 
it begins when the density is about eight electrostatic units of charge per 
sq. cm. (ace Chapter VI.): sparks " from a charged body depend on the 
potential. But this is dealt with later. 

8. Further Charge and Potential Facts about Hollow Conductors 
(i) Potential of Air Inside a Charged Metal Pot.— We 
have seen that when a hollow conductor (metal pot, say) is charged 
the charge is on the outside, but the whole pot, inside and outside. 
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are at the same potential. Further, the air inside the pot {at any 
rate to within a short distance of the open top) is at the same uniform 
potential as the pot itself. This can be proved by joining a proof 
plane by a wire to an electroscope some distance away, placing the 
])rfX)f plane on the pot, and moving it all over the surface inside 
and outside and moving it aboui in the air inside: the leaves 
diverge by the same amc.unt all the time. Again, if an electroscope 
be put completely inside a charged metal pot there is no divergence. 
The case of the electroscope has the potential of the f)ot: the cap 
and leaves are in contact with the air inside and have the potential of 
liie air. As there is no divergence the air potential must be the same 
as that of the pot. (If the cap projects outside the pot, the cap and 
leaves take the potential of the air outside and the leaves diverge.) 

The fact that the air inside is at a uniform potential shows that 
there is no electric force inside a hollow charged conductor (if 
there are no charged bodies inside), for in order to have an electric 



Fig. 156. 


force between two points there must be a potential difference between 
them. (See electric screens, Art. ii.) 

(2) Faraday’s Ice-Pail Experiment. —In this Faraday used 
an ice-pail, but any metal pot—preferably of depth at least 2\ 
times the diameter—^will answer the purpose. In the experiment 
we start off with a positively charged brass ball and a neutral metal 
pot, the latter standing on wax and joined to an electroscope. 

{a) Lower the positive ball into the pot: the leaves begin to diverge. 
When the ball is well inside the leaves have reached tlieir greatest divergence 
and any movement of the ball about inside does not alter the divergence. On 
testing with a proof plane, the inside of the pot shows a negative charge and 
the outside a positive charge (Fig. 156 {a)). The ball is, of course, acting 
inductively on the neutral pot in the usual way. 

(h) If the ball is taken out without touching the pot the leaves collapse 
and the pot becomes neutral: the induced negative on the inside and positive 
on the outside were equal and neutralised when the ball was taken away. 

I. T, E. 


10 




146 


General Principles of Electrostatics 


{c) Lower the ball again into the pot until the leaves are at their greatest 
divergence. Now let the ball touch the inside of the pot. The leaves remain 
at their greatest divergence. Take the ball out and test it: it has lost its 
positive charge. Test the inside of the pot: there is no negative charge there 
now. The outside of the pot still has its positive (induced) charge (Fig. 156 
(c)). We conclude therefore that the positive on the ball and the negative 
induced on the inside of the pot have exactly neutralised each other and must 
therefore have been equal in amount. And we know that the induced 
negative on the inside and positive on the outside are equal. Hence in this 
experiment the induced negative charge on the inside is equal to the induced 
positive on the outside, and both are equal to the inducing positive charge 
on the ball. Strictly, this is only absolutely true if the enclosure, i.e. the pot. 
completely surrounds the ball. 

Note that in Fig. 135 the induced charge.s on AB were certainly 
equal, but both were less than the positive on C (the balance of the 
induced negative due to C was on the walls, etc., of the room). 
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Again, in Fig. 143 when AB was earthed more electrons flowed into 
it than was necessary to neutralise the induced positive at B: in 
the present experiment, however, if the pot be earthed while the 
ball is hanging inside, just sufficient electrons to neutralise the 
outside induced positive flow to the pot. 

(3) Further Experiments.— ^Three additional experiments on 
hollow conductors are also instructive:— 

{a) Lower a positive ball into a neutral pot: it acts inductively on the pot 
as shown (Fig. 157 (a)). Here the air inside is not, of course, at a uniform 
potential: there is a down gradient of potential from the positive potential 
of the ball to the slightly lower induced positive potential of the pot. Earth 
the pot: the outside positive disappears (Fig. 157 (6)). Take the ball out 
without letting it touch the pot: the ball still has its positive charge, and 
the negative is now on the outside, the inside having no charge (Fig. 157 (c)). 

(b) Now consider Fig. 158 where an uncharged ball has been hung in a 
positive pot. At (a) the positive is on the outside of the pot and the w^ole 
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f>ot, air inside, and ball are at the same positive potential: the ball shows 
no charge and no inductive displacement for all parts of it are at the same 
potential. At (b) the ball has been earthed and brought to zero potential 
by electrons coming to it from earth, so tliat it has a negative charge: most 
of the pot's positive now appears on the inside (as near as possible to the 
ball's negative), and the pot's positive potential is considerably lovrered 
(nearly to zero) by the induced negative potential due to the ball. At (c) the 
ball is taken out (earth connexion being first removed), and it has a negative 
charge and negative potential: the positive is again on the outside of the pot 
and its potential is positive as at first. 

(c) The metal pot may be ii.scd to show that equal and opposite charges 
are produced in electrification by rubbing. The body rubbed (say, vulcanite) 
and the rubber (fur on an insulating handle) arc enclosed in the pot during 
the rubbing: an electroscope joined to the pot give.s no divergence, but if 
eith^ the body or tlio rubber be removed the leaves diverge and collapse 
again when they are replaced. 

One further point may be noted. In Art. 6 we .saw that when a 
charged ball was lowered into a neutral pot and touched the inside 
its charge disappeared and an equal like charge appeared on the 






outside of the pot. The student wall now see exactly what happens 
from Fig. 156: the positive ball acts inductively on the pot, and 
when the ball touches, the induced negative on the inside and the 
positive on the ball neutralise, which means as stated in Art. 6 
that electrons have passed from pot to ball. 


9. The Electrophorus 

This is an early type of instrument, still used to a certain (Extent 
in simple experiments, which enables a large charge to be obtained 
from the one rubbing of a sheet of, say, vulcanite with fur: it is an 
application of the principles explained in Art. 5. 

Typically the electrophorus consists of an ebonite disc E (Fig. 
159) mounted on a metal base S called the sole, and a circular plate 
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of brass B fitted with an insulating handle: the sole S must he earthed 
when the instrument is in use. The method of working is as follows:— 


Electrify the top surface of E by rubbing with fur. The negative on E 
creates a negative potential in the space about it, and acts inductively on the 
walls of the room and other conductors, the greatest induced positive being, 
however, on the metal sole wliich is of good conducing material and nearest 
to the inducing negative with a good dielectric (vulcanite) in between. 



Fig. 159. 


Now lower B on the disc (Fig. r6o). As it 
approaches its under side gets a small induced 
positive charge and its upper side a small 
induced negative charge. When B finally rests 
on E there is tru#^ contact at very few points 
so that, in effect, a narrow air space lies 
between the two: hence B has an induced 
positive charge on the under side and negative 
on the upper .side, these charges being greater 
than they were as B was approaching but still 
small, for tl e bulk of the inductive action of 
E is still on the earth-connected metal sole S. 


Touch B with the finger, thus making it at 
zero potential, the sam<' as the sol . The negative on B disappears as 
electrons flow out to bring its potential to zero, but more flow out than is 
represented by the induced negative, so that the positive on B is much 
greater than before earthing. In fact E's inductive action is now practically 
entirely on B and S and of these B has the greater induced positive, for 
it is nearer the charge on E. 


Remove the finger and then take away the plate B with its positive charge 
which can be given to other conductors as required. E's charge lias not been 
interfered with (neglecting any small leakage), S returns to its initial state, 


EARTHED 



Fig. 160. 


and the operation can be repeated thus obtaining a large positive charge from 
one rubbing of E. 

Notice the importance of the sole and that it must be earthed: 
another point about it is that the attraction between its induced 
positive and E's negative reduces the tendency of E to lose its charge. 
Notice also, in general terms, the relative magnitudes of the induced 
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charges at various stages. Thus, suppose the charge on the disc 
be — 20, and let + 18 denote the induced charge on the sole, and 
therefore +2 the induced charge on the walls, etc., of the room. 
On })lacing the plate on the disc and earthing the plate, the whole 
in(^jctive action of the disc is concentrated on the sole and plate, 
but tiie latter will contain the greater portion of the induced charge. 
Hence the distribution may now be, say, + 17 on the plate and 
4- 3 on the sole. On removing the plate the charge + 17 is removed 
with it, and the original distribution is again attained, + 18 on the 
sole and + 2 on the walls, etc., as befon\ 

It looks at first as if this instrument was an example of getting 
soiTH'thing for nothing,** but, of course, it is not. The electrical 
energy possessed by the plate is equivalent to the work done in 
overcoming the mutual attraction between the negative charge on 
the disc and the positive charge on the plate when the latter is 
removed from the former. 

10. Electric Fields. Lines and Tubes of Force and Induction 
The ideas dealt with in this section are somewhat similar to 
those dealt with in the corresponding section on magnetism. An 
Electric Field is the space surrounding an electrified body {or system 
of electrified bodies) within which the influence of the charge {or charges) 
extends. When considering the forces in the field it is often spoken 
of as a field of electric force) when concentrating on the phenomena 
associated with induction it is often spoken of as a field of induction. 

Take first the forces in the field. A free, small, positive charge 
placed at any point in the field will be urged by a definite force in 
a definite direction, which latter is indicated by the line of force 
passing through the point in question. A line of electric force is 
line or curve indicating the direction in which a free small positive 
charge would travel and it is such that the tangent at any point gives 
the direction of the electric force at that point. The positive 
direction of a line is the direction in wliich the free positive charge 
tends to move, and as such a charge is always urged from a higher 
to a lower potential, the positive direction of a line is the direction in 
which the potential is falling along it. In the diagrams which 
follow, arrows indicate the positive direction of the lines. 

Fig. i6i shows the lines of force in the case of a positively charged sphere 
in tire centre of a large room. A negatively charged isolated sphere would 
give the same diagram, but any arrows would be pointing in the opposite 
direction. Fig. 162 represents the case of two equal conducting spheres 
having equal and opposite charges, whilst Fig. 163 depicts the case of two equal 
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positive point charges. Fig. 164 shows the lines in the case of two unequal 
positive charges, A of 20 units, and B of 5 units: here N is a null or neutral 
point (cf. pages 33-39), and it will be seen later that AN ^ 2BN. Fig. 165 
represents the lines in the case of two unequal and opposite charges, A — -f 20, 
B ~ 5: here, again, N is a null point and AN ™ 2BN. Fig. 166 is an 

instructive diagram showing the modifications in the electric lines when^he 
two equal, opposite, charged spheres (a short distance apart) are lowered in 
between the two charged plates: for simplicity some lines are omitted from 
the middle diagram. 

Note particularly the following points:—(i) Electric lines start 
from a positive charge and end on a negative charge somewhere {hut 
see Art. 17, page 197): thus, in Figs. 161, 163 they start from the 
positive charges and end on the induced negative charges on the 
walls, etc., of the room, whilst in Fig. 165 some of the lines from 
A end on B, the remainder on the walls, etc., of the room. 
(2) Electric lines do not pass through a conductor but end on the 
surface] the potential is uniform inside a 
solid conductor (or inside a hollow conductor 
if tnere are no charges inside) and, therefore, 
the force inside is zero: the field, in fact, 
is annihilated inside. (3) Lines of force can¬ 
not cross each other—see page 33. (4) Lines 

of force leave {and end at) a charged conducting 
surface in a direction normal to the surface 
(whatever path they may take in between): 
if not, there would be a component of the 
electric force along the surface and the 
charge would move across it. 

If we imagine that each line tends to contract longitudinally, 
whilst lines proceeding in the same direction tend to repel each 
other laterally, we have the Faraday explanation of the fundamental 
facts of attraction and repulsion (see again page 34): this is dealt 
with in Chapter VI. 

One method of mapping the electric lines in an electric field is to fix, say, 
a circle of metal foil to the underside of a horizontal sheet of glass, join the 
circle to one pole of an electrical machine (page 155), and sprinkle oxalic acid 
crystals on the upper surface of the glass. The crystals are acted on induc¬ 
tively and set themselves on the lines just as the filings did in the case of the 
magnetic field. Other arrangements of conductor can be dealt with similarly. 

As in the case of the magnetic field, so here it is usual to conceive 
the lines of force from a charge to be gathered together into bundles 
or tubes which touch each other laterally and fill the entire field. 
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These are called tubes of eledtric force, and when conceived on a 
definite plan (to be given later) so that a definite number are 
assumed to start at a given charge, they are called unit tubes of 



Fig. 166. 


electric force. The greater the charge the more umt tubes are 
conceived to start from it, and the stronger the electric field the 
more unit tubes are assumed to be passing through a given area; 
in fact, as will be seen in Chapter VI., the convention adopted 
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leads to the result that the intensity (E) of the electric field is 
represented numerically by the number of unit tubes of force passing 
through unit area. 

Electric lines and tubes of force, then, have reference to the 
electric forces and their directions in an electric field, but the early 
physicists went further than that (see again page 37). Just as 
magnets were regarded as producing magnetic strains in the aether, 
the magnetic lines indicating the direction of the strain and being 
in fact magnetic strain lines in the aether, so charges were regarded 
as producing electric strains in the aether of the insulating medium 
round about, the electric lines indicating the direction of the strain 
and being in fact electric strain lines in the aether. We refer to this 
again later. 

We have seen that modem theory indicates that there are no 
free electrons in an insulator as there are in a conductor (Art. 2), 
so that when an electric force is applied there is no flow ” of 
electrons through the insulator as there is through the conductor. 
It is assumed, however, that the positive and negative charges 
(nuclei and electrons) in the atoms of the insulating material will 
be attracted in opposite directions and become slightly displaced 
relative to one another, negative displaced one wa3^ positive the 
other: there is a '' polarisation,'' a displacement of the electrical 
make-up of the atoms of the insulating medium surrounding a 
charged body, which soon reaches a limiting value (for the nucleus 
will not allow its electrons to leave the atom altogether), depending 
on the electric intensity at the point considered. There might be 
said to be a certain resemblance between the case of a dielectric 
and the case of an elastically strained solid, and electrical phenomena 
are sometimes said to be due to what is termed an electric strain in 
the dielectric medium. 

Now when these medium " effects and inductive influence in 
general are under consideration the field is spoken of as a field of 
induction, and the lines and tubes associated therewith as lines and 
tubes of induction, and when the tubes are conceived on a definite 
plan (to be given later) they are called unit tubes of induction. 
These tubes are not endless: they start from a certain positive charge 
and end at an equal negative charge induced ” on the walls of the 
room or other conductor. In accordance with the conception of 
strain this fact would mean that the dielectric medium in the 
tube (or the aether of the medium) was in a state of strain, 
and that the surface effects associated with this at each end of 
the tube were equal in magnitude but opposite in sense. Carrying 
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the analogy with elasticity further, the energy of the electrifi¬ 
cation, wliich appears where the end charges are, would on this 
conception, be taken to lie in the polarised and “strained'' 
medium in the tube. 

The conventions actually adopted with regard to unit tubes lead 
to the fact that, whilst tubes of force are associated with (and, by 
their number, measure) the forces in a field, tubes of induct ion are 
associated with the displacement and the charges (and, by their 
number, they measure the induction or the displacement or 
“strain"), but these points will be more clearly understood from 
the next chapter; thus the property often referred to, that a tube 
in air has equal and opposite charges at its ends, is strictly the 
property of a tube of induction, and is true for tubes of force 
because in air the tubes of force are also the tubes of induction. 

Fig. 167 depicts the field of induction in the case of a neutral conductor 
AB put near the positive ball C. The field in the space now occupied by AB 
is annihilated and the tubes of induction redistribute themselves as shown. 
Wiierc the tubes end on A there is —ve electrification: where fresh tubes 
start from B there is -i-ve, and where these tubes end on the w'ails, etc., there 
is — ve. The number of tubes of induction ending on A (and the ~ve charge 
there) is equal to the number starting from B (and the -j-ve charge there). 
If AB be earthed the tubes of induction passing from B to earth disappear 
and most of those tubes which in Fig. 167 go direct from C to earth now end 
on A, choosing the shortest distance from C to an earth joined body; a 
greater — ve charge is now at A. 

From the point of view’ of “ strain “ in the medium the induction above is 
said to be a question of the redistribution of strain and strain energy in the 
medium round C consequent upon the annihilation of strain in the space 
occupied by the conductor AB. The result of this redistribution is that 
negative electrification is developed on AB at A, and positive electrification 
at B, and strains in other parts of the field are modified. 

Fig. 168 depicts the tubes of induction in the various stages of charging 
an electroscope by induction, and Fig. 169 indicates the tubes of induction 
in the process of charging an electrophorus and then allowing the plate to 
“ share its charge “ with a conductor C: the student will be able to make out 
the explanations for himself. 

Fig. 170 [a) shows the tubes of induction in the case of a charged spliere 
A inside an insulated hollow conducting sphere B, but not situated at the 
centre of the latter. The distribution of the induced charge inside is irregular, 
as shown, but outside the distribution is uniform. The number of tubes of 
induction leaving the outside surface is equal to the number terminating on 
the inside surface, i.e. is equal to the number emanating from A (B entirely 
surrounds A here). An additional charge may be given to B, or the outside 
charge on it may be removed (Fig. 170 {h)) without affecting the inside 
distribution. 
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Fig. t68. 



Fig. 169. 


II. Electric Screens 

The action of conducting sheets and cans as screens/’ in 
wireless receivers and transmitting circuits, and in test-room work 
involving the use of exceptionally high potentials, etc., referred to 
in Art. 8, will now be understood. We have seen that there is no 
electric force inside a charged can for the whole space inside is at a 
uniform potential. Now imagine a metal can earthed. If a charge 
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is inside, the electric lines from it end on the inside of the can, and 
there is no force due to it outside so that any apparatus outside is 
screened from the charge inside. Similarly, if there is a charge 
(static) somewhere outside the earthed can, the electric lines from 
it end on the outside and there is no force due to it inside, so that 
any apparatus inside is screened fiom it. {Magnetic fields—due to 
electricity in ^notion —iTquire iron to act as screens, page 89.) 

12, Electrical Machines 

To quickly obtain large charges many ‘'electrical machines'’ 
were invented, and one which is still much used is the Wimshurst. 
Another good machine is the vander Graaf. We will, however, deal 
with the Wimshurst, as it is the.one the student will mainly encounter. 



Fig. 171. 



(i) The Wimshurst. —Fig. 171 shows a simple type of the 
actual machine, and Fig. 172 will serve to explain its action. It 
consists of two vulcanite or shellac-varnished glass plates which 
can be rotated in opposite directions about a horizontal axis. On 
the sides of the plates remote from each other are fixed a number 
of metal sectors; in Fig, 172 the sectors on the front plate are 
represented by the inner broken circle, those on the back plate by 
the outer and thinner broken circle. Standing at each side is a 
U-shaped conductor, each carrying on the inside two rows of sharp 
points (called the combs), facing the plates; these are connected 
to the " poles " or " dischargers " of the machine X, Y, and to the 
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inside coatings of two condensers '' KK. (The object of these is 
to increase the “ capacity ** or '' capacitance,” and make it possible to 
get heavy charges on X and Y: this is explained in Chapter VI.) 
Lying across the front plate, at an angle of about 45° with the 
combs, is a metal rod BC, terminating in wire brushes which graze 
the sectors as the plate rotates. Across the back plate and about 
at right angles to BC is a second metal rod EH, terminating in 
brushes; for convenience this is drawn outside in Fig. 172. 

To make the action clear we must deal, in what follows, with one plate at 
a time, but it must be remembered that both plates are moving (in opposite 
directions): hence when we refer, say, to “the sector H,” we mean the sector 
which happens to be in the position II in the diagram at that instant. 

Disregarding for a moment the '' earthing " of the rods BC and 
EH, and imagining the sector A to ha\ e a slight +ve charge given 
to it, the action of the machine is as follows: 
--A acts inductively (through the two plates) 
on the conductor BC, causing the sector B 
to have a --ve charg'^ and C a +ve one. 
Concentrating our attention on the front 
plate, B moves to the right with its —ve 
<'harge, and on reaching F acts inductively 
on EH, making the sector E ou the back 
plate +VC ai d H — ve. Leaving F, the 
front sector moAcs into the comb on the 
right, wheie it again acts inductively, caus¬ 
ing the points to become +ve and the pole 
or discharger Y —ve. 

The density of the positive charge at the 
points is very great, so that, as explained in Art 7, page 143, the 
comb loses its positive charge, and the positive particles streaming 
away from it come in contact with the sector and neutralise its 
negative charge. Thus not only does the comb lose its charge, 
leaving the discharger Y —ve, but the sector comes out uncliarged. 

When the front sector reaches C it acquires a -fve charge, 
when it reaches G it acts inductively on the back plate, causing H 
to become —ve and E -fve, and when it enters the comb on the 
left, “ actions of points similar to those already explained take 
place, the result being that the discharger X becomes \-ve, and the 
sector comes out uncharged. At B the sector becomes — ve, and 
the action is repeated. 

Turning to the back plate, the sector E moves to the left with 
its -fve charge. At A it acts inductively on the front plate, making 
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the sector at B — ve and that at C +ve; it then enters the comb, 
with the result that X acquires a further +ve charge. On reaching 
H the sector in question becomes —ve, at D it acts inductively on 
CB, making C +ve and B — ve: it then enters the comb, with the 
result that Y acquires a further —ve charge, and the action is repeated. 
Thus the rotation of both plates results in X acquiring a strong +ve 
charge and Y a strong —ve one. 

In the above we have assumed that a small charge is given to 
A ; in practice the small difference of potential between dilferent 
parts is usually sufficient to start the action. A little consideration 
will show that matters are improved by having BC and EH earthed. 

Compound Wimshurst 
machines consisting of four, six, 
eight . . . plates are also on the 
market, and these larger makes 
are very powerful. But even 
an ordinary machine of average 
size will produce a P.D. of 
40,000-50,000 volts. Intense 
sparks can be obtained between 
X and Y. Incidentally, as the 
action of the machine depends 
on the ionisation, etc., of air at 
the combs, it would not work 
in a vacuum. 

(2) The Water Dropper 
AND Replenisher. —Of the 
other machines brief reference Fig. 174. 

will be made to two—both due 

to Kelvin—as they specifically illustrate principles dealt with in 
this chapter. 

(a) The Water Dropper is represented in Fig. 173. It consists of four 
insulated metallic cylinders A, A', B. B', connected in pairs as indicated, the 
lower ones B, B' being fitted with funnels C, C'; D, D' are the fine nozzles of a 
metal pipe E, earth-connected, from which water is permitted to issue in drops. 

Let A (and therefore B') be given a slight positive charge, and imagine a 
drop of water just issuing from the nozzle D. Being earth-connected and 
within a hollow positively charged conductor, the drop acquires a negative 
charge (Exp. (6), page 146) which it gives up to B (and therefore A') when it 
strikes the funnel C; this is repeated by each drop issuing from the nozzle D. 

Consider now a drop of water just leaving D'. Since A' is negative the 
drop acquires a positive charge which it gives up to B' (and therefore A) 
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when it strikes the funnel C'; this is repeated by each drop issuing from the 
nozzle D'. Thus the positive charge on one system (AB') and the negative 
charge on the other (BA') t(tnd to increase until leakage interferes, or B and 
B' become so strongly cliarged that the drops are repelled and do not enter. 

(6) The Replenishev is shown in Fig. 174, A and B, termed the inductors, 
are two portions of a*metal cylinder each fitted with a contact spring (a and 6). 
Two other springs X and Y project into A and B and are connected together 
by a strip of brass (represented by M in ¥ig. 174). Two part cylindrical 
metal pieces C and D, called the carriers, are fixed to an insulating bar V 
and capable of rotation about the axis R, in the direction indicated by the 
arrow. 

Suppose A is given a small positive charge and that the spindle is turned 
until C touches X and D touches Y. The carrier C becomes negative and 
D positive (inductive effect of A's positive on the connected system of conduc¬ 
tors eXMYD), When C touches h, D also touches a with the result that C 
imparts " its negative charge to B and i„s positive charge to A. When 
C and D again touch the springs X, Y, both inductors act so as to charge D 
negatively and C positiv^ely. When D reaches h and C reaches a, 1 ) imparts 
its negative charge to B and C its positive charge to A, and the actions are 
repeated as rotation continutThus the rotation results in A acquiring a 
strong positive charge and B a. strong negative one. 

A practical application of the water dropper is referred to in 
Chapter VIIL in conm^xion with atmospheric electricity. The 
replenisher was really not originally intended to prs'duce large 
charges, but for use with the Kelvin electrometer (Chapter VIL). 

An important electrical machine of comparatively rerxrnt introduction is 
the Van der Graaf generator, but space forbids its description in this book. 

Other types of electrical machines are on the market. 



CHAPTER VI 

ELECTROSTATIC UNITS AND THEORY 


I N this chapter the main units and fundamental theory in con¬ 
nexion with the subject of electrostatics will be dealt with. It 
will be noted that a good portion of the work in the earlier 
part of the chapter is very similar to, and mathematically the same 
as, that for magnetism, and the two sections should be com¬ 
pared and associated. 

I. Quantity of Electricity. Units of Quantity 

The method of defining the unit of quantity used in electro¬ 
statics—the absolute or C.G. 5 . electrostatic unit —is similar to that 
used in defining the unit pole (page 56). Investigation shows 
that if two “ charges ” be concentrated at two points the force 
between them varies directly as the product of the charges and inversely 
as the square of the distance between them. Thus if Qj and Qg <i^note 
the charges, d the distance apart, and F the force between them:— 

F is proportional to Z. F = 

where jS is a factor depending only on the medium in which the 
charges are placed, and on the units we decide to adopt. 

Now let the charges be in vacuo (or what is practically the same 
from this electrical point of view, in air), and let F be in dynes 
and d in centimetres. As in the corresponding case in Magnetism, 
it will be convenient to choose the unit charge so that above is 
unity, and this will be so if^ unit quantity he taken as that quantity 
which when placed one centimetre in vacuo {or air) from an equal 
quantity acts on it with a force of one dyne, for if in the equation above 
Qi = Q2 ~ ^ (unit quantity), d ~ \ (cm.), and F = i (dyne), then 
jS == 1. Hence adopting the above as our unit quantity, the force 
in air between two charges Qj and Qg situated d cm. apart is:— 

F = dynes.(i) 

The above unit is known as the '' absolute or C.G.S. electrostatic 
unit quantity/' Hence the C.G.S. electrostatic unit quantity is such 
that if placed one centimetre in vacuo (or in air) from an equal and 
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like quantity repels it with a force of one dyne. The e.s. unit has 
no specific name. 

Another qtjantity unit is empIo5’’ed in current electricity. It is known as 
the " absolute or C.G.S. electromagnetic unit quantity/' is equal to 
30,000,000,000, i.e. {3 X 10^®) electrostatic units, and is defined and explained 
in Chapter X.: this e.m. unit has no specific name, (Note, in passing, the 
number {3 x 10*®): we come to it again later.) 

When electricity began to be used in a practical way it was found that 
the absolute units were either too large or too small for the convenient 
measurement of the various electrical quantities in daily use, and a system 
of practical units was devised, such units being simply related to the corre¬ 
sponding electromagnetic units by some power of lO, Thus the practical unit 
of quantity is known as the coulomb (after the scientist Coulomb), and it is 
16 (or io~^) of the C.G.S. electromagnetic unit: thus the coulomb is of 
(3 X 10^®), i.e. (3 X 10®) electrostatic units. Note that the e.s. unit quantity 
is small compared with the other two. 

The smallest possible charge viz. the electron, — 4*77 X lO"’® e.s. unit 
= 1*59 X io“ 2 ® e.m. unit — 1-59 x io~^* coulomb. 

In (i) above the chaG/f s are in vacuo (or air). For any other 
medium the factor ^ must be introduced: p is really equal to i/K 
where K is the dielectric constant or permittivity of the medium: 
this is defined later. Hence the more general formula is:— 

P ^ I Qi X Qa 

K ' 

For a vacuum K is taken as unity, i.e. the dielectric constant 
of a vacuum is taken as the unit, and when we say that the dielectric 
constant of a substance is 20 we mean that it is 20 times the 
dielectric constant of a vacuum. On this assumption that K = i 
for a vacuum, K for air = 1-00058, which is not so very different 
from unity. From (i) and (2) above it is clear that the dielectric 
constant of a medium may be defined as the ratio of the force between 
two charges in vacuo {or air) to the force between the same two charges 
at the same distance in the medium. 

Another point may be briefly noted at this stage. In defining the e.s. 
quantity unit above the dielectric constant K of vacuo was taken as unity, 
and on this assumption the absolute or C.G.S. electrostatic system of units is 
based. In defining unit magnetic pole (page 57) the permeability ^ of 
vacuo was taken as unity and on this the absolute or C.G.S. electromagnetic 
system of units is based. It will be seen later, however, that these two 
assumptions, viz. that both K and are unity for empty space, are really 
incompatible. In fact, although K and are usually regarded merely as 
numbers and not physical quantities, they are associated with a definite 
physical property. This is dealt with later. 
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As indicated, (i) and (2) above are strictly true only for point 
charges, i.e. two charges concentrated at two points. In the case 
of two charged spheres it can be shown that if the charge on each 
remained uniformly distributed each sphere would act as if its charge 
7vere concentrated at Us centre, and the formula would apply, d being 
the distance between the centres. In practice, however, each charge 
disturbs the distribution of the other, so that the formula above 
does not give the actual force; but the error is small if the Spheres 
are small compared with their distance apart. 

An interesting (and important) fact about, say, the attraction 
between electric charges is that the force does not act really 
instantaneously. Imagine two charged spheres a distance d cm. 
apart, and that one is suddenly dis¬ 
placed: the force on the other would 
not alter instantaneously, but after a 
time djv sec. where v is the velocity loith 
which the electrical disturbance travels. 

In practice, however, v is great: it is 
about (3 X 10^®) cm. per sec., and it is 
interesting to note that this is also the 
velocity of light in empty space. (As a 
matter of fact light is fundamentally 
an electro-magnetic phenomena.) 

Example .—Two small spheres, each of 
mass m grm., are suspended from a point by 
threads, each I cm. long. They are equally 
charged, and repel each other to a distance of 
2d cm. If g = 981, express the charge on 
each in electrostatic units, electromagnetic 
units, and coulombs. 

The forces on the sphere A in the directions indicated (Fig. 175) are:— 

(1) The weight, mg dynes. 

(2) The repulsions, viz. q^l{2d)^ dynes. 

(3) The tension of the thread. 

An examination of the figure will show that the triangle CDA has its sides 
parallel to these forces; hence the forces are proportional to the sides of this 
triangle to which they are parallel. Thus, 

f. 

^d^ _ DA _ _ d . j ^ ^d^mg 
mg “ CD ~ V/* — ^ 


C 





dmg 


e.s. units. 


i.e. q ^ 2d 

(/« - 

In electromagnetic units the charge is g/(3 x 10^®), 
9/(3 X JO*). 


and in coulombs 
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2. Electrical Potential. Units of Potential 

In Chapters I. and V. electrical potential was dealt with in a 
general sense: we come now to the principles on which the measure¬ 
ment is based, viz. its relation to work and energy. 

Consider for convenience a negatively charged brass ball, and 
imagine a single electron detached from it. Uiis electron will be 
repelled by all the other electrons forming the " charge and will 
set off with a certain initial energy under the repulsive force. 
Clearly the greater the charge on the ball the more electrons will be 
repelling the detached one, and the greater will be the initial force 
on it. Further, if the same charge had been on a smaller ball the 
initial force on the detached electron would have been greater for 
the electrons would have been more closely packed on the smaller 
ball, and those on the far side would liave been nearer and more 
effective in the repulsion. Thus the electron acquires more energy 
in being repelled away from a strongly charged ball than from the 
same ball with a less charge, and it acquires more energy in being 

repelled from a small ball than from a 
large ball with the same charge. 

We describe the above by saying 
that a big charge on a body is at a 
'' higherelectrical potential than a 
small charge, and that a given charge 
is at a higher electrical potential if it 
is concentrated on a small body than if it is spread over a large one. 
Clearly, the “ electrical potential of the charged ball determines 
the energy with which a portion, say, of its charge would tend to 
move away from it, and determines also the work which would be 
necessary to bring that portion back again against the repulsive force. 

Of course, remember that the greater the negative potential the "lower" is 
the actual potential of the body, i.e. the more it is below zero: but this is a 
detail. 

Now let A (Fig. 176) be a positive body, no other charge being 
near. On page 135 it was indicated that the potential falls from 
its positive value at A to zero at infinity. (In practice we take the 
earth as zero potential.) Imagine D to be a positive e.s. unit charge 
at infinity. To bring this unit charge from infinity to C, work 
must be done against the repulsion of A, more work must be done 
in bringing it to B, and still more work in bringing it to A. The 
work so done has its equivalent in the potential energy gained in 
virtue of the change in relative position of A and D. 


(±y 


V V 


B C 

Fig. 176, 
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moving the positive unit from infinity 
to C, then Wj electrostatic units is said to be the potential at this point 
C, due to the charged body A; if Wg ergs of work be done in moving 
the positive unit from infinity to B, Wg electrostatic units is the potential 
at B, and the potential difference between B and C is {W2 — 
electrostatic units: the latter is evidently numerically equal to the work 
in ergs in moving the positive unit from C to B. Penally, W3 
electrostatic units ts the potential of the charged body A if W3 ergs of 
work he done in moving the positive unit from infinity ufi to it (compare 
with page 59). 

If the charge at A be negative instead of positive, then no work 
would have to he done in bringing up the unit positive charge, but the 
force of attraction would do work in so bringing it up. Hence, the 
potential at A, B, or C is said to be negative. 

To summarise: —The electrical potential at any point in the field 
surrounding a charged body is represented numerically by the work 
done on or by a positive unit charge in moving from infinity, regarded 
as the zero of potential, to the point in question: the P.D. between two 
points is represented numerically by the work done on or by a positive 
unit charge in moving from one point to the other. Hence the electrical 
potential at a point is one C.G.S. electrostatic unit if one erg of work 
is done on or by a positive electrostatic unit charge in moving from 
infinity to that point: similarly the P.D. between two points is one 
C.G.S. electrostatic unit if one erg of work is done when a positive 
e.s. unit charge moves from one point to the other. This e.s. unit has 
no specific name. 

Another potential unit is employed in current electricity: it is known as 
the “ C.G.S. electromagnetic unit of potential." One electrostatic unit of 
potential is equal to (3 x 10^®) electromagnetic units. (Note again the 
(3 X 10'®.) The e.m. unit is defined and explained later: it has no specific 
name. 

The practical potential unit is the volt (named after the scientist Volta) 
which is equal to of an electrostatic unit: thus the volt is of (3 x lo^'*), 
i.e. 10® electromagnetic units. The volt also is defined later. Note that the 
e.s. unit of potential is greater than the e.m. unit and the volt. 

The warning given on page 61 with regard to magnetic potential may be 
repeated here. The electrical potential is represented numerically by the work 
in ergs in moving unit positive charge: if the work per unit charge is W ergs, 
the “ electrical potential " is W units of potential. 

Again, let Vj == potential at C (Fig. 176) and Vg = potential 
at B; /. V2 ~ Vj = P.D. between B and C = work done (ergs) in 
mo\qng a positive e.s. unit charge from C to B. Now let C and B 
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be close together, and let F dynes be the force on unit charge in 
the small distance CB: then work done (ergs) in moving the positive 
unit from C to B = F x distance BC. Hence:— 

F X BC V, - V,; F = 

Now the right-hand expression is the potential gradient between 
C and B (page 61), and F the force in dynes on the positive unit 
e.s. charge measures the intensity E of the electrical field there in 
e.s. units as will be seen in Art. 8. Hence writing dv for the small 
P.D. Vg — Vj and dx for the very small distance BC we get:— 

E “ — i.e. dv ™ — Jidx, 
dx 


the — ve sign indicating tliat the potential V decreases as the distance 
X from the positive charge at A increases. Hence (cf. page 61) we 

can say the electrical potential at a point is that quantity whose rate 
of change with distance in any direction is numerically equal to the 

intensity of the electrical field in 
: 7 that direction. 


a 
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^ ^ Potential at a 

Point due to a Charge. —An 
cxpi ession for this may be obtained 
in the same way as was done for 
magnetic potential (page 79). The 
point P at which the electrical potential is required is d cm. from 
the charge + Q e.s. units. P, R, S, T . . . Y, Z are points very 
close together, Z being at distance cm. from Q (Fig. 177). The 
medium is air (strictly vacuo). 


Force on unit charge at P ^ 


Q 

OP2 


; Force at R 


Average force between P and R 


Q . 

“ 6r2* 
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and thus the W’ork done in moving a positive unit charge from R 
to P will be given by:— 

Q vx j^p ^ _ V /m? _ nr>\ —. _ 


OP.OR ^ 


OP. OR 


X (OR - OP) 


OP OR 

Similar expressions will be obtained for each of the other short 
steps between R and Z (see again page 79). On adding all these 
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together we get the total work done in moving a positive unit 
charge from Z to P, viz.:— 


\OP 



Q 

os 


)+...( 


Q 

OY 


Q\^Q_Q 

oz) OP bz 


But the work done in moving a j)ositive unit charge from Z to 
P m(‘asures the electrical P.D. between the two points: hence 

P.D. between P and Z ^ e.s. units . .(3) 

If Z be at infinity, Qjd^ is zero, and the work in moving the 
positive unit from infinity to P Q/d. But this measures the 
potential at P: hence for the potential at a point P distance d cm. 
from a charge + Q e.s. units we have:— 

Electrical potential at P =- ^ e.s. units.(4) 


If Q be negative the potential at P is — Q/i. If the medium 
is not air or vacuo but one of dielectric constant K, tlien for the 
force on unit charge, say at P, we would have Q/K (OP^): making 
these changes in the mathematics we get for the potential at P 
the expression ± QjKd e.s. units. 

A proof is neater if the Calculus be used (see page 80):— 



and if “ oc then == o, and the potential at distance d is 
Qjd\ the medium is of course air. 

In the case of a uniformly charged conducting sphere of radius ^ 
r cm., no other charge being near, the lines of force diverge as if 
from a point charge at the centre (Fig. 161), and in fact the sphere 
acts at external points as if its charge were concentrated at its 
centre (Art, i). Hence if Q be the charge, the potential at an 
external point distant d cm. from its centre is Q/d or Q/Kd, and 
the potential of the sphere itself is Q/r or Q/Kr, Whether the 
sphere be hollow or solid the latter expressions give the potential 
not only of the outer surface but also of the whole interior, pro¬ 
vided, of course, there is no charged body inside in the case 
of the hollow sphere. 

Potential is a scalar quantity; the potential at a point due to a 
number of charges is simply the algebraic sum of the potentials 
due to each. 
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Example. —Within a spherical vessel of brass i cm. thick, the external dia¬ 
meter of which is 14 cm., a brass ball 8 cm. in diameter is hung by a silk thread 
so that the centres of the two spheres coincide. If the ball is charged with + 36 
units of electricity, and if the potential of the vessel is 7 units, what is the potential 
of the ball? 

The three radii are 4 cm., 6 cm., and 7 cm. 

If Q be the charge on the outer surface its potential will be Q/7; but the 
potential is 7; 

^ — 7 » Q — 49 units. 

The charge on the ball is -{- 36, therefore the charge induced on the inner 
surface of the vessel is — 36. The potential of the ball is the sum of the 
potentials due to its own charge and the charges on the vessel; thus if V be 
the potential of the ball— 

4 ^ 7 

Note. —In the above the outer vessel has an independent charge. If the 
outer vessel is merely acted on inductively by the charge on the ball the 
outer charge would be -f 36, the potential of the ball would be 

V = + — “■ 84 e.s. units, 

4 (> 7 ^ 

and the potential of the vessel would be 36/7 ==5^ e.s. units. 

If the outer vessel were earthed the charge 4- 36 on its outer surface would 
disappear, its potential would, of course, be zero, and the potential of the 
ball would be 

V = =r 3 e..j. units. 

ACTORS WHICH AfFECT THE POTENTIAL OF A CHARGED CON¬ 
DUCTOR. —From the experiments of Chapter V. and the results of 
the present section it will be seen that the potential of a charged 
body is affected by several factors. Briefly the main facts are:— 
(i) The greater the charge the ‘"greater” the potential. (2) The less 
the size of the conductor the “ greater ” will be the potential due to a 
given charge. (3) The potential depends on the dielectric medium 
being less the greater the value of K. (4) The potential is affected 
by neighbouring conductors and charges, 

(a) Facts (i), (2), and (3) can also be seen from the expression for the 
potential of a charged sphere, viz. V — Q/Kr. 

(b) Fact (2) could also be shown experimentally as follows:—Put a large 
metal pot on the cap of an electroscope, charge a metal ball positively, lower 
it into the pot, letting it touch the inside, and note the divergence. Now 
discharge the electroscope, put a small metal pot on the cap, give the ball an 
equal charge to what it had before, lower it into the pot, and note the 
divergence. The small pot gives the bigger divergence, showing that with 
the same charge the small pot (plus leaves, etc.) is at the higher potential. 
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{c) Fact (3) could also be shown experimentally thus:—Join a charged 
metal ball to an electroscope by a wire and note the divergence. Now 
discharge both, give the ball an equal charge, immerse it in paraffin wax 
(K — 2), and join to the electroscope. The divergence will be less, showing 
that the potential is less. 

{d) Fact (4) was indicated experimentally in several cases in Art. 4 of 
the preceding chapter. 

*'3. Equipotential Lines and Surfaces 

An equipotential surface is the locus of all points having the same 
‘ potential. An equipotential line is the line in which an equipotential 
surface is cut by a plane) in a diagram the equipotential lines are 
the lines in which the equipotential surfaces are cut by the plane 
of the paper. 

Imagine a charge to be concentrated at a point A, then all 
points at the same distance from the charge have the same potential, 
i.e, the equipotential surfaces in this case are a series of concentric 
spheres having their centres at the point A, and the equipotential 
lin :s on a diagram are circles with A as centre. The potential at 
each of the spherical surfaces is different, but for all points on any 
one surface it is the same; that is, work has to be done to move a 
positive unit of electricity from one surface to another, but no 

work is done in moving it from any point on a given surface to 

another point on the same surface. From this it follows that the 
lines of force are normal to the equipotential surfaces, for if no work 
is done in moving electricity from one point to an adjacent one on 
an equipotential surface, then the direction of motion must be 
everywhere perpendicular to the lines of force. 

It is convenient in drawing equipotential surfaces to represent 
them so that unit quantity of work must be done in conveying 

unit quantity of electricity from any one surface to the next, i.e, 

so that there is unit P.D. between them. When so drawn the 
distance between consecutive surfaces increases as the distance 
from the charge increases, for the greater this distance the 
weaker the force exerted by the charge, and therefore the greater 
must be the distance through which it has to be overcome to do 
unit work. 

To map the equipotential lines for a positively charged isolated sphere.— 
Consider the case of a conducting sphere of i cm. radius (in air) charged with 
12 units; the potential of its surface is (V = Qjr) 12 units, and this is also 
the potential of all points inside it. Since r == Q/V the equipotential line 11 
will be a circle of radius r ^ 12/11 *= 1*1 cm. (approx.). The equipotential 
10 will be a circle of radius t =» 12/10 =* i»2 cm.; the equipotential 8 a circle 
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of radius 1*5 cm.; the equipotentials 6* 4, 3, 2, and i circles of 2, 3, 4, 6, and 
12 cm. radius respectively. The equipotential zero is strictly at infinity. 
Fig. 178 represents this. 

Fig. 179 gives the lines for two like charges in the ratio 4 : i, the dotted 
curves being the equipotentials and the continuous ones cutting them at 
right angles the lines of force: these latter are the same as in Fig. 164. 

Fig. 180 shows (roughly, to make the idea clear) the general effect on the 
shape of the equipotentials of bringing an insulated uncharged conductor B 
into the field of the charged sphere A. The former is acted on inductively 
and acquires a certain definite potential, assumed V in the figure; thus the 
whole conductor B forms part of the equipotential V in the figure, and the 
other equipotentials are distorted as shown. The point a has now a potential 

lower than V^, whereas before 
the introduction of B its 
potential was higher than Vj; 
this is due to the fact that 
there is an induced negative 
charge at X. The point b has 
now a potential higher than 
Vg, \ hereas before the intro¬ 
duction of B its potential was 
lower than V^; this is due 
to the fact that there is an 
induced positive charge at Y. 
If B in Fig. i8o be earthed it 
forms part of the equipotential 
zero, the potential of A .is 
lowered and all the equi¬ 
potentials between zero and 
the value for A are crowded 
in between A and B; the 
positive charge on B has dis¬ 
appeared and an increased 
negative charge has appeared 
at X. (In Fig. 180 the two horizontal lines are merely the top and bottom 
borders of the diagram.) 

It follows that two equipotentials cannot cut each other for the 
point of intersection would have two different potentials. 

A little consideration will show that an equipotential can cut 
itself, but only at a null point (see Fig. 179). 

Equipotential lines are similar to the contour lines on a map, 
for the latter join all points which are at the same height or le^el 
above the zero level which, of course, is taken as sea-level: a 
contour line may be said to be an equipotential line from the point 
of view of gravitational potential. 
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4. Electrical Capacitance or Capacity. Units of Capacitance 
We have seen that the potential produced in a conductor by a 
given charge varies with the size of the conductor; thus, if a charge 
of + 20 e.s. units be given to a sphere (in air) of 10 cm. radius, the 
potential of the sphere will be 20/10, i,e, 2 e.s. units, but if the 
same charge be given to a sphere (in air) of 4 cm. radius the potential 
will be 20/4, i.e, 5 e.s. units. Further, if the same charge be given 
to any two conductors differing in size 
or form different potentials will be pro¬ 
duced in these conductors. 

These facts are expressed by saying 
that different conductors have different 
electrical capacities or capacitances. 

Suppose a charge of 100 units causes 
the potential of a conductor to be 25 
units, then 100/25, i.e. 4, is said to 
measure the capacitance of the con¬ 
ductor. Expressed in general terms, if 
a charge Q raises the potential of a conductor to V the capaci¬ 
tance C of the conductor is measured by the expression:— 

Capacitance or Capacity = ^ = y- 

Thus the capacitance or capacity of a conductor is measured by 
the charge given to it divided by the potential which that charge 
produces. Another way of putting it is to say that the capacitance 
or capacity of a conductor is numerically represented by the amount 

of charge necessary to make it 
at unit potential.*' Thus in the 
example above, the capaci¬ 
tance of the conductor is 4 
units of capacitance, and 4 is 
also the charge in quantity 
units which will make the 
potential one unit of potential. 
In the relation above, if Q = i e.s. unit and V == i e.s. unit, 
then C = I e.s. unit: hence a conductor has a capacitance of 
one absolute or C.G.S. electrostatic unit if the electrostatic unit, 
quantity raises its potential by one electrostatic unit: this e.s. unit 
of capacitance has no specific name. ^ 

The newer name capacitance is in agreement with the British 
Standard Glossary, and, scientifically, it is better than capacity, for 
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the latter has a large number of other uses. Capacity is, 
however, still widely employed, so that in this book no hard and 
fast rule will be followed—for simplicity we will take the two terms 
as synonymous. 


Another capacitance unit is known as the absolute or C.G.S. electro¬ 
magnetic unit," and it is equal to (9 X lo^o), i.e, (3 x 10^®)* electrostatic 
units: this e.m. unit has no specific name (note again the (3 X 10'®)). 

The practical unit of capacitance is called the farad (after Faraday), and 
it is equal to io~®, i.e. i/io®, electromagnetic unit: it is therefore equal to 
i/io® of (9 X 10^®), i.e, (9 X 10^^) electrostatic units. The farad is dealt 
with later, but it may be mentioned here that a conductor has a capacitance 
of one farad if a charge of one coulomb raises its potential by one volt: thus:— 


I farad == 


I coulomb 
I volt 


i/io e.m. unit 
10® e.m. unit 


I 

10® 


e.m. unit. 


I farad = 


I coulomb 
I volt 


(3 X 10®) e.s. unit 
1/300 e.s. unit 


— 9 X 10^^ e.s. unit. 


Although the farad is the true practical unit of capacitance, it is, for 
many practical purposes, much too large a unit, and another, the micro¬ 
farad^ which is one-millionth of the farad, is often employed: thus the 
microfarad is equal to (9 x 10^*)/10*, i.e. (9 X lo*^) or 900,000 electrostatic 
units. Sometimes a still smaller unit, the micro-microfarad, which is one 
millionth of the microfarad, is used. In practice the symbol F is often used 
for farads, /xF for microfarads (unit often used in wireless), and ^^F for 
micro-microfarads. 

Note that the electrostatic unit of capacitance is small compared with the 
e.m. unit, the farad, and the microfarad. Note, too, that the definition of 
capacitance does not state that capacitance is the charge necessary to produce 
unit potential, but that it is numerically represented by the charge. 


It is advisable tc| remember three forms of the algebraic relation 
given above, viz. :— 


C 


Q 

V’ 


Quantity 

t.e. Capacitance = ^ - . v 
^ Potential 


( 5 ) 


V = PotenUal = -.(6) 

C Capacitance , 

Q = CV, i.e. Quantity = Capacitance x Potential .(7) 

If C be the capacitance of a conductor in air, a charge of C e.s. 
units will raise its potential to i e.s. unit in air. If the conductor 
with this charge C be now immersed in a medium of dielectric 
constant K, its potential will be i/K of what it was in air (Art. 2). 
To bring it up to unit potential in this medium the charge must be 
increased K times, i.e. a charge KC e.s. units will be necessary to 
raise its potential to i e.s. unit in this medium. Hence, if C be 
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the capacitance of a conductor in air, its capacitance in a medium of 
dielectric constant K is KC e,s. units. 

We have seen (Art. 2) that if Q e.s. units be given to a spherical 
conductor of radius r cm., embedded in a medium of dielectric 
constant K, the potential is Q/Kr e.s. units. If C denote its 
capacitance in this medium its potential is also given by the expres¬ 
sion Q/C; hence C — Kr. With air as medium K is unity, and 
this reduces to C = r. Hence the capacitance of an isolated spherical 
conductor in air is, in e.s. units, numerically equal to its radius in 
centimetres (this means that if the radius is 5 cm. the capacitance 
is 5 e.s. units of capacitance, not 5 cm.): in a medium other than 
air, the capacitance, in e.s. units, is numerically equal to its radius 
in centimetres multiplied by K. 

It follows from the above that an isolated spherical conductor 
of I cm, radius in air has a capacitance of one electrostatic unit. 
That the practical unit of capacitance, the farad, is a very large 
unit, will be gathered from the particulars given on page 170: it 
can also be seen from the fact that a spherical conductor would 
have to have a radius of about 5| million miles to have a capacitance 
of one farad. (Verify this.) 

If two conductors charged to different potentials are brought 
into contact, they take up a common potential and share the 
combined charge in direct proportion to their capacitances; for 
example, if two conductors of capacitances 3 and 5 are made to 
share their charges, the first takes | and the other f of the combined 
charge. If two conductors A and B of capacitances Q and Cg be 
charged to potentials and Vg respectively, then on being placed 
in contact they will take up a common potential V given by 

CiVi+CgVg= (Q+Cg)V; 

/. Common potential = V == —"XT”' 

“r t-'g 

for the expression CiVi + CgVg gives the quantity of electricity 
before contact, and (Cj + Cg) V expresses the same quantity after 
contact and redistribution of the charge (there is no loss of charge). 
Further, if be the charge on A after sharing and Qg be the charge 
on B, then the potential of A is Qi/Cj and of B it is Qg/Cg. But 
the potentials are the same, viz. V: hence:— 

Qi Q2. . Qi _ ^. • Charge on A _ Capacitance of A 

Q Cg' ’ * Q2 Cg' ’ Charge on B Capacitance of B 
That is, the charges are proportional to the capacitances. 
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Examples.—(1) A spherical conductor of 5 cm. radius and charged to a 
potential of 100 units, is placed inside a larger uncharged spherical conductor 
a/ 10 cm. radius, and made to touch its inner surface. Find the potential to 
which the larger conductor is raised (the medium is air). 

Here all the charge of the smaller sphere (i.e. 5 x 100 — 500 units) 
" passes to the larger." Hence if V = required potential of the larger sphere: 

10 X V = 500; V = 50 e.s. units. 

(2) The smaller conductor of Example (i) after having been discharged by 
contact with the inner surface of the larger conductor, is taken out and connected 
with the latter by a long thin wire. Find the common potential which the 
conductors attain, and the charge on each. 

The total capacitance when they are joined is (5 -f 10) = 15 units. The 
total charge is the charge which was originally on the small sphere, viz. 
5 X 100 = 500 units. Hence if Vj be the common potential:— 

15 V, = 5°o; V, = w>5“ = 33-3, 
i.e. common potential — 33-3 e.s. units. 

Again, if A be the smaller conductor and B the larger wc have:— 
C^rg^on A ^ Capacitance of A _ 5 i 
Charge on B Capacitance of B “ 10 2' 

Charge on A ^ ^ of total = J X 500 — 1667 e.s. units. 

Charge on B = J of total == f X 500 = 333'3 e.s. units. 

{3) Compare the forces between two small spheres charged to the same potentials 
(a) in air, (b) in a medium of dielectric constant K. 

If and Q2 denote the charges in air, and d the distance apart— 

Force in air = 

a* 

When in the medium the capacitance of each is increased K times, so that 
the charge on each must be increased K times to bring it up to the same 
potential as it was in air, i.e. the charges must be KQj and KQg respectively. 
If the spheres were in air with these charges, the force would be— 

d^ 

but, as they are in a medium of dielectric constant K, the force is i/K of this, 

/, Force in medium — Q2, 

K d^ d^ 

Note in (3) above that if the potentials of the spheres are the 
same in the medium as they were in the air the force is K times 
greater in the medium. If the charges are the same in the medium 
as they were in air the force is K times greater in the air (Art. i). 

Factors which Affect the Capacitance of a Conductor.— 
From the experiments of Chapter V. and the results of the present 
section it will be noted that:—(i) The greater the size the greater 
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the capacitance. (2) The capacitance depends on the dielectric 
medium being greater the greater the value of K. (3) The capaci* 
tance is affected by neighbouring conductors. 

(a) Facts (i) and (2) can also be seen from the expression for the capacitance 
of a spherical conductor, viz. C = r or C = Kr. 

(ft) Fact (i) can also be seen thus:—ABCD is a sheet of tin-foil mounted 
on a roller (Fig. 181). Charge the sheet and note the divergence. Now 
roll it up a little so as to lessen the surface area (charge is on the surface): 
the divergence is greater. Thus the same charge produces a greater potential 
when the area is small, i.e. less charge is necessary to produce the same 
potential: the capacitance is therefore less when the area is less. 

(c) Fact (2) may also be shown experimentally as follows:—Take two 

equal brass balls A and B (fitted with insulating handles), join them by a 
long thin wire, embed B in paraffin wax, and charge A. The charge is shared 
and they come to the same potential. Remove the wire (using insulating 
tongs) and then bring them in turn into a metal pot on the electroscope. 
B causes the bigger divergence. B in wax therefore took a bigger charge 
than A did in the air to bring it to the same _ 

potential: hence the capacitance of B is 
greater when it is in wax than when it is in air. 

(d) Fact (3) was indicated by several f 
experiments in Chapter V. Thus in Fig. 140 
the potential of C is lowered when AB is 
brought near, and more so when AB is 

earthed (Fig. 143); hence C will now require jgj 

a bigger charge to bring it up to the same 

potential as before, i.e. the capacitance of C is greater when AB is near. 



Fig. i8i. 


5. Energy of a Charge 

Consider a conductor charged with + Q e.s. units to a potential 
V e.s. units. By the statement that the electrical potential of the 
charged conductor is V e.s. units we mean that V ergs of work 
would have to be done to bring a positive e.s. unit of electricity 
from infinity up to the surface of the conductor when the conductor 
is so charged, i.e. has its full charge Q e.s. units. The charged 
conductor is, of course, a source of “energy'*: thus if the finger 
be brought near, a spark is obtained and the conductor is discharged, 
i.e. the original energy of the whole charge is converted into heat 
and light and part is used in setting up the air vibrations which 
constitute sound. Now when we speak of the “ potential energy 
of the charge " (or discharge) we are referring to this total energy 
which is the equivalent not of the work done in bringing a positive 
unit from infinity to the surface when the charge Q is already there. 
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but of all the work done in charging the conductor with a total 
charge Q units during which process the electrical potential rises 
from zero to the value V. 

A.n expression for the energy of the charged conductor might be 
obtained in an approximate elementary way as follows. Imagine 
a conductor without charge, and picture the charging process to be 
done by bringing up successive equal very small positive charges (or 
we might say units) from infinity until the potential is raised from 
zero to a value V electrostatic units. The electrical potential at 
any moment is always directly proportional to the charge which 
the conductor has at the moment. Hence the average potential 
during the process is V/2, and this represents by the definition of 
Art. 2 the average work, in ergs, in putting on a unit charge. If 
the total charge given to it is Q electrostatic units, the total work 
done in charging is Q X V/2, ix. iQV ergs. This represents the 
potential energy of the whole charge or the work which can be 
obtained in discharging; hence, employing electrostatic units, the 


energy of the charge is given by— 

Energy = |QV ergs .(8) 

= JCV X V = ^CV* ergs .(9) 

= iQ? == ergs.(10) 


In the above Q, V, and C are in e.s. units, and the energy is in 
ergs. If Q be in coulombs, V in volts, and C in farads, the three 
expressions above will be in joules (i joule = lo"^ ergs). To get 
the energy in foot-pounds multiply the joules by *7375. 


The above is readily seen: thus taking (8) and assuming Q in coulombs 
and V in volts, we have;— 

Energy == i X Q X (3 X 10®) X V x 3 = iQV x 10’ ergs = iQV joules. 


A more exact proof of the energy expressions above is obtained 
by a simple application of the Calculus. If q be the charge at any 
instant during the charging and v the potential, then to bring up a 
further very small charge dq requires work v.dq. Hence for the 
total work in charging (and therefore the energy of the charge— 
or discharge) we have:— 


(•Q pQ ^ I rQ 

Energy = J v.dq == I g q q.dq= 


I r?!.T_ 5 Q* 

C L2 Jo 2 C 


i.e. Energy == ^ ^ = icV* = ^ QV ergs. 
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Care should be taken to avoid the popular mistake that " electricity " is 
a form of energy. Just as in order to confer energy upon water some portion 
must be at higher or lower pressure or level ” than its surroundings, so in 
order to confer energy upon electricity some portion must be at a higher or 
lower potential than its surroundings; energy equals multiplied by 
and if V =4 (^energy = o, however great Q may be. It should also be noticed 
that all enWgy is of the same essential nature whatever form it takes or 
whatgwr its roiirce: the energy of a charged metal ball is as truly mechanical 
as tfiat otf'^morse or an engine and is measured in the same units—ergs, joules^ 
foo^pounds^tc. 


6. Loss oij Eitergy on Sharing Charge 

We have se^ that if two, say like, charged conductors be at 
different potenti^, then on joining them electrons will flow from 
the one at the lowW potential to the other until they come to the 
same potential: in wier words, the charge is " shared '' and the 
potentials equalised, >but the total quantity is the same before and 
after sharing. On theVther hand, there is always a loss of energy 
in such cases: the lossVppears as heat in the connecting wire or 
appears as a spark. Fin^consider a simple numerical example:— 


Example. —A sphere A of radius 5 cm. and charge 20 units shares its charge- 
with a sphere B of radius 10 cm.\Find the loss of energy. 

I 400 « 

= 40 ergs. 


I O 

Original energy of A 


Final energy of (A -f B) 


Loss of energy on sharing 



—, = I3i ergs; 


1 400 

2 Tio +”5) 

le charge == 26j ergs. 


Now consider the general case. C^ing the conductors A and 
B, let Cl = capacitance of A and Vj ==\ts potential: let Cg and 
Vg denote the same for B: let V = the couSmon potential of A and 
B when joined, and let Q be the charge '\which has “ passed 
say, from A to B. Theloss '' of charge Q hask^wered the potential 
of A from Vj to V, and the “ gain of Q has r^sed the potential 
of B from Vg to V: hence:— 


Cl 


Q = c, (V, - \ 


C* — y 


V, - V’ 

Q 


\ 


V*’ 


Q 


i.e. C,Vi - CiV = CaV - C^Wg -. .\ V = 


c* (V - Va). 

CiV, + CaVa 


Cl + c. 

Now original energy of A and B = iCjV,* + |CaVa*. 
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f^CjVi -f- ^2^2^® 


Final energy = J (Q + Cg) ^ ^ 

Decrease in energy == + iCaVg*) ~~ ^ 


/ ^ “c, + Ca" “* 

(QV, + C2V2)\ 


C, + C2 ' 

^1 + ^^2 

This expression is always positive whatever the sign of and 


/. Decrease in energy — J 

pression is always positive ^ 

Vg! hence there is always a decrease in energy in such cases. 


7. Surface Densities of Uniformly Charged Spheres 

Following directly on principles already explained, there is 
nothing new or difficult in the statements below: we draw atten¬ 
tion to them as the expressions are often required in problems. 

Consider an isolated sphere charged with Q units: the distri¬ 
bution of charge is uniform. Let r be the radius (cm.) and p the 
surface density: then:— 


P 


Quantity _ Q 
Surface area 47 rr^ * 




Again consider two spheres A and B placed at a considerable 
distance apart, joined by a long thin wire, and charged. Let 
Qi = charge on A, r^ == radius of A, pi = surface density of A, and 
let Qg, r2, and p2 apply to B. Now if V = common potential 


_ Kr, ^ 

Q2 CgV Cg ^2 

thus the charges are directly as the radii, as was to be expected. 
Further:— 

P2 ' ^ 2 " h 

thus the surface densities of the charges are inversely as the radii, as 
was also to be expected. 


8. Field Strength or Intensity. Unit Electric Field 

(i) It has been* agreed that the strength or intensity in electrostatic 
units of an electric field at any point be represented numerically by 
the force in dynes on a positive electrostatic unit charge placed at the 
point, it being assumed that the positive unit charge itself does not 
•disturb the field: the direction of the field is the direction in which 
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Insulators for the National Electricity Supply Scheme being tested at the National Physical 
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the force on the positive unit acts. Thus an electric field has an 
intensity of one C.G.S. electrostatic unit if it exerts a force of one 
dyne on a positive electrostatic unit charge, and a field of intensity 
E electrostatic units is one which exerts a force E dynes on an e.s. 
unit charge: if a charge q e.s. units be put in a field of intensity 
E e.s. units the force F on the charge is given by: F = 'Eq dynes. 

It follows that the intensity (E) at distance d cm. from a point 
charge + Q e.s. units, or at a distance d cm. from the centre of a 
uniformly charged splierical conductor having a charge of + Q e.s. 
units {d being greater than the radius of the sphere), is given by 

E ~ -^e.s. units or E = vR. units.(ii) 

(the medium in the first case being air, and in the second one of 
dielectric constant K), for these are the forces in dynes on the 
e.s. unit charge (the field inside the sphere is, of course, zero). 
The e.s. unit field has no specific name. 

To find the intensity E at a point due to a number of charges we imagine 
a unit positive charge placed at the point, calculate the force on this unit 
positive charge due to each of the others, and then find the resultant by the 
parallelogram of forces. 

The warning given on page 58 may be repeated: the definition means 
that if the force on unit e.s. charge is, say, 8 dynes, the intensity is 8 C.G.S. 
electrostatic units of intensity, not 8 dynes. 


(2) As in the case of the magnetic field and magnetic potential, 
so here the conception of electrical potential (V) leads to a definition 
of field intensity (E). On page 163 it was shown that if Vj = the 
potential at C (Fig. 176) and Vg — the potential at B, then if the 
points are near together and E — field intensity in the space 
between them, we have (neglecting sign):— 


E = 


Z2 - - Yi 
CB ^ 


i,e, E — 


dv 

dx 


(numerically). 


The right-hand side gives the potential gradient between B and 
C; hence the intensity at a point in an electrical field is numerically 
equal to the potential gradient at that point. It follows that the 
field intensity is greatest where the potential gradient is steepest 
{i.e. where the rate of variation of potential with distar^ce is greatest) 
or, what amounts to the same, if the equipotential lines of the field 
be mapped out, the field intensity is greatest where the lines are 
nearest together. 
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Examples.—(i) ABCD is a square of 2 cm. sides. Charges o/ -f- 4, — 4, 
and -f 8 electrostatic units are placed at the points A, C, and D. The medium 
is air. Find the intensity of the field at B (Fig. 182). 

(1) Force at B due to A ■ - ™ i dyne in the direction AB. 

Let BG repiesent this iorcc. 

(2) Force at B due to C =- - = i dyne in the direction BC. 

Let BH represent this force. 

8x1 

(3) Force at B due to D ~ ' = i dyne in the direction DB. 

Let BL represent this force. 

The resultant of (1) and (2) \s V2. dynes represented by BM, and the 
resultant of this and (3) is represented by BN and is equal to V3 dynes 
(since BN 2 BIVP -j- BL^); hence 

Intensity at B •— ^3 e.s. units (and the direction is BN). 


(2) A charge of + 10 e.s. units moves along 
a line of force in a uniform, field from a point 
A to a point B. Jf the distance AB be 4 cm. and 
the work done be 1500 ergs, find the P.D. between 
A and B and the intensity of the field. 

Work in moving 10 e.s. units ~ 1500 ergs; 

,, ,, ,, I e.s. unit — 150 ergs, 

i.e. P.D. = Vg — Vj -- 150 e.s. units; 


L 



Potential gradient — -^ — = 37-5, 

4 4 

i.e. Intensity E — 37-3 e.s. units. 

Again : Force on the cliarge 10 e.s. units = loE dynes. 
Work done = Force x Distance — (xoE x 4) ergs = 40E ergs, 
i.e. 40E — 1500; E = 37*5 e.s. units. 


(3) The conception of electric lines and tubes of force and 
induction in an electric field referred to on pages 149-154 leads to 
another method which might be used in defining field intensity: the 
various unit tubes in electrostatics are dealt with in the next section. 


9. Electric Tubes of Force and Induction 

In electrostatics the following unit tubes are employed. The 
student will note that the first two correspond to those dealt with 
in Magnetism: the third—Faraday tubes—has no exactly corre¬ 
sponding conception in Magnetism but it is most convenient in the 
study of electrostatics. 
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(1) Maxwell Unit Tubes of Force. —Consider, say, a point 
charge Q e.s. units in a medium of dielectric constant K, and 
imagine a spherical surface of radius r cm. drawn in the field, the 
charge Q at the centre; the intensity of the field at any point on 
the surface of this imaginary sphere is Q/Kr^ C.G.S. units. Now 
'picture the electric lines grouped into bundles or unit tubes in such 
a way that 47rQ/K unit tubes emanate from the charge Q (or in 
other words that 47r/K tubes emanate from unit charge) in this 
medium; these are called Maxwell unit tubes of force. 

These tubes all pass through the sphere, and since the area of 
this spherical surface is it follows that 

Number of Maxwell Tubes of I __ 477Q _ Q 

Force per unit area j K . ~ 

But this last expression gives the intensity of the field in 
electrostatic units; hence, the intensity (E) in C.G.S. units is repre¬ 
sented numerically by the number of Maxwell unit tubes of force per 
unit area. Thus we can say that a field has an intensity of one 
C.G.S. electrostatic unit if it has one Maxwell unit tube of force 
per unit area taken perpendicular to the direction of the field. In 
air (strictly vacuo) K is taken as unity and the number of Maxwell 
tubes from a charge Q is 47rQ, and the number from unit charge is 477. 

Note that the intensity (E) at a point on the sphere, viz. Q/Kr®, multiplied 
by the cross-scction of the Maxwell unit tube of force at the point in question, 
viz. ( 47 rr^ -r 47rQ/K), i.e. Kr^jQ, is unity, i.e. a constant, and the same applies 
to other spherical surfaces. Thus the intensity at any point in a unit tube 
varies inversely as the cross-sectional area of the tube at that point. 

(2) Unit Tubes of Induction. —The intensity (E) at any point 
on the sphere is Q/Kr®, i.e. it involves Q, r, and the dielectric constant 
K. It is convenient (as in Magnetism, page 85) to have another 
quantity whose component in any direction and in any medium is 
K times the component of the electric intensity in that direction, 
and this quantity is termed the electric induction (N): thus the 
induction N at the point considered above is KE, i.e. Qjr^. 

Now imagine the electric lines to be grouped into tubes in such 
a way that 47 tQ unit tubes emanate from the charge Q whatever the 
medium {i.e. 477 unit tubes emanate from unit charge); these are 
called unit tubes of induction. They all pass through the surface 
of the sphere; hence:— 

Number of Tubes of In-| _ 47rQ __ Q _ tt / Q \ 
duction per unit area j ” 7^ ““ \K^ / 
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But Qjr^ is the induction, so that the induction (N) is represented 
numerically by the number of unit tubes of induction per unit area. 

Further, Q/Kr^ is the intensity (E) which is numerically repre¬ 
sented by the number of Maxwell tubes of force per unit area: hence 

Induction — K x Intensity, i.e. N “ KE; 

/. Tubes of Induction] __ j K X Maxwell Tubes of Force 
per unit area / | per unit area 

and the intensity (E) at any point may he said to he represented 
numerically hy the number of tubes of induction per unit area divided 
hy K. In air (strictly vacuo) K = unity, and Maxwell tubes of 
force and tubes of induction are identical. (Compare magnetic 
theory B = /aH: here N == KE.) 

Note that the dielectric constant K of a medium may be defined 
as given by the ratio of the induction (N) to the intensity (E) 

Note also that the induction (N) at the sphere, viz. Qjr^, multiplied by the 
cross-section of the unit tube of induction (47rz® 47 tQ), i.e. r^jQ, is unity, 

i.e. a constant, and the same applies to other spherical surfaces. Thus the 
induction at any point in a unit tube of induction varies inversely as the 
cross-sectional area of the tube. Similarly the intensity (E) varies inversely 
as the cross-sectional area. 

(3) Faraday Unit Tubes. We have seen that the vector 
quantity induction (N) is that quantity whose component in any 
direction at any point is K times the component of the field intensity 
(E) in the same direction (N == KE). Now it is convenient in 
electrostatics (as will be seen presently) to have another quantity 
which is not K times the intensity, but K/47r times the intensity, 
i.e. it is closely related to the induction, the numerical measures of 
the two differing only by the constant factor 1/477. This quantity 
is called the electric displacement (D) or polarisation (this latter is 
perhaps the better name), so that D == KE/47r. The term strain is 
sometimes used in connexion with it (from an analogy to the strain 
in an elastically strained sohd). 

It is somewhat confusing to a beginner having two vector 
quantities, induction (N) and displacement (D), related to each 
other so very closely and differing only by a constant factor: but 
both are important and must be learned. 

Now reverting to the point charge Q at the centre of the 
spherical surface of radius r, imagine the electric lines grouped into 
tubes in such a way that Q unit tubes always emanate from a charge 
Q whatever the medium, and therefore one unit tube from unit 
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charge. These are called Faraday unit tubes (sometimes they are 
called Faraday tubes of induction: we shall call them simply 
Faraday tubes to avoid further confusion for the beginner). They 
all pass through the sphere: hence:— 

Number of Faraday Tubes) __ Q _ ^ / 9 \ 
per unit area J "" ^ 7 ^ "" 477 [Kr^/’ 

But Q/Kr^ gives the intensity (E), hence intensity at any point 
may he said to he represented numerically hy the number of Faraday 
tubes per unit area multiplied by 47 r/K. In air this multiplier 
becomes 477. Clearly, also, a Faraday unit tube contains 47r/K 
Maxwell tubes of force. 

Again Q/47rr2 — (t/ 4 ^) X (Q/^^) ~ N/47r for Qjr^ is the induc¬ 
tion (N): hence the induction (N) is represented numerically by the 
number of Faraday tubes per unit area multiplied by 47r. Clearly, 
also, every Faraday unit tube contains 47 r tubes of induction. 

Finally, Q/47rr^ = (1^/477) (Q/Kr^) = (K/47T) E gives the electric 
displacement or polarisation (D): hence the polarisation or displace¬ 
ment (D) is rep ented numerically by the number of Faraday unit 
tubes per unit area. 

Note that the polarisation (D) at the sphere, viz. (K/47r) X (Q/Kr^) and 
Ql^nr^, multiplied by the cross-section of the Faraday tube, viz. is unity, 

i.e. a constant. Thus the polarisation, or displacement (or strain) at any point 
of a Faraday tube varies inversely as the cross-sectional area of the tube. 
The same applies to the intensity (E). 

Summarising, 47rQ/K Maxwell unit tubes of force, 47rQ unit tubes 
of induction, and Q Faraday unit tubes emanate from a charge Q 
whatever the medium (but see the remarks about tubes 0/ force in 
Art. 17 when two dielectrics are concerned). Further, the intensity 
(E) is measured by the number of Maxwell unit tubes of force per 
unit area, the induction (N) by the unit tubes of induction per 
unit area, and the polarisation or displacement (D)—or strain—by 
the Faraday unit tubes per unit area. 

We can treat the above in a slightly different way which is 
perhaps more satisfying to the mathematically minded. Imagine 
the lines from the point charge Q at the centre of the imaginary 
spherical surface of radius r to be grouped into B equal bundles 
{where B is an arbitrary number at present), each subtending the 
same solid angle w at Q. Each bundle cuts the same area, viz. 
r^u) at the sphere, so that the area of the sphere is Br®w: but the 
area of the sphere is 477^2; 

Br^ctj == 47 rr^, i.e, B = 477/cu, 
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and as the cross-section of each bundle at the sphere is :— 

Number of bundles per unit area == 

Now the intensity (E) at the sphere is Q/Kr^, and we can arrange 
that E is measured by the number of bundles per unit area by choosing 
B so as to make these equal: thus if:— 


r^ix) Kr^ (JO 


Q 

K’ 


then B 


477 

to 


4 ^Q 

K ' 


and the bundles are our Maxwell unit tubes of force ((i) above). 

Further, the induction (N) is KE “ Qjr^, and we can arrange 
that N is measured by the number of bundles per unit area by choosing 
B so that:— 


I __ Q . 

r^ijo r^* 



B = 47rQ, 

(JO 


and the bundles are our unit tubes of induction ((2) above). 

Finally, the displacement or polarisation (D) is KE/47r, and we 
can arrange that D is measured by the number of bundles per unit area 
by choosing B so that:— 

-L = — = ^ i.e. - = ^ B - = Q, 

r^(jo 477 477;^^ (JO 477 (JO 

and the bundles are our Faraday unit tubes ((3) above). 

Clearly, then. Maxwell (unit) tubes of force are associated with 
electric force or intensity (E) in the same way as tubes of induction 
are associated with the induction (N) and in the same way as 
Faraday tubes are associated with the polarisation or displacement 
(D) in the dielectric (or the strain). 


We have seen that when electric force acts on a conductor, 
electricity (electrons) continues to move as long as the electric force 
acts, but that in the case of a dielectric it is assumed that there is 
merely a slight displacement of the opposite charges in the atoms 
relative to each other which soon reaches a limiting value (propor¬ 
tional to the force producing it): an opposing influence is thus set 
up which balances the displacing force. Maxwell used the name 
displacement to denote the electricity ” which crosses unit 
area of a dielectric owing to the electric intensity at that point. 
Thus considering any section of a tube, it will be polarised,’' i,e. 
opposite sides will be oppositely charged. Throughout the tube 
the face of each section will be neutralised by the opposite charge 
on the adjoining face of the next section so that <^nly the ends of 
the tube where it rests on ‘‘ charged conductors will exhibit 
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“ free charges/' positive at one end, negative at the other. The 
amount of charge gathering on unit area of the conductors, i.e. the 
density />, may therefore be taken as a measure of the polarisation 
or displacement (D) just outside the conductors. In the same way 
the polarisation or displacement at any point in a medium is measured 
by the density p which would appear on a conducting surface placed 
at that point, it being assumed that the conductor's insertion there 
does not alter the existing polarisation or displacement. But the 
charge p per unit area is equal to the number of Faraday tubes per 
unit area; hence the number of Faraday tubes per unit area at any 
point is a measure of the polarisation, or displacement, at that point, 
as already stated. 

It has been mentioned that the term strain is sometimes used in 
connexion with the displacement or polarisation in a dielectric: 
further, we saw in Chapter V. that the dielectric medium between 
charges (or, as it was quite early assumed, the aether of the 
medium) is often said to be electrically “ strained " somewhat 
resembling a strained elastic solid. In the case of an elastically 
strained solid it is proved in books on mechanics that the energy 
stored per unit volume is given by the expression J stress X strain, 
the elastic stress being measured by the force per unit area which 
is applied, and the elastic strain by the distortion produced. Now 
it will be proved presently that in the case of a dielectric medium, 
if the medium be the seat of the energy, the energy per unit volume 
is given by the expression iE.D, where E is the electric intensity 
(measured by the tubes of force per unit area) and D is the polari¬ 
sation or displacement (measured by the Faraday tubes per unit 
area). Assuming, then, an analogy with the elasticity case, if E 
corresponds to stress in the field, D is the corresponding strain and 
is represented numerically by the Faraday tubes per unit area: 
hence the student will often come across the omnibus " expression 
displacement, polarisation, or strain." 

It is interesting to note in connexion with the idea of displacement, etc., 
in a dielectric that if a number of mica (dielectric) sheets be pressed together 
between two end metal plates and the latter be strongly charged, one positively 
the other negatively, so that electric tubes pass along from plate to plate, 
then on taking the arrangement to pieces every mica plate will be found to 
have one side positive, the other negative. 

In the hands of Physicists of the nineteenth century the concep¬ 
tion of '' aether and strains " proved very fruitful. It explained 
many facts in all phases of electrical (and magnetic) work, it led 
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to the prediction and subsequent discovery of wireless, and it led 
Maxwell to show that light is an electromagnetic phenomena. 
And although for reasons which cannot be explained in this book, 
the tendency nowadays is to treat electrical problems in terms of 
the “ charges ” (excess and deficit electrons) rather than in terms 
of any medium surrounding them, it is necessary for the student 
to consider both aspects of the problem and, in some phases at 
least, to keep an open mind on the question in his early stages. 

Before leaving this section note again the following relations 
which are frequently required in problems: E == intensity, N = 
induction, D =•= polarisation or displacement. 


N 

D “ — ; N 

47r 


10. Gauss’s Theorem 

This theorem ap])lied to electrostatics is proved in the same 
way as the corre¬ 
sponding theorem in ^ £ 

Magnetism (page 
86). Consider a 
point P on any closed 
surface surrounding 
a point charge Q at 
O (Fig. 183), and let 
ta: be a small area at 
P containing the 
point. Let E denote 
the electrical inten¬ 
sity at P, and let a 

be the angle between the direction of the force and the outward drawn 
normal to the surface a at the given point. The component of the 
force along the outward drawn normal is E cos a, and since induction 
K X intensity, the induction in this direction is KE cos a. The 
product KE cos a X a is the flow of induction across the small area 
a. The total flow of induction or the total normal electric induction 
or the total flux over the whole closed surface is obtained by 
supposing the whole surface to be divided up into a very large 
number of small areas such as a, and summing up the values of KE 
cos a .a for all these areas, i.e. the total normal induction is the surface 
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integral of the quantity KE cos a.a over the whole surface. Writing 
T.N.E.I. for the total normal electric induction we have 


T.N.E.I. Ki:E cos a.a. 

Now considering the area a we have (writing OP = r):— 

Normal Induction over a = KE cos a.a = cos a.a, 

Kr^ 

-T 1X1 • a.a _ 

i.e. Normal Induction over a = Q Qco 

for cos a.ajr^ the solid angle subtended at O by the area a ^ co. 
Hence for the whole closed surface we have:— 

T.N.E.I. = ~ ~ 4 ^Q .(^2) 

for Uo) is the solid angle subtended at O by the whole closed surface 
and is equal to To summarise in words:—The total normal 
electric induction over a closed surface drawn in an electric field is 




numerically equal to 477 times the 
total charge inside; if there is no 



-■T^ charge inside the normal induction 

I over the surface is zero. This is 

B _ 


/ Gauss's Theorem. 



— If there are several charges inside, 


^■1 II 

Fig. 184. 

some positive and some negative, the 
“ total charge inSide " refers to the 



algebraic sum of the charges inside. 


If the charge is outside the surface the flux inwards equals the flux outwards, 
and the T.N.E.I. for the surface is zero. 

The theorem also applies to a re-entrant closed surface. If the charge is 
inside {e.g. A, Fig. 184) a cone cuts an odd number of times so that for the 
induction for this cone A we have -f Qco — Qco + Qco — Qco -f Qco — Qco. 
If the charge is outside (e.g. B, Fig. 184) the cuts are even and the contribution 
of any cone is zero, viz. — Qco -{- Qco — Qco Qco — o. 


Gauss's theorem states that the total normal electric induction 
over a closed surface (whatever the medium) is numerically 477 
times the charge inside. Now induction = K x intensity, and for 
air K = unity: hence for this medium the reader will come across 
the statement '' the total normal electric intensity over any closed 
surface is numerically 477 times the total charge inside." In 
another medium, intensity == induction ~ K, and, therefore, " the 
total normal electric intensity over a closed surface is 47r/K times the 
total charge inside." 
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Again N — 4 nD, and therefore the induction N must be 
divided by 477 to give the polarisation or displacement D: hence it 
follows that the total normal polarisation or displacement over a 
closed surface is numerically equal to the total charge Q inside 
( 47 rQ ^ 477 =: Q). 

II. Applications of Gauss’s Theorem 

(1) IntensitV* due to a Uniformly Charged Conducting 
S/HERE. —Let Q be the charge on the sphere and P an exterv.xl 
point distance d from the centre at which the electric force or 
intensity ot the field is required (Fig. 185). Take as the closed 
surface a sphere through P concentric with the charged sphere. 
By symmetry the intensity E is the same at every point of this 
surface and it is along the outward normal. Hence:— 

T.N.E.I. = KE X Area = = 47rQ (by Gauss); 

Intensity at P = E = 

Thus the field at an external point is the 
same as if the charge on the sphere were con¬ 
centrated at the centre. The potential at 
P is thus QjKd and the potential of the 
sphere itself is Q/Kr. 

To get the field inside, say at Pj (dis¬ 
tance r^ from centre), take as the closed 
surface a concentric sphere through l\. Fig. 185. 

As before, T.N.E.I. = 47 rrimEj, where 

Ej = intensity at Pj. But T.N.E.I. = 47rQ = o for there is no 
charge inside the dotted surface (it is on the outside of the sphere). 
Equating: qTrrj^KEj ~ o; /. Ej = o, i.e. the field inside is zero. 

For a point just outside the sphere, i.e. indefinitely near the surface— 

F _ Q _ 

~ Kr^ Ky2 k 

where p is the surface density. This is a special case of Coulomb’s Law, viz. 
that the intensity just outside a charged surface of any form is 47T/K times 
the surface density. 

(2) Intensity due to a Long Charged Cylindrical Con¬ 
ductor, —Suppose the cylinder (Fig. 186) has a charge q per unit 
length and that it is so long that there are no end effects, so that 
the intensity at any point is radial from the cylinder. If P is the 
point, distant r cm. from the axis of the cylinder, at which the 
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intensity E is required, consider a concentric cylindrical surface 
(dotted) with P on its curved surface, i.e, a cylinder of radius r. 
Let I be the length of this cylinder, and imagine the surface' closed 
by two plane ends perpendicular to the axis of the cylinder. 

The charge inside the dotted cylindrical surface is ql. The flow 
of induction over the fiat ends is zero for the intensity is parallel 

to them. The normal induction 
(T.N.E.I.) over the curved surface 
is KE X Area=KE x 2TTrL Apply- 
ing Gauss’s theorem 

27 rr/KE = 47 r (charge inside) — 477-^/; 

20 

/. Intensity = E = ~ • 

Note particularly that q is the 
charge per unit length of the charged 
cylindrical conductor. , 

For a point just outside the cylinder 
we have, if R — radius of cylihder, 
q = 27 rRp; E — 47rRp/KR == ^np/K. 
This is another special case of Coulomb's 
Law referred to in (i) above (p ~ surface density). 

(3) Intensity Inside a Hollow Charged Conductor. —In 
this case consider the normal induction (T.N.E.I.) over any closed 
surface entirely within the hollow conductor (Fig. 187). With the 
usual lettering apply Gauss’s theorem to this surface:— 

T.N.E.I. — i 7 KE cos a.a ~ 47tQ — 0, 











Fig. 186. 



for Q, the charge, is outside the surface considered (it is all on the 
outside of the hollow charged conductor). But all the factors on 
the left-hand side {i.e. KE cos a.a) of this equation except E are 
definitely finite, and therefore as the result is zero:— 

E = zero, 
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and since the field inside is everywhere zero there is no difference 
of potential inside. 

(4) Intensity Near a Charged Plane Conductor. —Suppose 
p is the surface density of the charge, and P (Fig. 188) the point 
at which the intensity is required, the distance of P from the charged 
plane being small compared with the size of the plane. Imagine a 
narrow right cylindrical surface (dotted) of cross-section a with its 
axis perpendicular to the plane and passing through P, and let one 
end contain P and the other end be inside the conducting material. 
The charge inside this cylindrical surface is pa. 

Now there is no flux or flow of induction over the curved side 
of this cylindrical surface, for the intensity is perpendicular to the 
plane at the point considered, i.e. parallel to tlie sides of the 
cylinder. The flux over the end A is KEa. The flux over the end 
B is KE'^^ = zero since E' the intensity inside the conductor is 
zero. Hence applying Gauss’s theorem:— 

T.N.E.I. = KEa = 47 Tpa; 

Intensity at P — E — .(13) 

This is another case of Coulomb*s Law referred to in (i) and (2). 

(5) Coulomb’s Law. —Special cases of this have already been 
referred to. The law states that the electric force at any point 
infinitely close to the surface of any charged conductor is equal to 
477/0/K, where p is the density of the charge at the point, and its 
direction is, at every point, normal to the surface of the conductor 
at that point. The surface of the conductor is an 
equipotential surface, and therefore the direction 
of the force at any point must be normal to the 
surface at that point. 

To determine the force at a point (Fig. 189), 
infinitely close to any charged surface, we first 
imagine a very small closed surface placed as AB, 
with its ends A and B infinitely close to and 
parallel to the surface at the point considered, one 
end inside and the other outside the charged surface and bounded 
laterally by a tubular surface determined by lines drawn normal 
to the charged surface through all points on the boundary of each 
of the ends. Then on applying Gauss's theorem to the small 
closed tubular surface the proof that F — ^np/K follows immedi¬ 
ately as in (4) above. 



Fig. 189. 




190 


Electrostatic Units and Theory 


(6) Intensity at Various Points of a Tube. —It has been 
shown (Art. 9) that the intensity at any point of a tube is inversely 
as the cross-section taken at right-angles to the tube, and the fact 
can also be proved by Gausses theorem. Let Sg and Sj be two 
normal cross-sections (Fig. 190) and Eg and Ej the intensities at 
these sections. Then normal induction at Sg = KEgSg (outwards): 
normal induction at Sj = KEjSi (inwards): and the curved sides 
are formed by lines of force, so that the induction normal to these 
is zero. Hence 

T.N.E.I. for portion of tube shown = KEgSg — KE^Si. 

But T.N.E.I. = 47rQ = o for charge inside is zero; 

KEgSg — KEjSi = o, i.e. EgSg ~ EiS^; 

Eg Sj 


Example .—Show that the negative charge on which a tube terminates is equal 

to the positive charge from which it starts. 



Let the tube be " cut off just 
outside the charges. 

By Coulomb’s Law, if /> — density 
at the positive end — ^TTpjK, i.e. 
KEj = 477^. If Sj be the sectional area 
at this end 


KEjSj = 47rpSj. 

Similarly, at the negative end KEg = — 


. • EE2S2 — 4 '^Pi^ 2> 

where Eg, Sg, p^, denote the intensity, sectional area, and density at the 
negative end. 

But from (6) above, KEgSg = KEjSi,* 47r/)S, == — 47r/)iSj,; 

.. pSj = PiSg, 

and pSi is the charge at the positive end, and — pjSg that at the negative end. 


12. Mechanical Force on Unit Surface of a Charged Conductor 

Every portion of the charge on a conductor is repelled by all 
the remaining charge, i,e. the charge on any small area experiences 
a force (outwards) due to the charge on the remainder of the 
conductor. The charge is, of course, bound to the material of 
the conductor, so that every portion of the latter experiences a force 
(outwards): that this is so may be seen experimentally by gradually 
charging a soap bubble when it will be seen that the bubble increases 
in size. The problem then is to find an expression for the magnitude 
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of the (outward) force on, say, unit surface area of a charged 
conductor due to the charge on the remainder of the surface. 

Consider a very small element of surface, say a (Fig. 191). The 
intensity E (measured by the force F dynes on a unit + charge) at 
a point V just outside a is where p is the surface density at a. 

Now this force F (or intensity E) may be regarded as made up of 
two parts, viz. a force Fj (outwards) due to the charge on a, and a 
force Fg (outwards) due to the charge on the rest of the surface: 

F^ + F 2 ^ 47r/)/K . (a) 

Consider a point Q just inside a. The total force F (or intensity 
E) is zero, but we can still look upon this as being due to two forces, 
Fj and Fg, the former due to the charge on a and the latter due to 
the charge on the rest of the surface. Now Q is not very far from 
P since both points are quite close to a, but now Fj is reversed in 
direction (inwards) and the resultant 
is zero, i.e. 

-F,+F2 = o; Fj = F2..(6) 

and therefore from [a) Fg “ Ztt/o/K. 

Again, the charge on the area a is 
ap, so that the total force experienced 
by this due to the charge on the rest of 
the surface is pa pa x Ztt^/K ~ 

Zrrap^jK and therefore the force on 
unit area due to the rest of the charge 
” Ztt/o^/K. Since the surface is an equipotential one the direction 
of the force is outwards along the normal at the point considered. 

Further, since (Coulomb’s law) E = ^npjK we have p^ --- 
(KE)7(47r)^ and therefore 27 Tp^jK ~ KE^/Stt: and since E ~ 
47rD/K we also have KE^/Sn — zttD^/K. Summarising, then, the 
surface of a charged conductor is subject to an outward force, the 
force per unit area where the surface density is p being given by:— 

Force (outwards) I 2770^ KE^ 

per unit area }= K 8. = K sq. cm... (14) 

where, of course, E = intensity is numerically equal to the Maxwell 
tubes of force per unit area, and D ~ polarisation or displacement 
—or strain—^is numerically equal to the Faraday tubes per unit area. 

The greatest value of p possible in air is about 8 in C.Cr.S. units, so that 
the maximum value of zirp^ is about 400 dynes per square centimetre, or 
about the sB^oth part of an atmospheric pressure; if these be exceeded the 
charge begins to escape into the air. 
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13. Tension and Pressure in Electric Tubes 

We have seen that in order to explain the attraction and repulsion 
between charges at a distance, the electric lines and tubes in the 
held were assumed to possess certain mechanical properties which 
would make them the cause of the action between the charges. 
Tlie properties to be assumed were (see again the Faraday idea— 
pages 150-3) that in each tube there was a longitudinal force, a 
tension acting along the tube which tended to make it shorter, and 
a lateral pressure so that the tube resisted sideways compression 
and was able to exert pressure on its neighbouring tubes. We have 
seen (Chapter V.) how tubes endowed with these properties could 
account for the facts of attraction and repulsion. The problem 
now is to find expressions for the magnitudes " of these tensions 
and pressures in the tubes if they are to account for the facts: we 
will use Faraday lubes. 

It has been proved that the outward force on unit area at the 
surface of a charged conductor is 27 rD^/K dynes (D = polarisation). 
Now from this unit area D Faraday tubes emanate, and if we 
imagine each tube to exert a pull equal to 27 tD/K the required 
tension will be obtained. Hence, we might regard the outward force 
at the surface of a conductor as being due to the fact that the 
Faraday tubes originating at the surface are in a state of tension, 
the magnitude of the " pull'' at any point in a tube being given by 
the value of 27 rD/K at that point; but there are D tubes per unit 
area at that point, so that the tension (force per unit area) at a point 
in the Faraday tubes where the electric force is E is given by 

Longitudinal tension 


27rD 

K 


X D 


27rD2 

K 


KE2 

Stt 


(dynes per sq. cm.). 


Since there is a tension along the tubes each tube must also 
exert a lateral pressure on its neighbours, otherwise the tubes 
joining, say, two opposite charges would shrink into straight lines 
between the charges and there would be no tubes in other parts of 
the medium. It can be sliown that in order to maintain equilibrium 
in the medium the lateral pressure, i.e, the force per unit area at 
right angles to the tubes, is also given by the expressions above, 


ix. Lateral pressure = 


27rD* 


KE2 

Stt 


(dynes per sq. cm.). 


For a more exact and full investigation of these tensions and 
pressures in Faraday tubes the student should refer to Advanced 
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Textbook of Electricity and Magnetism. Incidentally, these tubes 
may also be considered to possess mass (a rather strange statement 
to the beginner), as will be seen later. 

14. Energy per Unit Volume of the Medium 

A further development of the theory that the electrical effects 
in the space or field surrounding a charged body are the results of 
stresses and strains in the field itself, leads to the conclusion that the 
energy of electrification, the energy which is expended in separating 
electrons from their parent atoms (and which is converted into 
other forms—mechanical work, heat, light, sound—when the body 
is discharged, i.e. the electrification neutralised) must be stored in 
the electric field rather than in the electrified bodies themselves. 
The case might, in fact, be again roughly compared to that of a 
stretched elastic cord where the energy expended in stretching the 
cord is stored up in the elastic itself: in the electrical case the 
energy is assumed to exist as energy of strain in the medium. An 
expression for the magnitude of the energy per unit volume of the 
medium is obtained as indicated below. 

In Art. 12 it has been shown that the force on unit area of a 
charged surface is KE^/Stt dynes (outwards) where E is the intensity 
which is measured by the number of Maxwell tubes of force per unit 
area. Imagine this unit area to be moved in the opposite direction 
to this force by a small amount, dx\ the work done is (KE^/Stt) 
X dx ergs; and the increase in the volume of the field, i.e. the 
volume swept out by the unit area, is dx c.cm. The work done in 
producing this volume of field is, therefore, (KE^Stt) x dx ergs; 
hence the work done in producing unit volume of field, which is 
the energy per unit volume of the medium, is KE^/Stt ergs, i.e. 

KE^ 

Energy per unit volume = (ergs per c.cm.), 

Ott 

or, since E = 47rD/K, where D is the number of Faraday tubes 
per unit area, we have 

^ KE2 2TrD2 

Energy = - = iED (ergs per c.cm.) .... (15) 

From analogy with the corresponding problem in elasticity, viz. 
energy per unit volume = J stress x strain, if E be of the nature 
of ** stress,"' D is the corresponding strain," as already indicated. 

In Art. 5 it was shown that the energy of a charged body was 
given by the expression JQV ergs: the connexion between the 

13 


1. T. E. 
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results of Art. 5 and those of this section would be appreciated, 
however, if we associated the energy of the medium with the Faraday 
tubes; for this, Advanced Textbook of Electricity and Magnetism, 

15. A Field with Two Dielectric Media. Boundary Conditions 

So far we have assumed that the dielectric medium round about 
our charges has been one homogeneous medium of dielectric constant 
K. We come now to the case where a field contains more than 
one dielectric medium, and first we will find in a general way the 
conditions which must hold at a point on the boundary of two media 
of different dielectric constants Kj and Kg. 

Let AB (Fig. 192) be a small portion of the boundary between 
the upper medium of dielectric constant and the lower medium 
of dielectric constant Kg. Now whatever the magnitude and 
direction of the electric force (or intensity) in each medium at a 
point in the boundary, it can be resolved into two components, 
one parallel to or tangential to the surface at the point and the 

other normal to the surface at the point. 
a Kf b condition that must hold 

/ -“ fc i ::- -—:—i - B is that at any point in the boundary the 

^ ^ tangential component of the force in the 

Fig. 192. Kj medium must be equal to the tangential 

component of the force in the Kg medium: 
this can be shown as follows:— 

Consider an infinitely small cycle indicated by abed, and imagine 
a charge of electricity moved round this cycle. As the cycle is 
infinitely narrow we can assume that the work in going along da 
and be is zero. Now if the tangential component of the force in 
Kj is greater than the tangential component in Kg, the work done, 
say, on the charge in going along ab will be greater than the work 
done by the charge in going along cd. Thus it would be possible 
to obtain an infinite supply of energy by suitably moving a charge 
round and round the cycle. This is impossible: hence the first 
condition that must hold at the boundary is that if at a point in it 
Tj and Tg be the tangential components of the electric forces in the 
two media, then:— 

Tx - Tg. 

Again, as there is no free charge at the surface of separation of 
the two dielectric media, it is evident from the definition of displace¬ 
ment or polarisation that at any point in the boundary the normal 
polarisation in one medium must be equal to the normal polarisation 
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in the other medium. Thus, if Fj and Fg are the normal components 
of the electric force in the upper and lower media, then the corre¬ 
sponding normal polarisations are KjFi/47r for the Kj medium and 
K2F2/47r for the Kg medium, and the second condition which must 
obtain at the bounding surface is given by the relation:— 

F2 (or, of course, K^Fj = KgFg). 


47r 


477 


16. Refraction of Faraday Tubes at the Boundary 

When a tube passes from one medium to the other there is often 
a bending or refraction at the separating surface (Fig. 193) and the 
law of its refraction can be determined from the conditions specified 
above. Let Ej and Eg denote the magnitudes of the electric force 
(intensity) in the two media, and let the directions of these forces 
make angles and normal to the surface. Then the 



{a) 


Fig. 193. 


(h) 


tangential components in the two media are E^ sin Eg sin ^2* 
and the normal components are Ej cos <f>i, Eg cos the 

necessary relations between these quantities are 

Ej sin (j>^ — Eg sin ^g 


K, 


477 
tan 

Kr 


Ej cos <f> 


477 
tan <f>2 


Eg cos <l>2 ; 

tan _ 
tan ^2 


t,e. 


K, 

K, 


.(16) 


a relation which determines the refraction of a tube in passing from 
a medium of dielectric constant to one of dielectric constant Kg. 
From this relation it is evident that if is greater than Kg, then 
<f>i is greater than ^Jg, that is, when a tube passes from one medium 
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to another of smaller dielectric constant the tube is bent towards 
the normal, as in Fig. 193 {a ): if it passes to one of higher K value 
it is bent away from the normal (Fig. 193 {h)). 

This question of refraction of the tubes may also be associated with the 
distribution of energy in the media of the field. It has been shown that, for 
a given polarisation, the energy per unit volume of a medium is smaller the 
greater the value of K (Energy = awD^/K). Hence since the energy in the 


Fig. 194, 


Fig. 195. 




field always tends to a nunimuni, the tubes will pass as far as possible through 
the media of greatest K value, and the law of refraction from one medium to 
another is that each tube bends so as to take the path of least potential 
energy possible for it. 

Fig. 194 illustrates the preceding for tlie case of a ball of sulphur 
or other dielectric of high dielectric constant placed in the initial 


uniform field in air between two 



ing elementary consideration of 
is interesting and important. 


charged parallel plates. Fig. 195 
shows the case when K for the 
ball is less than K for the sur¬ 
rounding dielectric medium. For 
comparison the case of a con¬ 
ducting sphere in a uniform field 
is indicated in Fig. 196. 

The fuller treatment of prob¬ 
lems connected with electric fields 
containing two or more different 
dielectric materials is beyond the 
scope of this book, but the follow- 
L few points about one special case 


17.: Dielectric Slab at Right Angles to a Uniform Ak Field 
. In Fig. 197 suppose A and B are two parallel metal plates, large 
compared with their distance apart, and that A is charged positively 
to a density + p whilst B is charged negatively to density — p. 
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A slab of dielectric with parallel faces C and D and of dielectric 
constant K is placed as shown, the rest of the medium between A 
ahd B being air. By symmetry the electric lines are all perpen¬ 
dicular to the plane faces A, C, D, and B in this special case—-there 
is no bending."' 

The number of Faraday tubes from a charge Q is Q whatever the 
medium, and the charg(‘ on unit area of A is p: hence as the lines 
are normal to the surfaces in Fig. 197 the F'araday tubes per unit 
area in the air spaces AC and DB and also in CD is p. Again,the 
tubes of induction from a charge Q is 477Q whatever the medium: 
hence the tubes of induction per unit area in AC, DB, and CD is 
47rp. The surfaces C and D are uncharged, and it may be taken as 
an absolute fact that Faraday tubes and tubes of induction never 
start from, or end at, an uncharged surface: these tubes always 
start from a positive charge and end at a negative charge—they 
never start or stop in any other way—but, of course, they may be 
more crowded togetlier {i.e. more per unit area) in some parts of 
their journey than in other parts 

{e.g. in Figs. 194, 195). _ 

Coming to the Maxwell unit tubes 4 . +q ♦ ♦ 

of force, however, the number from 
charge Q is 47rQ/K: hence the Max¬ 
well tubes of force per imit area in ^ -p 

the space AC is ^wp whilst in space Fig. 197. 

CD it is 477p/K, so that ^irp — 47rp/K, 

i.e. 47TP (i — i/K) Maxwell tubes of force have evidently terminated 
at each unit area of surface C although there is no free charge there. 
Again, the Maxwell tubes of force per unit area in the air space 
DB is again ^np, so that 477^ (i — i/K) tub(^s have started from 
each unit area of surface D although there is no free charge there. 

If M Maxwell tubes of force end on, or start from a surface in 
the way indicated above, then M divided by 477 is sometimes called 
the apparent charge " on that surface. Thus C above, where 
some Maxwell tubes of force end, has an apparent charge per unit 
area (density of charge) of — (i i/K) and D, where some 
has an apparent charge of density -f p (i — i/K), i>^* 

Apparent charge per j __ __ / _ ^ V 

unit area on C j “ ^ 

Apparent charge perl ^ „ JLA 

unit area on D j — "“F P 
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If K is greater than i (the other medium is air in this case where 
K = i) the apparent charge on C is —ve (as is seen from its expres¬ 
sion — /> (i — i/K) for unit area), and on D +ve just as the real 
charges induced on a conducting slab put there would be (but, of 
course, the apparent charges are less in amount). If K were infinite 
the apparent charges on the dielectric slab would he — p and -f p 
per unit area, i.e, the same both in sign and amount as those induced 
on a conducting slab. In fact, a conducting slab is equivalent 
(electrostatically) to a dielectric slab of infinite dielectric constant. 

In the above we have dealt with a simple special case of a 
dielectric slab normal to a uniform air field, but the general principles 
can be extended to more complex cases. As a practical illustration, 
if a glass ball (K for glass == say 6) be suspended (in air) and a 
strongly electrified body be brought near so that the ball is hanging 
in a non-uniform field, the glass ball, although uncharged, is 
attracted just as a brass ball would be but to a less e^ctent: the ball 
is “ apparently ** charged, and as K for the ball (glass) is greater 
than the K value of the surrounding medium (air) the apparent 
charges ” have the same sign as the induced charges on the brass 
ball would have. Mathematics shows that the force on a dielectric 
ball in an electric air field is approximately equal to the force on a 
conducting ball multiplied by (K — i)/(K + 2). 

If K for the dielectric ball were less than i {i,e. less than the K of the 
surrounding medium) the sign of the apparent charges would be the other 
way about and the ball would tend to move the other way in the non-uniform 
field, i e. be repelled ”—move from strong to weak parts of the field. 

Note that if, say a metal sphere with charge -f Q be suspended at the 
centre of a larger metal sphere, the charges on the inner and outer surfaces 
of the latter are — Q and -f- Q. If the large sphere be replaced by a 
spherical shell of dielectric constant K, the “apparent" charges on its 
inner and outer surfaces are — Q (i — i/K) and -|- Q (i — i/K). 



CHAPTER VII 


CONDENSERS, ELECTROMETERS, AND ELECTROSTATIC 
MEASUREMENTS 


T he condenser is a very important appliance both in 
laboratory and test-room work and in the various phases of 
applied electricity, both heavy and light electrical engineering 
work: the essential principle underlying the action has really 
been given by several of the experiments of Clia])ters V. and VI. 
/ 

A— Condensers 

I. The Principle of the Condenser 

In Fig. 198 A is a metal plate joined to the positive pole of a 
Wimshurst or of a battery and fully charged, i.e. charged up to the 
same potential, say, V, as the pole so that no more charge can 
be accumulated on it. 

Now place another plate B near: it is acted on inductively. 



•f + 


+ + 


+ + 


+ H- + 


Fig. I98. 



The negative on B lowers A's potential, and the positive on B 
raises it. The negative is nearer and has the advantage, so that 
A’s potential is lowered a little. A further “ charge ” can now be 
given to A by the Wimshurst or battery to get its potential up to V. 

Earth B: its positive disappears (and more negative appears). 
The negative cuts down A’s potential, and as there is no positive 
on B to counteract this, the potential of A is considerably weakened, 
and a much bigger charge ” can now be accumulated to bring 
the potential once more up to the value V of the pole. 

But the more charge ” a body takes in order to make it at a 
certain potential the greater is the capacitance of the body. Thus 
the capacitance of A is increased when B is near and more so when 
B is earthed. Such an arrangement of conductors which makes the 
capacitance greater and enables larger charges to be accumxilated 
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is called a condenser: the conductors are called the plates or coatings, 
and the insulator in between them (air in this case) is called, of course, 
the dielectric of the condenser. 

A big conductor takes more charge in coming to a certain 
potential than a small one, so the larger the plates the greater will 
be the capacitance. It is clear, too, that the nearer the plates are 
together the better will be the result, i.e. the greater will be the 
capacitance. If a solid dielectric of glass, wax, mica, etc. (or a 
liquid dielectric) be put to fill the space between the plates of (c), 
then, since the electric intensity in the solid dielectric is only i/K 
of what it is in the air dielectric, the potential difference between 
the plates will be reduced in the same ratio: thus the potential of 
A is reduced in the same way and the capacitance in consequence 
increased. Again, not only is the capacitance increased by the 
introduction of these substances, but owing to their greater mechani¬ 
cal rigidity there is less tendency to rupture and loss of charge by 
sparking between the plates. Note, of course, that solid dielectrics 



Fig. 199. 


such as mica are permanently damaged by the passage of a spark 
through them as a permanent ** puncture " is produced, but 
gaseous or liquid dielectrics recover their insulating properties. 

In practical everyday electrical work condensers are usually 
'' charged ” by means of batteries (or the supply mains), A being 
joined to the positive pole and B to the negative pole of the battery. 
This simply means that whilst A takes the positive potential of the 
positive pole, B, instead of being zero potential, takes the negative 
potential of the negative pole, and there is a big positive charge on 
A and a big negative charge on B. The action and explanation 
are the same as the above. 

Most of the points mentioned above have been shown by simple experiment 
(Chapter V.): we give one or two more. In Fig. 199, at (a) C and the electro¬ 
scope are positively charged and at a positive potential. At (b) the metal 
plate A is brought near and the leaves collapse a little showing that the 
potential is less and the capacitance therefore greater, for more Charge must 
be given to C to produce the same potential {i.e. same divergence). At {c) 
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the divergence is again less and more so at [d] showing further reductions in 
potential and therefore increases in capacitances. 

In Fig. 200 A is a plate positively charged, and B is negative. They are 
a good distance apart and the electroscopes indicate their potentials. Bring 
them nearer: divergences are lc.ss so that potentials are le.ss and capacitance 
greater. Raise one plate upwards so that the effective plate areas exactly 
facing each other are less: leaves diverge more showing greater potentials and 
therefore less capacitance. Interpose a slab of dielectric: less divergence 
follows showing increased capacitance. 

2. Capacitance of a Condenser 

The capacity or capacitance of a body has been defined as 
numerically represented by the quantity of electricity necessary to 
raise it to unit potential. Now the device of the two plat(\s of Fig. 
198 constitutes the condenser, and tlie '' capacitance of the con¬ 
denser " is defined similarly, only in this case it is the P.D. “ between 
the coatings '' which 
is involved in the defi¬ 
nition: thus the cap¬ 
acitance of a condenser 
is numerically repre¬ 
sented by the quantity 
of electricity which 
must he given to it to 
establish unit potential 
difference between the Fig. 200. 

coatings. If one coat¬ 
ing be earthed the capacitance of the condenser will be measured 
by the quantity of electricity necessary to raise the other coating 
to unit potential, i.e. the capacitance of the condenser is numeri¬ 
cally the same as the capacitance of the plate A (Fig. 198) if B ts 
earthed. Hence:— 

A condenser has a capacitance The practical unit is the 

of one e.G.S. electrostatic unit farad; a condenser has a capa- 

if the electrostatic unit quantity citance of one farad if a charge 

produces a P.D. of one electro- of one coulomb produces a P.D. 

static unit between its coatings. of one volt between its coatings. 

One farad — 9 X 10” electrostatic units. 

One microfarad — i/io® farad = 9 X 10® electrostatic units. 

Note particularly that the capacitance of a given condenser is 
constant, depending only on its dimensions and the nature of the 
dielectric (this will be more fully realised presently), but the 
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capacitance of A (given by charge on A divided by the acittal 
potential of A) is affected by the electrical condition of B, and is 
only numerically the same as the capacitance of the condenser 
when B is earthed, for then the potential of A is the potential 
difference between the coatings, since B is at zero potential. 

It has been stated above that the capacitance of a given con¬ 
denser is constant. It depends in fact on:—(i) The size of the plates 
—the greater the size the greater the capacitance. (2) The distance 
between the plates—the greater the distance the less the capacitance. 
(3) The constant of the dielectric—the greater the dielectric constant 
the greater the capacitance. 


3. Dielectric Constant or Permittivity 

We saw in Chapter VI. that the force between two charges in 
air was given by the expression F =- whereas at the same 

distance in another medium the expression became F = 
where K was the '' dielectric constant" of the medium: from this K 
might be defined as measured by the ratio of the force between two 
charges in air to the force between the charges at the same distance in 
the medium. Again, since N = KE where N ™ induction and 
E = intensity in an electric field (pages 180,181), K might be defined 
as the ratio o/N to E. 

Further, it has been shown that the capacitance of a conductor 
is increased if it is embedded in another dielectric in place of air. 
If the capacitance of a conductor he increased K times when it is 
embedded in another dielectric in place of air, K measures the 
“ dielectric constant ''or'' permittivity " of the dielectric. 

The preceding may be put into a more convenient form for 
experimental purposes, and this is usually given as the definition 
of K. Imagine two precisely equal condensers, one with air the 
other with D for dielectric, and let their capacitances be compared 
experimentally. The ratio of the capacitance of the condenser with 
dielectric D to that of the equal air condenser gives the dielectric constant 
or permittivity of D, i.e .— 


Capacitance of condens|;r with dielectric D 
Capacitance of equal air condenser 


Dielectric constant of D ~ K; 


j Capacitance of condenser^ 
* * t with dielectric D j 


= K 


/Capacitance of an equal\ 
\ air condenser j * 


In less “ mathematicar' form we might say, therefore, that the 
extent to which the capacitance of a condenser is increased when 
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the space between the plates is filled with another dielectric material 
in place of air is a measure of the dielectric constant of that material. 

The reason why the capacitance depends so much on the kind 
of dielectric material between the plates follows directly on what 
has been explained about displacement, induction, and the electron 
theory of matter. First imagine the two parallel plates A and B 
of a condenser equally and oppositely charged, A +ve and B —ve. 
Now suppose an insulated metal plate placed midway between 
them. It will have a ~ve charge induced on its surface facing A 
and a +ve charge on the surface facing B. The result of this is 
practically to bring the opposite charges nearer together, which is 
equivalent to lessening the distance between the plates: the P.D. 
between the plates is thus reduced and the capacitance increased. 
A somewhat similar effect takes place if a slab of good dielectric 
takes the place of the metal plate or if the whole space between 
A and B be fiUed with the dielectric (say glass or wax or mica, etc.). 
As already explained electrons do not leave their atoms and “ flow ” 
through the dielectric as they do in the metal plate, but the +ve 
and —ve charges in the atoms are '' displaced '' relative to one 
another. The individual atoms become polarised,'' their — ve 
towards A, and the result is similar to that indicated above. Air 
is polarised to some extent, but polarisation is much more pro¬ 
nounced with glass, mica, etc. 

The dielectric constant used to be known as the specific inductive capacity. 
The newer name is better but by no means ideal, for the '* constant " varies 
with the conditions of measurement: thus if alternating current be used the 
value obtained for K varies with the frequency. Displacement is not 
instantaneously complete; it takes a certain time to reach its full value 
when the di.splacing influence is “ put on " and a certain time to disappear 
when it is “ taken off," so that with a given stress the displacement is less 
when it is increasing than when it is decreasing, i.e. the displacement " lags 
there is a certain similarity with magnetic hysteresis, and the phenomena is 
often called dielectric hysteresis. The still newer name for K, viz. permittivity, 
emphasises its similarity to fi, the permeability in magnetism. 

In selecting a substance for the dielectric of a condenser 
attention must be paid not only to its K value and general insulating 
properties, but also to its ability to stand the application of a high 
P.D. without being punctured or breaking down. The ability to 
withstand electrical pressure " is spoken of as the dielectric strength. 
The break-down P.D. is usually taken to be proportional to the 
thickness of the dielectric (modem work disputes the exact pro¬ 
portionality), so dielectric strength is usually measured by the 
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P.D. in kilovolts necessary to break through one millimetre thick¬ 
ness: as examples:—glass 6o, mica lOO, paraffin wax 40, air 3 
(kilovolts per mm. in each case). In engineering practice the 
dielectric strengths are often given in terms of volts per mil (i mil 
~ *001 inch): as examples:—micanite plate 1012 volts per mil, 
oiled asbestos 320 volts per mil, red fibre 307 volts per mil. 

In connexion with dielectric “ polarisation " it may be noted that some 
substances are composed of charged ions which are “ displaced " when the 
substance is put between the plates of a condenser. These substances also 
increase the capacitance but at the same time they themselves get slightly 
longer in the direction plate to plate. Quartz is a good example of this, and 
this property of quartz is used in tuning wireless circuits and securing 
constant frequencies for “ radio " transmission at transmitting stations. 




4. Capacitance of a Spherical Condenser 

If a conducting sphere A (Fig. 201) of centimetres radius be 
concentric with another conducting hollow sphere B of centi¬ 
metres radius, the space between being occupied by a dielectric of 
dielectric constant K they form, of course, a condenser, and an 
expression for the capacitance is readily obtained. 

First let B be earthed and a charge + Q e.s. units he given to 
A which therefore induces — Q e.s. units on the inner surface of B. 
The potential at all points inside B due to B's charge only is — Q/Krg 
so that this is the potential of A due to B-s charge. The potential 
of A due to its own charge is -f Q/Kfj. Hence the actual potential 
(V) of the sphere A is given by:— 


_ Q_ == 

Kr, Kra 



e.s. units, 


and as B is earthed and at zero potential this is the potential difference 
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between the coatings of the condenser. Hence for the capacitance (C) 
of the condenser we have:— 


Capacitance ~ C 


Charge on A 
P.D. between A and B 


C — ^ “ K e.s. units — —e.s. units-(i) 

the second expression applying to an air condenser. Note that the 
expressions for the capacitance of the condenser involve only dimen¬ 
sions and dielectric medium. To obtain the capacitance in farads 
divide by (9 x 10^^) and in microfarads by (9 x 10^). 

Now consider the case where B is insulated so that a charge 
-f Q is induced on the outer surface, and let r^ be the radius of this 
outer surface (Fig. 202). For simplicity let the medium be air. 
For the potential of A we now have Qjr^ — Q/^2 + Q/^a (see 
example, page 166), and for the potential of B we have + Q/^s- 
Thus the potential difference between the coatings of the condenser is 
Q/^i Q/^2' capacitance of the condenser is Q divided by 

(Q/^i “ Q/^2)> is, yi^2/(^2 ~ ^1) e.s. units as before. (Note that 
whilst the condenser capacitance is the same, the capacitance of A— 
got by dividing Q by the new potential of A—is not the same.) 
This second case, however, used as indicated, would not be effective 
in obtaining large charges on A for the potential of A is not suffi¬ 
ciently reduced by the presence of B. 


Using simple Calculus the capacitance of a spherical condenser is quickly 
determined. If E = intensity at a point between the spheres distant r from 
the centre, E — QjKr^. Hence:— 


P.D. between spheres = — V, 


- Edr = 




P.D. 


Q 

Kr- 



Capacitance of condenser 


P.D. 


— K—- e.s. units. 


5. Capacitance of a Parallel Plate Condenser 

(i) Let A sq. centimetres be the surface area of plate A 
(Fig. 198), t centimetres the distance between the plates, and K 
the dielectric constant of any dielectric completely filling the space 
between them; the capacitance can be shown to be— 

A 

C = K - electrostatic units 

47r/ 


(2) 
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if the plates are large compared with their distance apart so that 
there is no disturbance due to edge distribution, and the field is 
uniform between the plates and normal to them. 

A proof of this may be obtained by considering a spherical 
Condenser of inner radius which is exceedingly large, separated 
from the outer sphere by a small radial distance t, the medium 
having a dielectric constant K. Since + t, we have— 


C- 




K 


e.s. units. 


Now, if be imagined infinitely great, so that any small portion 
of the sphere is practically plane, and t is small, may be neglected 
in comparison with and the expression becomes practically 
C == Multiplying numerator and denominator by 47r:— 

C = e.s. units, 

the numerator, 477^1^, being the area of the whole inner sphere. 
Since this is true for the whole, it will also be true for any part; 
hence if A sq. cm. be the area of any part—practically plane— 

A A 

C = K— e.s. units = —-e.s. units (air condenser). 

477/ 477/ ^ ' 

If we again assume the plates large compared with their distance 
apart so that there is no edge disturbance we can establish the 
formula as follows:—Let the density of the charges on A and B 
he + p and — p. A positive unit in between the plates will be 
repelled by A with a force 277 / 3 /K, and it will be attracted by B with 
an equal force; hence the force on the positive unit will be 477/)/K, 
and the work done in moving it from B to A will be {^^npjK) x t. 
But this work in ergs measures the P.D. in e.s. units; also the total 
charge on A is Ap. Hence 

^ Charge on A Ap r. A 

apaci ance p ^ between A and B ^npifK 477/ 

(2) In the above the dielectric of dielectric constant K 
completely fills the space between the plates. Consider now a slab 
of dielectric between the plates the remaining dielectric medium 
being air (Fig. 203). If d be the thickness of the slab of dielectric 
constant K and t be the distance between the plates as before, the 
capacitance of the condenser can be shown to be 

C = --—-e.s. units 


(3) 
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Before proceeding with this proof the student should again 
read Art. 17 of Chapter VI. We again assume the plates large 
compared with the distance apart so that all lines are perpendicular 
to the planes A, B, and the faces of the slab. Let the surface 
densities of the charges on A and B he ~\~ p and — p. 

The intensities (forces on unit charge;) in the three regions P, 
Q, and R (Fig. 203) are 47 rp, 47rp/K, and 477^ respectively. The 
total work done in conveying unit quantity from B to A is therefore: 

. . / . . 


Work 


4'^p ( 

47 Tpy + ~d 47 rpx 47rp lx + y + 


and this measures the P.D. 


K> 
Hence:— 


Capacitance - 


The charge on A is A/). 

Ap A 

47 rp {x -\r y -r djli) 477 [i — d + djK)' 

from which it follows that the capacitance of this condenser is the 
same as it would be if the dielectric of thickness d were replaced 
by a layer of air of thickness djK {i.c. 
a hss thickness of air). 


Capacitance of a Cylindrical Con¬ 
denser. Cables 

A cylindrical condenser consists of 




I XI 

p 

IK t! 

Q rtl J 


_ ____ _ 


Fig. 203. 


two coaxial cylinders. For simplicity consider 
If the inner cylinder is charged and tlie outer 


an air condenser, 
one connected to 
earth, the induced charge on the outer cylinder will be equal and 
opposite to that on the inner one for all the tubes of induction 
emanating from the inner cylinder must terminate on tlie inner 
surface of the outer one. Let the charge per unit of length on the 
inner cylinder be Q units. Then, as shown on page 188, the electric 
force at a point at a distance r from the axis of the cylinders is ^Qjr, 
Let the radii of the inner and outer charged cylindrical surfaces be 
a and b cm. respectively. Then tlie work done in conveying unit 
quantity of electricity from the outer to tbe inner surface is given by 


Work 


-1 


a^Q 


dr = 2Q log^ , == P.D. between them. 


)h r - a 

Hence the capacitance of the condenser per unit length is-- 

h 


^ = Q/2Q log. ^ = 1/2 log. 


and for a length I cm. :- 


Capacitance = 


I 

2 ioge {bj^ 


or Capacitance = K 


I 

2 log, {bja) 


,s. units (4) 
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Common logarithms (of base lo) may be converted into Napierian 
logarithms (of base e = 271828) by multiplying by 2-3026: hence:— 

Capacitance = K-— - -^e.s. units ...... (5) 

2-3026 X 2 logio- 

and, of course, as bja is a mere ratio, h and a may be in any length 
unit provided that the same be used for both. 

Every overhead telegraph line and every wireless aerial is a 
condenser of small capacitance, the conductor forming one coating, 
the ground and neighbouring earth-joined bodies the other coating, 
and the intervening air the dielectric. Concentric and submarine 
cables are condensers of decided capacitance, the surface of the 
copper conductor being one coat, the water or metal sheath the 
other, and the insulating material—^gutta-percha, india-rubber, 
diatrixie, vulcanised bitumen, air-paper, etc.—the dielectric. The 
following practical capacitance formulae are quoted for reference: 
for '' proofs '' sec Advanced Textbook of Electricity and Magnetism, 

(a) Submarine or Concentric Cable. This is merely the case established 
above. If the length of the cable be I cm., the radius (or diameter) of the 
inner conductor cm., the outer radius (or diameter) of the insulating material 

cm., and K the dielectric constant of the insulation:— 

C =;= K-^— K--- e.s. units, 

2 log, 2-3026x2 

i.e. C ~ K X X microfarads. 

(b) Two Parallel Wires. If two isolated parallel wires are d cm. apart 
and each is of radius r cm. and length I cm. 

C =: - i — e.s. units ~ -- microfarads. 

, d ^ d 

4 log,-- 900000 X 4 log, - 

(c) Telegraph Wire and Horizontal Wireless Aerial. If / == length (cm.), 
f = radius (cm.), and h = height above the ground (cm.):— 

Q _- i — e.s. units —--microfarads. 

, 2 h ^ . 2h 

2 log, — 900000 X 4-6052 X logjo — 

y f 

The capacitance of the vertical part of an aerial may be calculated by 
assuming it to be equal to that of the same wire stretched horizontally at the 
same meart height. It will be understood that the above is only an approxi¬ 
mate expression for an actual aerial in practice, although it is near enough for 
most purposes. For an accurate calculation several factors have to be taken 
into account—effect of masts and buildings, etc. 




An X-Ray Photograph. 


Compound comminuted fracture of upper arm—an 
during the last war (1914-1918). The photograph also 
small particles of bone and metal. Radiograph 
F. Brailsford, Radiologist to the Queen’s Hospital, 


injury received 
shows numerous 
by Dr. James 
Birmingham. 
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(d) Flat Circular Disc. The capacitance of an isolated thin circular disc 
of radius f cm. is:— 

C — -- e.s. units =- - — microfarads. 

7 T 4500007r 

(e) Example. — Determine the capacity of one nautical mile of submarine cable 
of which the following particulars are known: Diameter of copper conductor = 
•i6 inch; outside diameter of gutta-percha *40 inch; dielectric constant of 
gutta-percha = 4*03; log ^^2 = -30103. 

/ 

C = K -microfarads. 

900000 X 4*6052 X log — 

I = 2029 yd. = (2029 X 3;X 12 X 2*54) cm. K ~ 4 03 
logic = logic = logic = logic 10 - log,c(2)> 

= logic 10-2 logic 2=1- -60206 = •39794- 
Substituting in the formula, C = -45 m.f. per nautical mile. 


7. Force of Attraction between the Plates of a Condenser 

Since the A plate of a condenser is positively charged and the 
B plate is negative there will be attraction between them, and the 
magnitude of this force is easily found. Let + p and — p be the 
densities of the charges on A and B respectively, A sq. cm. the area 
of each plate (supposed large compared with the distance apart) 
and first let the medium be air. 

Each unit of charge on A is attracted by B with a force 27 rp 
(cf. pages 88, 191). Now unit area of A contains a charge p : hence 
for the force of attraction on unit area of A we have:— 


Force on unit area == znp X p = 27 Tp^ dynes .(i) 


and the force on the whole area A if we assume the charge uniform 
over the whole surface ~ 27 rAp^ dynes. 

Now suppose the space filled with a dielectric of dielectric 
constant K. The force on each unit of charge on A due to the 
attraction is now 27 rp/K: hence for the force of attraction on unit 
ar^a of A now we have:— 


Force on unit area = 


2 np 


K 


X p 


27rp^ 


dynes 



..(2) 




and the force on the whole area A is 27rAp®/K dynes. 


It is important to remember that the force of attraction between the 
plates of a condenser is 27rp*/K dynes per unit area. Further, if E 
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be the intensity in the field between the two plates E = ^rrpjK 
(see pages 88, 189): hence p = KE/47r, and we can write:— 

Force on A = x A = ^ ~ A. 

iV 077 


There is a further point to note in connexion with the above. 
When the dielectric (K) was inserted between the plates it was 
assumed that the charges on the plates still re^nained the same so that 
the density on A was still p, and (i) and (2) show that in this case 
{charge constant) the force of attraction on A when the dielectric is 
inserted is only i/K of the force on it when the medium is air. When 
the dielectric is inserted the potential of A decreases, so that a larger 
charge must be given to it to bring it to the same potential as before. 
It is important, then, to determine the force between the plates if 
A be given this further charge when the dielectric is inserted so as 
to make the P.D. between the plates the same as before (this would 
happen if the condenser remained '' joined up to the cliarging 
device all the time). 

Since the intensity (E) between the plates of a condenser is 
477p/K, the work done in taking unit quantity from B to A 
== (47r/o/K) X t ergs. But this measures the P.D., say V, between 
the plates: hence , ttat 

v = • p=^-- 

K ^ ^ 477/5 


First take again the air condenser and we have for the force on 
A (since K = i):— 


Force on A — 27 tAp^ = 277A 



( 3 ) 


It is important to note that the attraction between the plates of 
a condenser is proportional to the square of the P.D. between them. 

Now take the condenser with dielectric inserted, and let the 
charge be increased so that the potential difference V is the same as 
before. Let pi be the new density:— 


Forceon A 


ZirApi^ 


2 77 A / 

V 


KV \2 

477^/ 


- K 


AV2 

877/2 


.( 4 ) 


and we have [by (3) and (4)] that if the potential difference between 
the plates be the same in the two cases the force of attraction on A 
when the dielectric is inserted is K times greater than when the medium 
is air. Summarising, when the dielectric K replaces air:— 

Force is i/K of what it is with air if charges are the same. 

Force is K times what it is with air if P.D.s are the same. 
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Again, since the energy of a condenser is QV^C, it follows that 
if Q he constant, the energj; is inversely as the capacitance, i.e. it is 
less with a rnediiHn of dielectric constant K than it is with air. 
Further, since i\\t energy is also iCV^a it follows that if\ be constant, 
tlie energy is directly as the capacitance, i.e, it is greater with the 
medium of dielectric constant K than it is with air. In the above 
K is, of course, assumed greater than unity. 

In the above the dic;lectric completely fills the space between the plates. 
If it is a slab, say midway between the plates, then, if the charge be the same, 
the force on A is tinaltered when the slab is inserted, for the plate is still 
in contact with air; but if the potential be made the same the force on A is 
greater (again assuming K > i). We leave the full proof as an exercise for 
the student. (See also Advanced Textbook of Electricity and Magnetism.) 

8. Condensers in Parallel and in Series 

A parallel group is indicated in Fig. 204; it is equivalent to 
forming one large condenser, the area of whose coatings is equal to 


a b a b a b 



TTg. 204. ITg. 205. 


llu‘ sum of the areas of the coats of the individual condensers. 
If C be the joint capacitance, Cj, Co, C3 sep)arate cajmcitances, 

c = Cj q- Cg + C3 .(i) 

If the condensers are alike, say each Cj, the joint capacitance is 
3 Cj, and if there are n condensers the combined capacitance is nC-^. 

Again, if V be the P.D. between the coatings, the charge given 
to each is CjV and the total charge is CV, i.e. wC^V. 

Finally, the energy of each is and the accumulated 

energy of the battery is ^CV^, i,e. 

Summary of n equal Condensers in Parallel. 

(i) Joint capacitance — n times the capacitance of one condenser. 

(2) Total charge — n times the charge of one condenser used alone. 

(3) Total energy — n times the energy of one condenser used alone. 

A series or cascade is indicated in Fig. 205. Since the outflow 
from one condenser passes to the next, the charge Q on the positive 
coating of each must be the same and equal to that communicated 
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to the hrst condenser from the battery. If V be the P.D. between 
A and B, Vj, V2, V3 the P.D.'s between the coatings of the separate 
condensers, Co, C3 their capiacitances. and C the joint capacitance, 



Q , Q 
r c 


V =■■■= V, + V2 -t- V,: 
Q . I I 


■f 


t.e. 


c, c, 



( 2 ) 


If the capacitances are the same, say each Cj, the above becomes 
i/C — 3/C1, i.e. C ~ JCj. vSimilarly if there are n equal condensers 
each of capacitance the joint capacitance is CJn. 

The charge and energy expressions may be worked out as before, 
and we get:— 

Summary of n equal Condensers in Series. 


(1) Joint capacitance ^ 1/w of the capacitance of one condenser. 
(2) Total charge — same as on one condenser used alone. (3) Total energy 
= I In of the energy of one condenser used alone. 


Note that joining condensers in series lessens the capacitance: 
the capacitance of 5 equal condensers in series is ] of the capacitance 
of one. Joining in parallel increases the capacitance: the capaci¬ 
tance of the 5 in parallel would be 5 times that of one of tliem. 
(The rule is the exact opposite to that for the resistances of con¬ 
ductors in series and parallel—see page 295.) 


9. Residual Charges 

A condenser designed by Musschenbrock at Leyden nearly 200 
years ago and known as the Leyden jar played an important part 
in the growth of electrical theoiy, but, of course, it is " out-of-date " 
as a practical condenser. It is a glass jar, the bottom and sides (to 
about three-quarters of the height) being coated inside and outside 
with tin-foil, the tin-foil forming the two “ plates and the glass 
the dielectric. Contact with the inner coating is made by a brass 
rod carrying a brass chain at its lower end, the chain resting 
on the inside fpil. To charge the jar the outside coating is 
held in the hand (earthed) and the rod made to touch the pole 
of the Wimshurst: to discharge, the outer and inner coatings are 
joined by an insulated wire. The jar as ordinarily constructed 
has not a very great capacitance, but it can withstand high 
P.D.s without a breakdown. 

It was early discovered that if a Leyden jar be charged to a 
given P.D. and then be allowed to stand insulated for a time, the 
P.D. diminishes (although there is no leakage), so that a further 
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small charge is necessary to bring the P.D. up to the original value: 
this may even be repeated. Again, if a jar be suddenly discharged 
so that the two coatings are brought to the same potential, and 
then be allowed to stand insulated for a time, it will be found to 
gradually acquire a potential of the same sign as at first, but smaller, 
and a second small discharge can be obtained: with some Leyden 
jars four or five successive discharges can be obtained in this way, 
the jar being allowed to rest insulated after each discharge. These 
effects arc known as residual effects, the small extra charges being 
called residual charges {or discharges), 

Faraday assumed the above phenomena to be due to what was 
termed electric absorption —^in simple language, that the charges 
soaked into the dielectric. On applying the P.D., i.e. on charging, 
the penetration was not instantaneously complete—after the first 
main penetration it gradually increased for a time: similarly, on 
discharging the charges did not all come out at the first main 
discharge. We have seen, however, that when the P.D. is applied 
** displacement occurs in the dielectric atoms, i.e, they are “ polar¬ 
ised.” This displacement depends on the kind of dielectric—it is 
much more pronounced with glass than with air (hence the greater 
K value): further, it is not quite complete immediately the P.D. is 
applied. Moreover, when the condenser is dischargcdi'the polarisa¬ 
tion or displacement does not completely disappear at once—the 
medium nearly recovers and then completes its recovery gradually. 
Adopting the conception of ” strain,” it would be said that when 
the jar is charged the glass experiences a severe electric strain. 
On discharging, the potentials are equalised, but the glass does not 
at once completely regain its original unstrained state', there still 
remains a small amount of strain. During the minute or two of 
waiting, the glass picks up its overtaxed power of righting itself, 
and as it does so applies additional potential to the inner coat, so 
that the potential of the latter becomes positive, and all the rest follows. 

The following analogy may assist the student in connexion with 
this matter. If a glass fibre be fixed at one end apd the other end 
be twisted, the twist will extend along the whole fibre up to the fixed 
end. If the twisting couple be constant the fibre twists practically 
immediately through a certain angle, say a, and then gradually 
increases this by a small amount so that after a time the twist 
is (a + )8). If the twisted end be now released the fibre untwists 
practically»at once through an angle a. If it is then immediately 
clamped and after a time again released, it will turn through a 
further small angle very nearly equal to 
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The case of the Leyden jar is somewhat similar. In charging, 
a P.D., say V, is applied, and the jar takes a charge, say Q: if the 
potential be kept at V for a time the jar takes a further small 
charge q. In discharging suddenly, the jar at once loses an amount 
practically equal to Q: if allowed to stand for a time a further small 
charge can be obtained and sometimes another q ^—the residual 
discharges. Of course, the sum of all the output charges is equal 
to the total input charge. 

Residual effects are not apparent with air condensers: they are 
only small with mica, quite noticeable with paraffin-wax paper, but 
most noticeable with glass. 

It is evident that an experimental determination of the capacitance of a 
condenser may be affected by the phenomena referred to, i.e. the result 
obtained may depend on the time of charging. Thus in the case of the 
Leyden jar mentioned above, if the capacitance be measured at once we 
obtain C = Q/V, but if we keep it joined to the charging battery (say) for a 
time and then make the observations we get Q = (Q -f* q)\V, i.e. a larger 
result. Hence capacitance might be more exactly defined as measured by 
the instantaneous quantity required to produce unit P.D. between the coatings. 

Note that if a Leyden jar be charged, then after a short interval be dis¬ 
charged, then again charged and then discharged, and if this alternate charge 
and discharge be repeated the gl£Lss becomes heated. Charge Q enters at 
potential Q/C and charge Q leaves at potential Q/Cj and Cj is greater than C 
so that Q/Ci is less than Q/C. There is therefore a loss of energy at each 
double operation, and this lost energy is spent in heating the glass. It is 
evident that care must be exercised in selecting a suitable dielectric for a 
condenser if it is to be used in engineering practice on an A.C. circuit 


10. Various Types of Condensers in Practice 

Two metal plates placed parallel to each other a short distance 
apart in air form a simple parallel plate air condenser. Sometimes 
a number of plates are arranged in this way (Fig. 206), alternate 
plates being joined together and connected to the two terminals of 
the condenser; this increases the effective area of the ' two plates.” 
In engineering practice the two sets of interlaced plates are often 
immersed in insulating oil: this increases the capacitance owing to 
the higher dielectric constant of the oil, and improves insulation. 
Another type is constructed of alternate sheets of tin foil (thin lines 
of Fig. 207) and paraffined paper or mica (thick lines), the odd con¬ 
ducting sheets, as before, being bunched together and connected to 
one terminal A, the even numbers being joined to terminal B; the 
arrangement is thus equivalent to two large plates separated by a 
thin and good dielectric. (The sheets, of course, rest on the paper 
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Fig. 209. ‘ Fig. 210?' 


or mica: the small “ fixed condensers " used in wireless are made 
on this principle,) In engineering.practice the nest of plates, etc,, 
are also often oil immersed: in one form the plates with intervening 
micas are firmly clamped between heavy end-plates and the wKole 
enclosed in a containing vessel of insulating oil (Fig. 208). 
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Fig. 209 shows a type of “ variable air condenser/' largely used 
in wireless. One " coating " consists of a number of fixed metal 
plates arranged parallel with air spaces between tliem: these are 
all joined together and to one terminal of the condenser. The 
other coating " consists of anoth(T' set of parallel metal plates 
attached to a spindle and capable of being rotated into " or out 
of *' the spaces between the fixed plates. Clearly the more the 
movable plates are turned “ into " the fixed, the greater is the 



capacitance, for it means that the effective areas of the two plates 
facing each other are greater. For work on an engineering " 
scale variable condensers are also often oil-immersed (Fig. 210). 

There is quite a different type of condenser which is of 
importance particularly where very large capacitances are required 
for relatively low voltage circuits (it is now widely used in wireless). 
Tills is the electrolytic condenser which depends upon electrolytic 
action for its properties. It is described in Chapter XIII. 

It may be noted that in condensers used in wireless of the type shown in 
Fig. 209 the plates are sometimes semi-circular (Fig. 211): this is known as 
a straight-line capacitance condenser, for the rotation is 

more or less proportional to the capacitance. Some- Q A G 

times the shape is as shown in Fig. 212: this cam- 
shaped moving coating gives a straight line wave-lengih i ig 

condenser, which is more useful for wireless into which 1 | 

“ wave-length enters so much. Yet another type is Fig. 214. 

shown in Fig. 213 known as a straight-line frequency 

condenser^ which is even more important in wireless receivers, since stations 
are separated from each other by a definite frequency. We cannot explain 
here the full “ theory ” of these shapes. 

There are two condensers which are much used in accurate 
test-room work. In a simple parallel plate condenser the density 
is greatest round the edges of the plate and the field is not every¬ 
where uniform as is assumed in developing the formula A/47r/. This 
is remedied in the guard-ring condenser (Fig. 214) b} surrounding 
the plate A by a metal ring G, the two being in the same plane. 



2 I 8 


Condensers, Electrometers, etc. 


If A and G are in conducting communication and charged, the 
effect of G is to prevent this irregularity at the ^dge of A, The 
second plate B of the condenser is fixed to an insulating support 
and its distance from A can be adjusted by a micrometer screw. 
The capacitance of the condenser is given by the formula 
A being the mean of the areas of A and the circular opening in G. 
The reason for taking this mean will be gathered from Fig. 215. 



Fig. 215. Fig. 216. 


The principle of the sliding condenser is shown in Fig. 216. 
A and C are two metallic cylinders in line and separated by a small 
air gap D, whilst B is an inner coaxial cylinder carrying a slider 
which moves on C. A is insulated and B and C are earthed. If 
B be caused to slide into A by an additional distance I, the change 
in the capacitance is //a log^ (bja) (Art. 6). B is supported on 

vulcanite rests inside 



Fig. 217. 


C and metal covers 
are arranged to pro¬ 
tect A from external 
disturbing influences. 
It will be noted that 
it is the change in 
capacitance due to a 
sliding of B through 
a certain distance 
which is observed: if, 
however, the capaci¬ 
tance be determined 


experimentally for 

one position of B the capacitance for any other position will be known. 


B— Electrometers 

II. The Quadrant Electrometer 

We have seen that the gold-leaf electroscope measures, and its 
action depends on, potential, but for more accurate determinations, 
particularly of small potentials, some form of electrometer is 
generally employed. 
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The quadrant electrometer consists of a shallow cylindrical 
metal box divided into four quadrants, each quadrant being 
supported on an insulating pillar, and opposite quadrants being 
connected by fine wires, viz. a to c, and h to d, as indicated in Fig. 
217. A light spindle-shaped vane or needle n of aluminium is 
suspended by a fine silver wire, so that it hangs inside the box 
symmetrically along one of the lines of separation of the quadrants. 
In Kelvin's original pattern the needle was connected by a platinum 
wire to the inside coating of a Leyden jar (which has sulphuric acid 
for its inner coating, and tin- 
foil for its outer coating), 
situated at the bottom of 
the instrument, and was 
kept charged to a constant 
high potential. This charge 
was kept up by means of 
a small induction machine 
(the replenisher, page 157), 
and the constancy of the 
potential was ascertained 
by means of a gauge, which 
was really an attracted 
disc electrometer (Art. 13). 

If now the opposite pairs 
of quadrants be connected 
to two bodies at different 
potentials, the high poten¬ 
tial needle will be deflected 
towards that pair of quad¬ 
rants with the lower poten¬ 
tial, and the magnitude of Fig. 218. 

the deflection will depend 

on the P.D. between the two pairs of quadrants, i.e, upon the P.D. 
between the two bodies joined to them. The torsion of the sus¬ 
pension, of course, furnishes the controlling couple. Deflections are 
read by the ** lamp and scale " method. The Kelvin instrument, 
however, has been almost entirely superseded by the Dolezalek. 

The Dolezalek quadrant electrometer is of more slender con¬ 
struction and much more sensitive than the Kelvin: it is an important 
instrument, and is shown in Fig. 218. The needle is of silvered 
paper and is suspended by a quartz fibre which is made conducting 
by dipping it into a solution of calcium chloride. The quadrants 
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are made of brass and are well insulated by being supported on 
amber pillars. Access to the needle is rendered easy by mounting 
two adjacent quadrants on a brass piece so that they can be swung 
to one side and returned again to the working position as desired. 
There is no Leyden jar, the needle being charged by a battery to 
about 8o volts; the spot of light moves about a metre on a scale 
at a metre distance when the potential difference between the 
quadrants is i volt. The instrument is contained in a brass case 
provided with a window for the light to pass to and from the 
mirror. The working capacity of the instrument is about 50 
e.s. units. It is extensively used in measurements connected with 
radio-activity, conduction of electricity through gases, etc. 

The Compton quadrant electrometer is similar to the Dolezalek, 
but it is smaller, and arrangements are such that the vane can be 
tilted and one of the quadrants raised or lowered, thus varying the 
sensitivity of the instrument. In Lindemann’s electrometer the 
needle consists of gilded glass threads, and is attached to the 
middle of the suspension fibre of silvered quartz, both ends of the 
latter being fixed to a quartz frame. This frame is surrounded by 
a metal case provided with a window for observ^ation purposes, 
such observations (of one end of the needle) being made by a 
microscope fitted with an eye-piece scale. The needle moves 
between fotir rectangular plates cross connected. 

12. Theory of the Quadrant Electrometer 

It will considerably help the student to get clear ideas on this 
if we first merely summarise the essential formulae which we use 
with the instrument. In fact the beginner may omit, on a first 
reading, the “ proofs of these formulae which follow this summary. 

If d be the deflection, V, v^, and the potentials of the needle and the 
two pairs of quadrants, it can be shown that:— 

9 = A, (v - . (I) 

where is a constant. If V be very large compared with and i;2,^then (i) 
may be written:— 

^ (vi - i/jj).(2) 

Thus the deflection of the spot of light is proportional to the potential of 
the needle and the potential difference between the two pairs of quadrants, 
or, since V is constant, 9 is proportional to the P.D, between the two pairs of 
quadrants, i.e. between any two points joined to them. 
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Frequently one pair of quadrants is earthed and the other pair joined to 


a body, the potential of which is required: in this case, if — o, equation 
(2) becomes:— 

0 = .(3) 


i.e. the deflection is proportional to the potential of the insulated pair of quadrants 
and that of the body joined thereto. 

In measuring large differences of potential the needle, instead of being 
separately charged, is frequently joined to one pair of quadrants: in this 
case, putting, say, == V in (i)— 

e^k,{Y .( 4 ) 

i.e. the deflection is proportional to the sqitare of the potential difference between 
the two pairs of quadrants: if the needle and one pair of quadrants be con¬ 
nected together and to a source at potential V, and the other pair be earthed:— 

.( 5 ) 

This is independent of the sign of V, so that an alternating potential may in 
this way be measured. 

The essential facts then are as follows —If the needle be at a constant 
higli potential the deflection is proportional to the potential difference between 
the two pairs of quadrants, and if one pair be earthed (zero potential), and the 
other pair connected to an electrified body, the deflection will be proportional 
to the common potential of the body and the quadrants to which it is joined; 
in both these cases, i.e. when the needle and the two pairs of quadrants are 
all at different potentials, the instrument is said to be used hcterostatically. 
If the needle and one pair of quadrants be connected together, and at a 
much higher potential than the other pair, the deflection is proportional to the 
square of the potential difference between the two pahs of quadrants; in this 
case the instrument is said to be used idiostatically. 

We can now establish the above relationships as follows:— 
Let V, and denote, as above, the potentials of the needle and 
the two pairs of quadrants. Let B be the deflection, and T the corre¬ 
sponding couple exerted on the needle by its torsion fibre. It will 
be seen that the quadrant-needle system constitutes a double 
condenser, each pair of quadrants forming a condenser with the 
part of the needle that lies within them. 

Imagine the deflection increased from B to B -j- a, a being a 
very small angle. Then we may assume, for an ideally symmetrical 
arrangement, that the capacitance of one condenser is increased 
and that of the other decreased by a definite equal amount 
proportional to a. 

Let c denote the change of capacitance of each condenser for 
unit angular displacement of the needle. Then, for the displace¬ 
ment a in a direction causing an increase of capacitance in the 
condenser formed by the needle and the quadrants at potential 
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the change in the energy of the condenser system is given by 
(energy = | capacitance x (P.D.)*):— 

\ca (V - (V 

i,e, \ca {(V - v^Y “ (V -- v,Y}, 

i.e. ca I V - ^ I {r, - 

This change of energy is equal to the work done against the 
couple T during the extra displacement a. Hence:— 

Ta=ca K-Va); 

But I is the torsion mointmt for a twist 0 , and is equal or nearly 
equal to k 6 , where k is ( onstant depending on the wire or other 
suspension. Hence we have:— 

kB .-= c (v - ” y K - Vj): 


-^0 


i/j 4- 1 \\ 


) ( ^1 - ‘>^ 1 . 


■ip) 


If the potential of one pair of quadrants be the same as that of 
the needle, for example, if = V, we get (from (p)) 


e 




e = -- (V 

2k 




and the other expressions quoted above can be similarly deduced. 

Note that in the summarising note at the beginning of tTiis 
section the constants are merely abbreviated by using k: the 
corresponds to c/k and the Ag c/2#c. 

13. The Attracted Disc or Absolute Electrometer 

The absolute measurement of difference of potential can be 
effected by the attracted disc electrometer. It has been shown 
that in the case of a charged disc the density is not uniform, but is^ 
greatest round the edge; this defect in the early forms of this 
instrument is remedied by the employment of a guard-ring.'* 
The principle of one type of the electrometer will be gathered 
from Fig. 219. The attracted disc, C (of area, say* S sq. cm.), is 
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surrounded by a guard-ring, BB, forming the bottom of a metal 
box, AA, which protects the disc from external influences. The 
disc is suspended from the top of the box by springs, and its normal 
position is slightly above the plane of the guard-ring bottom, BB. 
The distance between the disc and the lower plate, PP, can be 
adjusted so that the attraction on the disc (when there is a potential 
difference between it and the plate PP) is just sufficient to bring it 
exactly into the plane of the guard-ring BB, and as the force in 
dynes necessary to do this is readily found by direct experiment 
(by placing weights on C), the force of attraction on the disc for a 
known distance between the plates is determined. PP is raised or 
lowered by a micrometer screw attached to its supporting pillar. 

In the arrangement of Fig. 219, let the disc C be charged to 
potential V, and let the surface density of the charge be denoted 
by <7. If PP be now connected to earth it remains at zero potential, 
but a charge of opposite sign to that on C is induced on it, and the 
surface density of this charge will be 
— a. The difference of potential be- 


B 


tween the plates is therefore V, and 
on page 206 it is shown that V = ^TTod, 
that is a = VI^Trd, where d is the dis¬ 
tance between C and PP. Again, the 
force F on the plate C, drawing it down 
to the level of BB, is shown on page 
210 to be given by the expression F = 27 rSc 7 ^; hence: 


B 


IT 


Fig. 219. 


„ _ , 27 rSV*> SV* . 

F - 27 rSa 




A delicate gauge is provided to indicate when C is exactly on a 
level with BB, and the force F required to do this is found by a 
preliminary experiment with known weights, so that the factor 
is known. (P, B, and C are all earthed during this prelimi¬ 
nary observation.) In practice C and BB are usually kept at a 
constant potential and PP joined to the body to be tested: the 
method will be gathered from the following:— 

The disc and the guard-ring are maintained at a constant potential, and 
the lower plate is first connected to earth and adjusted until the disc is in the 
plane of the ring. The reading of the micrometer screw attached to the 
pillar supporting the lower plate is then taken. 

The plate is next disconnected from earth and joined to the conductor 
whose potential has to be measured, and its position is again adjusted so that 
C is level with BB. 
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Now» if denote the constant potential at which the disc and guard-ring 
are maintained, and v the potential to be measured, then we have, since the 
potential of the lower plate for the first adjustment is zero, 

V - . (I) 

where denotes the distance between BCB and PP when the first adjustment 
is made. Similarly we have __ 

V - t» = rf, 'X/ - y -. (2) 

where d2 denotes the distance between the plates when the second adjustment 
is made. Hence, subtracting (2) from (i). we get 

(d,- d,) 

where v denotes the required potential, eind {d^ — d.^) is the distance the 
lower plate is moved in making the second adjustment. 

The factor V (SttF/S) may be determined once for all as a constant of the 
instrument by finding F and S. Imagine all parts at zero potential. Suppose 
M grm. must be placed ctn C to bring it to the level of B, then the force 
F = Mg dynes. S is known (it should include half the gap area—see Fig. 
215). Note that C and BB are meiallically connected. 

14. String Electrometers. Condensing Gold-Leaf Electroscope 
(i) The simple string electrometer (Fig. 220) consists of a quartz 
fibre (silvered) sus])ended under ten3i( n between two parallel plates 
whose distance apart can be varied, and the whole is enclosed in a 
metal case to protect the parts from external electric fields. The 
ifibre is joined to the body wliose potential is to be measured, whilst 
the two plates are kept at a constant potential difference. Another 
method consists in keeping the fibre at a constant high potential, 
joining one plate to earth, and connecting the other plate to the 
potential to be measured. The deflection of the fibre depends on 
the potentials (and, of course, the tension), and is observed by a 

microscope: a moving photo¬ 
graphic film may also be used 
for recording as the instrument 
responds at once to potential 
changes. 

A modified form is the 
bifilar string electrometer (Fig. 
22r). The moving part is a 
loop of platinum wire suspended 
under tension. The loop hangs 
between two plates as before, 
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and when a P.D. is applied between the loop 
and plates the two sides of the loop move 
away from each other: observations are 
made by a microscope. 

(2) The ordinary gold-leaf electroscope 
(Fig. 133) is not ,sensiti\'e enough for the 
detection of the electrification on a body 
which is only at a low potential but has a 
large capacitance compared with the electro¬ 
scope. In such cases a useful device is to 
increase the capacitance of the electroscope while it is in contact with 
the body to be tested, so that it takes a very large charge: it will not, 
however, rise to a high potential, for the resulting common potential 
will be lower than the original low potential of the body under 
test. The electroscope is then disconnected from the body, and then 
its capacitance is reduced to its own lower value, with the result that 
the large charge it has taken causes the potential of the leaves to 
rise, and they diverge. An electroscope constructed on this 
principle is called a condensing electroscope. 

The electroscope has a large disc B (Fig. 222) and a movable 
plate A, the latter being earthed—thus AB forms a parallel-plate 
condenser, the plates being separated by air or by a coat of insulating 
varnish, with A close to B. B is connected momentarily to the 
charged body to be tested and then disconnected. A is then removed 
to a distance, and the big charge B has taken will then raise the 
potential and the leaves will diverge. 

As an illustration the P.D.s which occur in a cell or even a battery of three 
or four cells are very small compared with the potentials met with in elec¬ 
trostatics. A sensitive condensing electroscope may, however, be able to 
give results with the P.D. at the terminals of a single cell and certainly with 
a battery of three or four cells. For accurate work with a single ceil, however, 
an electrometer should be used. 

15. Electrostatic Voltmeters 

Commercial instruments for the measurement of potential 
differences in practical units (volts, etc.) are termed voltmeters. 
They depend for their action on various electrical principles and 
are dealt with in detail in later Chapters: at this stage we only briefly 
glance at one or two which are based on electrostatic principles. 

In electrostatic voltmeters the attractive force between two 
bodies charged to different potentials is used to measure the P.D. 
between them. A simple form is shown in Fig. 223. The two 
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vertical copper discs Dj and Dg facing each other form, as it were, 
the two plates of a parallel plate air condenser. The central part d 
of the disc on the left is separate from the rest of the disc (guard-ring 
principle) and is free to move horizontally a short distance to and 
from the other disc, any such movement being communicated to 
the instrument pointer by a suitable mechanism. If the two discs 
be connected to two points at different potentials, the central 
moving part is attracted towards the disc on the right. The force 
of attraction depends on the P.D. (it is proportional to the square 
of the P,D.) and the instrument is graduated so that the deflection 
gives the P.D. direct in volts. As a rule Dg is mounted on a slide 
bar so that it can be clamped at various distances from Dj and the 



range of the instrument thereby altered. They give full scale 
deflections with voltages ranging from 10,000 to 250,000 volts. 

The muUicelUdar electrostatic voltmeter (Fig, 224) is rather like 
the variable condenser (Fig. 209) in construction. It consists of a 
fixed set of triangular brass plates Q arranged parallel to each other, 
and a set of light aluminium paddle-shaped vanes V fixed parallel 
on a vertical spindle S, and capable of moving into and out of the 
spaces between the plates Q. When the fixed and moving sets are 
joined to two points at a P.D. the set V is attracted into the set Q 
and the movement is communicated to a pointer moving over a 
scale graduated to read the voltage direct. The controlling 
influence is the torsion of the suspending wire. The bottom of the 
spindle S carries a disc D which moves in oil and prevents undue 
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oscillation of the moving system, i.e, makes the 
instrument more or less '' dead beat,’' as it is 
termed. They are used for smaller voltages—about 
20 to 600 volts. P 31 ectrostalic voltmeters can be 
employed on either A.C. or D.C. circuits (sec 
Chapter XVIIL). 

C—Electrostatic Measurements 
16. Comparison and Determination of Capacitances 

Most laboratory methods—including the most 
satisfactory methods—for the comparison and deter¬ 
mination of capacitances are based on principles 
dealt with in current electricity, and these are 
described in Chapter XV. In this section only 
those methods involving principles already dealt with are discussed. 

(i) To compare the capacitances of two condensers. Connect up the 
apparatus as indicated in Fig. 225, where A and B are the two condensers of 
capacitances and Cg respectively, I) is a convenient battery, E a quadrant 
electrometer (used hoterostatically), and Kj, Kg, K, well insulated keys; it 
will be noted that one pair of quadrants, one terminal of the battery, and 
one plate of each condenser are earthed at e. 

Close Kg, thus charging A to a ceitain potential. Next close Kj, and note 
the deflection, dj, indicated by the electrometer; is proportional to the 
potential, say Open Kg, thus breaking the battery circuit. Close K,, 
thus allowing A to share its charge with B, the two taking up a common 
potential Vg, lower than Vj. Note tlie deflection, cfg. indicated by the electro¬ 
meter; rig is proportional to Vg. 

If Q denote the charge given to A in the first case, then, neglecting the 
capacitance of the electrometer, Q — CiVj. Similarly, in the second case, 

Q - (Cl + Cg) Vg; 

C,Vi = (C, + Cj) V„ t.e. “ V* "" d^‘ 

Cj _ 

If A be a standard condenser of 
known capacitance Cj, the capaci¬ 
tance Cg can be determined from 
the above. 

It has been assumed that the 
capacitance of the electrometer is 
so small in comparison with the 
others that it can be neglected. 
If this be taken into account— 
call it c —we have Q (('j -1 c) Vj 
and Q (Cj Cg + c) Vg; 



w 

T 



Fig. 224. 
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(Cl + = (Q + V,; 

in which and c are supposed known, and and are the deflections. 


(2) To determine the capacitance of a quadrant electrometer. Let two 
spherical conductors of capacitances Cj and Cg, measured by their radii, be 
charged to the sanu^ potential, and their potentials compared when joined 
succcvssively to the quadrants of the electrometer. I.et c denote the capaci¬ 
tance of the quadrants of the instrument, V the common initial potential of 
the two conductors, and Vj and V2 the potentials assumed by these conductors 
when connected witli the quadrants; then, if and denote the deflections 
corresponding to these potentials, we have 

Vi (Cj + c) VCj and (Q -f c) - VCo; 


. V, (C, 4- _ c, 

V,(C,+ 0 "c,- 



rfi 


. rf. C, + C ^ C, C,C, [d^ - d,) 

d,-C, + r. CV • ■ ■' "d.C^-dfi,’ 

in which Cj and Cj numerically equal the radii and c is therefore determined. 

A more convenient laboratory method is as follows. Arrange apparatus 
as in Fig. 226 where C is a condenser of known capacitance C (preferably a 
guard-ring type so that C is accurately calculated from dimensions), E is the 
electrometer (its needle n is dmwn off to one side for simplicity), B is a battery, 
Kj and Kg keys, and X is tlie battery ff»r charging the needle. Note the 
electrometer connexions. 

Close Kj thus raising one pair of quadrants to potential (the other pair 
is earthed), and note the deflection d■^^. If c be the electrometer capacitance 
the charge on the electrometer is cv^. Now open Kj thus disconnecting B, 
and close Kg. The electrometer shares its charge with C and they come to 
a common potential v.^. Let d.j, be the deflection. Then cv^ --- (c -f- C) i^g. 



17. Determination of Dielectric Constant 



As in Art. 16 only 
those methods based on 
principles already dealt 
with will be considered at 
this stage. 

(i) Hopkinson's 
Methods for Solids and 
Liquids. — The principle 
will be gathered from Fig. 
227. In the figure B is a 
battery, the middle point 
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of which is earthed 
(zero potential), in 
which case, as will be 
seen later, if + V be 
the potential of the 
positive pole the nega¬ 
tive pole will have the 
equal but opposite 
potential — V. S is a Fig. 227. 

sliding condenser. G 

is a guard-ring condenser, the movable plate of which is earthed; 
E is an electrometer, and other earth connexions are as indicated. 

On bringing the keys, Kj and Kg, into contact with the lower 
studs, S is charged to a positive potential and G to an equal 
negative potential. Since Q — CV, if the capacitances of S and G 
are equal their charges will be equal but of opposite sign. Hence 
on raising and Kg upper studs the charges will “mixand 

being equal and opposite will neutralise so that the electrometer 
will not be deflected. The sliding condenser S is adjusted, until 
on performing these operations there is no deflection, in which case 
the capacitances of S and G are equal. 

A slab of the solid dielectric, whose dielectric constant K is 
required, is next placed on the movable plate of G, thus increasing 
the capacitance of this condenser. S is kept fixed, and the movable 
plate of G is lowered until, on repeating the experiment, there is 
again no deflection. Now 

Capacitance of G in Case i — A/477/!, 
where A = area of G, and t = distance between the plates. 

A 

^ {477 (/ — -f x) +aiK} 

where d is the thickness of the slab and x the distance the movable 
plate is lowered (Art. 5). Now these capacitances are equal, both 
being equal to that of S, i.e. 

A___A . 

477 {{t — d x) djK} 477/' ’ ’ d — X 

In dealing with liquids Hopkinson used a special cylindrical 
condenser, a section of which is shown in Fig. 228; this takes the 
place of the guard-ring condenser above. With air as dielectric in 
the special condenser, the sliding condenser S is adjusted for no 
deflection and the position of the sliding tube of S is noted. The 





230 


Condensers, Electrometers, etc. 


special condenser is then filled with the liquid, S again adjusted for 
no deflection and the position of the sliding tube of S again noted. 
The capacitance of the special condenser is, in each case, equal to 
the capacitance of S, and these are^ (Arts. 6, lo) 


V // 

2 log, ^ 


(2) Co 


k 

2 log, 




K 


C2 


h 

k 


In practice S is graduated so that its capacitance is known for 
any position of the inner tube inside the outer. 

(2) Boltzmann’s Method for Gases.— The con- 
denser consisted of two metal plates P and Q, (Fig. 
229), surrounded by an enclosure of brass, B, the whole 
}'Tg. 228. being contained in a glass receiver. The whole could 
be exhausted or filled with any desired gas. Connexions 
between the condenser plates P, Q, and the battery, electrometer, 
and earth were made by wires insulated from the walls of the 
chambers by passing through shellac plugs. A battery of 300 cells 
was employed to charge the condenser. 

With the enclosure exhausted, and closed, the plate P is 

charged to a potential 300V, where V is the potential due to one 
cell. Q is at zero potential. 

The keys are opened and the gas admitted. If K be its dielectric 
constant the potential of P falls to 300V/K. Q is still at zero. 

P is again joined to the batter}^ 
by closing an additional charge 
passes to P raising its potential again 
to 300V. Q now acquires a potential 
due to this extra charge which has 
passed to P and a deflection a is 
obtained on the electrometer, a 
depends on the amount by which the 
potential of P has altered; hence:— 


r 


r — 

t 


V. 

p 


' _ 

__!__ 

Fig. 229. 


a oc (300V — CC300V 


An additional cell is added, thus altering the potential of P by 
an amount V. If ^ be the d^ange in the deflection, ^ oc V. Thus:— 


a 


300V (i — i/K) 

y 


300 (I 



200 - 


a 
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(3) Miscellaneous. —Faraday used two spherical condensers 
A and B exactly alike, the outer sphere of B being in two halves. 
A contained air and the lower half of B the dielectric (sulphur), 
their capacitances were compared, and it was found that Cj, ~ 
where == capacitance of A and Cj, = capacitance of B. As B 
is only half full of sulphur, and its capacitance when the sulphur is 
not there is the same as A, we have;— 




K ^ I 


C„ 


i-6C„ 


K -I- I 


C„, i.e. 


K + I 


-- t-6; 


K = 2-2. 


It has been stated (page 198) tliat the action of an extiTnal charge on a 
suspended dielectric sphere is practically (K — i)/{K + 2) of its action on an 
equal conducting sphere. The field alters at tlie surface of the dielectric 
sphere so that it is “ apparently " charged, the apparent charges being of 
the same sign as, but smaller than, the induced charges on the conducting 
sphere; hence the force on 
the dielectric sphere is of the 
same nature as (attraction), 
but smaller than, the force 
on the other sphere. Boltz- 
man compared the forces on 
the two equal spheres and 
determined K for the dielectric 
sphere. Other methods of 
determining K are given later. 

In the case of gases K increases with the pressure: for air at normal 
pressure K — 1-00059, but at 100 atmospheres K ~ 1*054. For some 
substances K slightly decreases with rise in temperature, but with others 
there is an increase, e.g. with glass and vulcanite. Note that the amount by 
which K for air at 100 atmospheres exceeds i {i.e. *054) is less than 100 times 
the amount by which it exceeds i at i atmosphere {i.e. -00059): this is 
because the displacement or polarisation of the atoms is interfered with by 
the greater number of collisions among the atoms at the higher pressure. 






A b 


Fig. 230. 


18. Proving the Law of Inverse Squares 

(a) Principle of Laboratory Method. —The fact that the 
force between two charges varies inversely as the square of the 
distance between them can be approximately verified by using a 
balance such as is shown diagrammatically in Fig. 230. A small 
brass ball a is attached by vulcanite to the end of a long rod 
suspended on a knife-edge, and the rod is balanced horizontally by 
the rider R. The distance of another ball b from a can be adjusted 
by raising or lowering the insulating arm A which carries it. The 
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balls are charged (say unlike) so that a is attracted, R is adjusted 
so as to bring the rod into the horizontal again, and the force can 
be measured by the amount R has to be moved. By repeating 
with a and h at different distances apart, the law can be approxi¬ 
mately verified. 


[h) The Cavendish Experiment and Proof. —It has been 
indicated that the potential is uniform and therefore the electric 
force zero inside a charged hollow conductor, and this is really a 
proof—the best proof—of the law of inverse squares, for it can be 
shown that this result follows from the law of inverse squares but 
does not follow from any other law. For simplicity we will prove 
this for a charged hollow sphere, but it applies to a charged hollow 
conductor of any shape. 

Consider a sphere uniformly charged positively, and take any 

point, X, within it (Fig. 231). Through 
X draw lines forming two small cones, 
the apex of each being therefore at X, 
the small solid angles at X being 9 , 
and let the two small areas intercepted 
on the spliere be S and respectively. 
Consider now a right section of the 
cone at S. Its area is r^O and (since 
the angle between two straight lines 
is equal to the angle between their 
perpendiculars) it makes an angle a 
(Fig. 231) with S; thus r ^6 == S cos a; 

231. S =r^^/cos a, and, similarly, ~ 

r^djeos a. It p be the surface density 
the charge on S will be Sp, i.e, r^p 9 /cos a, and the charge on will 
be r-^pO /cos a. Now if the force varies inversely as the ^th power 

of the distance the force at X due to S will be , and the 

^^^^cos a 



force at X due to Sj will be - 


cos a 


and these will be in the same 


straight line but in opposite directions. The following cases arise 


Case I. If = 2 these become --— in each case: thus the 

cos a 


field at X, due to the charges on S and Sj, is zero, and, since the 
whole sphere can be divided into cones in this way, the total field 
at X, due to the charged sphere, is zero. This is so in practice; 
hence we infer that ^ = 2. 
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Case 2. If ^ > 2 these become — and f ^ 

respectively. Since > r, the former expression is greater than 
the latter; hence, taking the whole sphere, the force due to the 
part of it on the right of the plane, ZXY, will be greater than the 
force due to the part of it on the left of ZXY, and there will be a 
resultant force at X acting towards the left, i.e. towards the centre. 
This is not so in practice. 

Case 3. Similarly, ii p <2 it can be shown that there is a 
resultant force at X acting towards the right, i.e, away from the 
centre. This is not so in practice. 

Thus, from the fact that the force inside such a charged sphere 
is everywhere zero, we deduce that p must 
equal 2. 

Cavendish placed a sphere, B, inside 
another, A. A was charged positively, 
joined to B for a moment by a wire, then 
the two were disconnected. From the pre¬ 
ceding B would have no charge U p ~ 2, 
it would be positive if ^ > 2, and nega¬ 
tive \i p <2. In all cases B was without 
charge; hence p ~ 2, Maxwell in repeat¬ 
ing the experiment tested B with a 
quadrant electrometer with which he could 
have detected a charge on B if ^ had 
differed from 2 by as little as Fig. 232. 

no charge was found. 

(c) Coulomb’s Torsion Balance. —This instrument is not used 
to any extent in the laboratories of to-day, and it does not prove 
the law with the accuracy of the preceding method: it is, however, 
of historical interest, and a brief consideration is necessary. Before 
proceeding further the student should again read pages 114-16. 

The balance, as used in Electrostatics, is similar to that described 
in Magnetism. In place of the magnet suspended horizontally 
from the torsion head at the top, a light rod of insulating material 
with a small conducting ball at each end is used (Fig. 232). 
Through a hole in the cover an insulating rod with an equal small 
conducting ball at its lower end can be inserted vertically, and the 
apparatus is adjusted so that this latter ball is level with and just 
touches a suspended one when the suspension is "v^thout torsion 
and the end of the suspended rod is opposite the zero of the scale 
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etched on the glass. A charge is given to the ball (call it c) on the 
end of the vertical rod, the rod is inserted, with the result that the 
charge is shared with the suspended ball (call it 6), and the latter 
is repelled until the couple due to the torsion balances the repulsion 
between the balls. 

To verify the Law of Inverse Squares by Coulomb’s Method. —If the angle 
of deflection be small it may be assumed that the distance between the balls 
is reduced to one half if the angle is reduced to one half. Coulomb’s method 
was, therefore, as follows: On inserting c the ball h was repelled through an 
angle of 36°. The twist on the wire was, therefore, 36°, and this balanced the 
repulsion. The torsion head was then turned through 126° in the opposite 
direction to the deflection to reduce the deflection to 18®. The twist on the 
wire was, therefore, (126'' -f 18°), i.e, 144“, and this balanced the repulsion. 
Now, 144 — 4 X 36; thus the force of repulsion was increased fourfold, which 
verifies the law, if we assume the distance wm halved. 

To verify by Coulomb’s method that the force is proportional to the product 

of the charges.—On inserting c the ball 
b was repelled through a certain angle 
so that the twist on the wire ( 6 °) 
balanced tlie repulsion. The ball c was 
removed, its charge reduced to one- 
half by allowing it to touch an equal 
ball, and it was again inserted (without 
touching b). The deflection was less, 
and the torsion head was then turned 
through a certain angle a°, in the same 
direction, until the angular distance 
between the balls was again 0 °. The 
twist on the -wire was now ( 6 ° — a°), 
and this balanced the repulsion. 
— a*’) was found to be one-half of 
0”, so that the repulsion was halved when the charge on c was halved. 

For more accurate work the more exact theory of the torsion 
balance must be applied. A formula for the instrument may be 
developed thus:—Call the ball inserted vertically c and the 
suspended one b. Let 2 q be the charge given to On inserting it 
the charge is equally shared, so that the charge on each is q, and b 
is repelled. Let the torsion head be now turned through an angle, 

in the opposite direction, so as to reduce the angle through 
which b is repelled to a. Let F denote the force between the balls 
at this distance (Fig. 233). The twist on the wire is (a + j 3 ), and 
this balances the repulsion; hence:— 

Couple due to torsion oc (a + C (a + 
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where C is a constant for the wire. Again:— 

CL 

Couple due to repulsion = F x OD ~ F/ cos ~ ; 

/. F/ cos ^ — C (a + 

2 

• T7J2 ^ C (a -f- f 7 • Cl\2 

t.e. ¥d^ =- X 2/ sin - p 

/ cos a/2 / cos a/2 \ 2/ 

i.e, ¥d^ = 4/C (a + /?) sin ^ tan ^ “ distance c6] 

or, since / and C are constants, putting 4/C :=/_ = a constant, 

¥d^ = /_. {a + P) sin ~ tan .(i) 

Further, F = q^jd^] /. ~ ^ (ct jg) sin tan ~ ... .(2) 

If the law of inverse squares be true F oc ijd^, i.e. Fd^ is constant. Hence 
to prove the law by applying the formulae the above would be repeated, i.e. 
the torsion head would be turned through a further angle giving a different 
value for j 3 and a, and this would be continued for several readings. It 
should be found that for each pair of readings of ^ and a the expression 
(a / 5 ) sin (a/2) tan (a/2) = a constant. 

Examples.—(i) In an experiment with the torsion balance the lever was 
deflected through 10". How much must the T.B. be turned to reduce this deflection 
to 5°, supposing the charges on the halls to remain constant. 

If the deflection be reduced from 10° to 5°, say, halved, the force between 
the balls will be quadrupled, and, therefore the torsion must be quadrupled. 
Hence if the torsion head be turned through j 3 ° to reduce the deflection to 5°, 
the twist on the wire will be -f 5). and we must have 

/ 3 ° -I- 5 = 4 X TO == 40 = torsion; jS® = 40 — 5 35. 

Thus the torsion head must be turned through 35*^, and the torsion on the 
wire is 40°. 

(2) In an experiment with the torsion balance the lever is deflected through 
90°. Find the torsion necessary to reduce this deflection to 60®. 

In this example the deflections are too large to admit of the application 
of the method of the preceding example. With the usual notation we have— 

Case (i)—= Z. (^i + i^i) sin tan 
Case (2)—o. Z. (o, + jS.) sin ^ tan^“; 




236 


Condensers, Electrometers, etc. 


and, since we are to assume the inverse square law, i.e. 


(a, + Pi) sin tan = (a, + ft) sin ^ tan 

But from the problem = 90°, = 0°, og = 60®; 

(60® + jSa) sin 30® tan 30® t== 90® x sin 45° tan 45°, 

i.e. {60® 4- jSa) = 90® X ==: 90® X Vo = 220*5®; 

^ sin 30® tan 30 ^ ' 


/. ~ 220*5® ““ 60'^ == i 6 o *5®. 

Thus the torsion head must be turned through 160*5°, torsion on 

the wire is 160*5® + 60°, i.e. 220*5®. 




CHAPTER VIII 

TERRESTRIAL MAGNETISM AND ATMOSPHERIC 
ELECTRICITY 

W E have seen that the earth behaves like a magnet, the whole 
region on and around its surface being a magnetic field. 
The north magnetic pole is in the vicinity of Boothia Felix 
in the far north of North America, about lat. 70"" 40' N., long. 
96® 5' W.: the south magnetic pole is in the southern hemisphere, 
probably about lat. 71® 10' S., long. 150® 45' E. The poles, 
however, are not fixed: their position is very slowly changing, and 
in addition, each day they describe an oval several miles across. 

A— Terrestrial Magnetism 

'the Magnetic Elements of the Earth 

The magnetic elements at any place are (i) the declination or 
variation, (2) the dip or inclination, (3) the horizontal intensity of 
the earth's field (H of Chapter IV.). 

Consider Fig. 234, where L is a point at any place. Suppose 
LG is the true (geographical) south and north line: then the 
vertical plane LGG'L' is part of the plane called the geographical 
meridian, so that the geographical meridian at any place is the 
vertical plane passing through that 
place and the north and south geo¬ 
graphical poles. Suppose a com¬ 
pass at L sets with its magnetic axis 
ak^g LM so that LM is the mag¬ 
netic south and north line: then 
the plane LMMX' is a part of the 
magnetic meridian, i.e. the magnetic 
meridian at any place is the vertical 
plane in which the magnetic axis of 
a compass comes to rest, or the 
Vertical plane containing the mag¬ 
netic axis of a freely suspended 
magnetic \ieedle. The angle GLM 
(a) is the ci|eclination (or variation ): 
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Fig. 234. 
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hence the declination at any place is the angle between the magnetic 
meridian and the geographical meridian at that place (see Fig. 22). 

Now the earth's total magnetic force acts in the plane LMM'L', 
but at most places in some sloping or dipping direction such as LN. 
The angle MLN { 0 ) is the dip (or inclination), so that the dip at any 
place is the angle between the direction of the 
earth*s total magnetic force and a horizontal 
line in the magnetic meridian at that place. 
A freely suspended magnetic needle would 
come to rest with its magnetic axis in the 
magnetic meridian, as stated above, but 
this axis would be lying along LN. A dip 
needle " is a magnetised needle mounted on 
a horizontal axis so that it can move in a 
vertical plane (Fig. 235), and if such a 
needle be placed so that it can move in the 
magnetic meridian it will come to rest with 
its magnetic axis along LN: hence dip is the angle between the 
magnetic axis of a dip needle able to move in the magnetic meridian 
and a horizontal line in the meridian. 

Again, let LN represent both the direction and the magnitude 
(T gauss, say) of the earth's total field. Then LN can be replaced 
by two components, viz. LP horizontally, which represents the 
horizontal component (H) of the earth’s field, and LQ vertically, 
which represents the vertical component (V). 6 is the dip and— 



cos 6 ; T = “ X = tan 6 ; /. V H tan 0 . 

T cos 6 H 

In practice H and 6 are usually found by experi¬ 
ment, and then V and T are calculated from the N 

above relations. 

In this country the values of the elements at 
present are taken to be as follows: Declination / \ / \ 

,= 11° 1*4' W. Dip = 66° 43*2'. H ~ -185, and \ / 

V = *43. These records are now made at Abinger, L 

near Dorking, instead of at Greenwich as formerly, Fig. 236. 
and there is a slight difference between Abinger 
and Greenwich values. Of course, it will be evident that the 
values will vary in different parts of the country. Thus speaking 
generally, declination is between 11° and 12° W. (see above), but 
it reaches about 16° W. on the west coast of Scotland. Dip 
increases as we travel from south to north: speaking generally 
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it is between 66° and 67° in the south (see above) but reaches 
about 71° at the Orkneys off the north of Scotland. The values 
of all the elements are in fact (apart from geographical position) 
affected by local circumstances. Thus there are at various 
places magnetic rocks some of which are on the surface like the 
Malvern Hills, while others are underground as, for example, near 
the Wash and near Reading: at the Malverns the declination at 
certain points on the west is from 8' to 25' less than the normal, 
and at certain points on the east from 12' to 22' greater than the 
normal. Masses of magnetic rock are also somewhat pronounced 
in Skye, Mull, Antrim, North Wales, and the Scottish coalfield. 

2. Determination of the Magnetic Elements 

(i) Declination. —To determine the declination it is necessary 
to find (a) the geographical meridian, (h) the magnetic meridian, 
and to measure the angle between the two. 



Fig. 237. Fig. 238. 


(a) Geographical meridian. An approximate method of finding 
this is by observing when the shadow of a vertical stick or plumb- 
line is shortest: it is shortest about noon when the sun is in the 
geographical meridian of the place of observation and the shadow 
then lies geographical north and south. 

Thus let L (Fig. 236) be the position of the stick and suppose B is the end 
of the shadow some time before noon. Continue marking the end, e.g. S, S, 
until some time after noon when it is, say, at A. Join the points by a curve 
BSSA and with L as centre describe a circle cutting the curve in two points, 
say S, S. The bisector LN of the angle SLS is the geographical meridian, 
for it is the line along which the least shadow lay. 

The above is not workable to any degree of accuracy. A better 
method is to find from the Nautical Almanac the exact time at 
which the sun is due south on any given day, and the shadow of 
the plumb-line or stick at that moment is the geographical meridian. 
The accurate method consists in observing the image of the sun 
(produced by a mirror) in passing the cross-wires of a care¬ 
fully adjusted telesco])e: from the time of tlie image passing tlie 
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cross-wires, the longitude of the place where the observation is 
made, and the equation of time, the exact direction of the sun at 
the time of observation is known and the true geographical north is 
determined. (See Advanced Textbook of Electricity and Magnetism.) 

(b) Magnetic Meridian. —^Assuming the true north and south 
line to be marked on the table, the magnetic meridian may be found 
by suspending a thin magnet so that it can move in a horizontal 
plane above this line. When at rest, place two brass pins vertically 
in the table so that the pins and the magnet are in line. The line 

through the two pins is the 
magnetic meridian, and the 
angle between the two lines 
is the declination. 

In the above the magnet 
is assumed to be thin, and the 
magnetic axis to run from 
the centre of one end to the 
centre of the other end. In 
most cases, however, the posi¬ 
tion of the magnetic axis of 
the magnet is not known with 
certainty, and we proceed 
thus:—Fasten two pins (with 
wax) to the magnet (Fig. 237) 

■—or use cross-wires—and sus¬ 
pend it. Place two pins C, D 
in the table so that CABD 
are in line. Turn the magnet 
over (pin heads downwards), 
suspend again, and place two 
pins E, F so that EABF are 
in line. Join CD and EF and 
bisect the angle between them. The bisecting line MM is the 
magnetic meridian, for it is the line along which the magnetic axis 
lay. Fig. 238, where we assume the magnetic axis nms from comer 
to corner, will show the principle. 

(2) Dip. —If a dipping needle is set down $0 that it can move in 
the magnetic meridian, it will come to rest in the direction of the 
earth’s total force (LN in Fig. 234), and the angle between its 
magnetic axis and , the horizontal is the dip. For accurate work 
an instmment called a dip circle is used. It consists (Fig. 239) of 



Fig. 239. 
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a vertical graduated circle at the centre of which is a horizontal 
axle on which the dipping needle turns. .There is also a horizontal 
graduated circle at the bottom of the instrument, from the centre 
of which projects a vertical axle supporting the upper part of the 
apparatus. The vertical scale—in fact the whole upper part—can 
be turned round on this vertical axle ov^er the fixed horizontal scale. 

Let this page of this book represtmt the magnetic meridian, the 
north being on the right, and suppose the figure shows the pHDsition 
taken up by the needle when the plane of the vertical circle is in the 
magnetic meridian, i.e. in the plane of the page. Then the dip is 
simply read off on the vertical circle: it is the angle between the 
horizontal and, say, the N end of the needle. 

The magnetic meridian may not be known exactly, however, 
and the horizontal circle enables us to find it. Imagine the vertical 
circle set in a plane perpendietdar to the magnetic 
meridian. The horizontal component of the earth’s 
force, being in the meridian, simply tends to tilt 
the needle against the plane of the vertical circle, 
and this it cannot do by reason of the way the 
needle is mounted; this part of the earth's force 
has, therefore, no effect except to cause a pressure 
on the supports. But the vertical component tends 
to pull the needle into a vertical position, and to 
this the mounting offers no opposition. Accordingly 
Ihe needle sets vertically, (lug. 240 will help to 
make this clear.) Moreover it will not set verti¬ 
cally if the vertical circle be in any other plane. 

We therefore begin by turning the upper framework of the instru¬ 
ment until the needle sets vertically at the reading 90""; the circle 
is then perpendicular to the magnetic meridian, and all we have 
to do is to turn it through 90° over the horizontal circle at the 
bottom, when it will be in that meridian, and we can then read 
the dip straight away. 

Several errors, however, may exist in the apparatus, and for 
accurate work these are eliminated by taking the following readings: 
—With the instrument set up as above, a reading is taken for each 
end of the needle. The vertical circle is then turned through 180® 
over the horizontal scale, and each end is again read. The needle 
is then removed from its bearings, turned over and replaced, and the 
four readings repeated. Finally, the needle is reversed in polarity, 
i.e. magnetised in the opposite direction, and the eight readings 
repeated. The mean of the sixteen readings gives the true dip. 
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The possible errors which are corrected by taking the above 
readings are as follows. (In the diagrams the full line represents 
the needle, the dotted lines the true horizontal and true line of dip, 
and the errors are exaggerated to make the idea clear.) 

Error i. The needle may not be pivoted at the centre of the vertical 
circle: to correct, read both ends. Thus in Fig. 241 the angle read from the 
N end is too large and from the S end too small, so that taking the mean of 
the two will correct. (2 readings.) 



Fig. 241. Fig. 242. 


Error 2. The zero line of the vertical circle may not be exactly horizontal. 
To correct, turn the vertical circle through 180° over the horizontal scale 
and repeat the readings. Study Fig, 242 for this. (2 more readings.) 

Error 3. The magnetic axis of the needle may not run from end to end 
of it. To correct, take the needle out, turn it over, and repeat. This is the 
same error as occurred in finding the dedination. (4 more readings.) 

Error 4. The needle may not be supported at its centre of gravity G. 

If G be along the neutral line 
off to one side the method in 
(3) will correct. If G is nearer 
one end, then to correct, the 
needle must be remagnetised 
the other way about. In Fig. 
243 (a) G is in the north half 
and dip angles are too large, 
whilst after remagnetising G is 
in the south half and dip angles 

Fig. 243. Vertical arrows show “ weightsmall (Fig. 243 (6)). 

acting at G. taking the mean corrects. (8 

more readings.) 

The Dip is sometimes determined from observations of the 
apparent dip taken in any two vertical planes at right angles. Let 
PA and PB (Fig. 244) be the traces in a horizontal plane of these 
two planes, making angles and ag with the magnetic meridian 
PM. The components of H along PA and PB are H cos and 
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H cos ttg, and V, the vertical component at P, is the same for both 
planes. Hence if and 83 denote the apparent dip in the planes 
of PA and PB we have (since V/H ~ tan 6 ):— 


^ tan and ^ 


tan So. 


H cos * 1:1 cos fXo 

Since and are compic-mentary, we may write sin for 
cos ag and the above may be put in the forms:— 

H cos ^ . H sin _ o . . ,0 . . .0 . /H\2 


V 


■ “ cot S 


But H/V 


, H sin tt, ^ ^ ^ ^ / 

- - cot So: /. cot^ Sj + cot^ ^2 — ( 

: cot 0 where 0 is the ime dip: hence: 
cot“ 0 : ^ cot- Sj + cot2 So. t 




v; 


(j) Horizontal CoMPONENT.--The method of determining H, 
the horizontal component of tlie earth’sfi{‘ld, has been fully explained 
in Chapter IV. (pages 116-120). Knowing H and the dip the ^ 
<f)tal intensit}/ T is found from T ~ H/cos 8 and the vertical 
component V from V - H tan 0 . 

It may be noted, and it will be seen 
lat(‘r, that very accurate determinations 
of H can be made by observations based 
on the magnetic effects of electric cur¬ 
rents flowing in conductors: so, too, the 
dip and V can be determined by methods 
involving the use of electric currents. 

The KeiP ma^nclomeicrs used in the 
determination of declination and hoii- 
zontal intensity, and the Kew dip circle 244. 

are very elaborate forms of apparatus for 

accurate work, but their description and operation cannot be given 
in this book. {See Advanced Textbook of Electricity and Magnetism.^ 



3. Variations in the Magnetic Elements at any Place 

The magnetic elements vary from time to time at the same place, and 
they also vary from place to place on the earth's surface (see Art. 5). 
The following are the chief facts in connexion with the former:— 

(i) Secnlar Changes .—The elements are found to be undergoing 
gradual changes extending over a very long period of time, and 
these are ref(Tred to as the secular changes. Thus the declination 
at London was ti° 15' IL in 1580, i.e. the north pole of the compass 
pointed east of the true north. Year by year the declination 
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became less, and in 1657 compass pointed geographically north, 
The declination then became west, reached its westerly limit of 
24° 38' W. in 1818, and is now decreasing at the rate of about ii' 
per year, and somewliere about the year 2130 it should again be 
zero. The magnetic system is, in fact, slowly rotating as shown 
in Fig. 245, the time of a complete revolution being about 950 years. 
The angle of dip is decreasing at the rate of about i-i' per year, 
and H is increasing at the rate of about *00002 unit per year. (In 
recent years, however, there has been a slight variation from this 
general change, dip showing a slight increase.) 


2130 


1080 


(2) Daily Changes .—Periodic daily variations in the elements 
are also observed. In England the north pole of the compass 
starting from its mean position moves to the west from about 
10 a.m. to I p.m., at which time the declination has 
increased about 5'. The north pole then moves to 
the east, crosses its mean position about 7 p.m., 
moves still to the east (but very slowly) until the 
early hours of the morning, then moves rapidly to 
the east until between 7 a.m. and 8 a.m., at which 
time the declination has decreased about 4'. The 
north pole then moves to the west, reaching the 
mean position again about 10 a.m. This is shown 
by the curve D in Fig. 246. On the same figure 
th(^ curve I gives the daily changes in dip; the 
maximum is reached between 10 a.m. and ii a.m. 
and the minimum between 7 p.m. and 8 p.m. The 
curve H gives the changes in the horizontal force; the maximum 
is between 7 p.m. and 8 p.m. and the minimum between 10 a.m. 
and II a.m. The changes are less in winter than in summer. 



hlondon 

Fig. 245. 


(3) Annual Changes .—Periodic annual variations also take place; 
thus the declination has its greatest (westerly) value in February 
and its least (westerly) value in August. There is a small periodic 
monthly variation in the elements also. 

(4) Pulsations .—^By using very small magnets with small 
moments of inertia it is seen that the curves such as are shown in 
Fig. 246 are really composed of very small undulations dup to the 
magnetic system being constantly subject to vibrations of very 
small amplitude; these are spoken of as pulsations. 

(5) Irregular Changes .—Sometimes the recording instruments 
indicate sudden, irregular, and often large disturbances in the 




Variations in the Magnetic Elements 


245 


elements, such disturbances occurring more or less simultaneously 
all over the world; these are referred to as magnetic storms, and 
frequently accompany volcanic eruptions, earthquakes, earth 
currents, and abnormal displays of the aurora. Magnetic storms 
often accompany the appearance of unusually large sun spots, 
and the ‘'sun spot eleven-year period"' coincides with a similar 
period of change in the extent of the daily variations. 

The daily changes in the elements seem to indicate that there is some 
association with the sun and with the rotation of the earth; probably radiation 
from the sun brings about an alteration in the electrical conductivity of the 
upper atmosphere and therefore of any currents in it, which alteration will 
vary with the time of day and, of course, affect the earth's magnetism. The 
eleven-year period referred to above also supports the idea. 

4. Recording the Variations in the Elements at any Place 

Instruments known as magnetographs are used for the continuous 
recording of the changes in 
the elements at any place, the 
three elements selected being 
the declination, the horizontal 
component, and the vertical 
component. In each case the 
moving magnet system carries 
a mirror, from which a beam 
of light from a lamp is reflected 
on to sensitised paper or photo¬ 
graphic film, the Iptter being Fig. 246. 

attached to a revolving drum; 

thus any movement of the system is indicated by the trace on 
the steadily moving film. 

Declination .—The magnedograph consists of a magnet 
suspended by a long fibre, and carrying a mirror (usually concave). 
Just below this mirror is a second one fixed to the base of the 
instrument. Light from a lamp passes through a slit, falls upon 
these two mirrors, and is reflected therefrom through a plane 
cylindrical lens to the sensitised paper on the revolving drum, the 
paper moving parallel to the axis of rotation of the magnet. The 
spot of light produced by reflection from the fixed mirror traces a 
straight line on the paper, which serves as a zero or base line. The 
spot of light produced by reflection from the magnt; mirror traces 
a curve, the distance of which from the base line will vary with 
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any variation in the position 
of equilibrium of the mag¬ 
net. i.e. with any variation 
in the declination. 

The torsion magneto¬ 
meter of Fig. 126 may be 
used for the purpose, a 
mirror being attached to 
the suspended magnet. The 
torsion head is turned at 
the outset until the magnet 
rests in the meridian. Fig. 
247 roughly indicates tlie 
idea, the fixed mirror being 
dispensed with. 

(2) Horizontal Component. —One form of magnetograph consists 
of a magnet with a bifilar suspension, and arranged so that the 
magnet is at right angles to the meridian. In this case (see page 63) 
the couple due to the earth is MH, and this is balanced by the 
couple due to the bifilar suspension; hence any change in H will 
result in a slight rotation of the magnet which is recorded by a 
trace on the moving film as before. Fig. 248 roughly indicates the 
general principle using the simpler apparatus. 

(3) Vertical Component. —In this case the instrument is arranged 
with the suspension horizontal and in the meridian. The N pole of 
the needle will, of course, dip, but the 
the magnet lies horizontally. The 
forces (wV) acting on each pole are as 
shown in Fig. 249, so that any change 
in V will result in a slight rotation of 
the magnet-mirror system, the change 
being recorded as before. 

Watson's apparatus is more com¬ 
plex and accurate. In it (Fig. 250) 
the magnets NS, N'S', are arranged 
as above to move about a horizontal 
axis, the plane of rotation being the 
magnetic meridian. Q is a plate of 
fused quartz, the projecting arms of 
which carry the magnets, and the 


torsion head is turned until 



Fig. 248. 
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upper surface of which acts as a 
mirror. The fibres qq are of 
quartz, one being attached to the 
spring S, and the other to the 
torsion head T. The counterpoise 
C is adjusted until the ends SS' 
are brought be]ow the horizontal, Fig. 249. 

and T is then turned until the 

magnets are brought into the horizontal. The totally reflecting 
prism P enables light in a horizontal direction to be utilised. 
As before, any variation in V will result in a movement of the 
system, which is recorded photographically. Tlic construction 
of Watson's eliminates temperature errors. 

Variations in dip can be continuously recorded, but the arrange¬ 
ment is troublesome, so that these variations are usually estimated 
from those of V and H (V/H = tan 0 ), 



5. Variations in the Elements from Place to Place. Magnetic Maps 

The magnetic elements have different values at different places 
on the earth's surface, and this variation is indicated by magnetic 
maps, i.e. maps on which lines arc drawn joining those places 
which have the same value for the various elements: thus we have 
maps of the following:— 

(1) Isogonals, i.e. lines joining places which the declination 
is the same: the isogonals which pass through points having zero 
declination are termed agonic lines, 

(2) Isoclinals, i.e. lines joining places at which the inclination 
or dip is the same: the line which passes through points of zero 
dip is called the aclinic line or magnetic equator. 

(3) Isodynamics, i.e. lines joining places at which the horizontal 
force is the same. Lines joining points having equal values for 
vertical force and for total force are also used. 



S 

Fig. 250. 


In addition to the above we have 
Duperreys lines which indicate the 
directions of the magnetic meridians. In 
all cases the lines are drawn as smooth 
curves, but in reality they are very 
irregular, due to local circumstances. 

Fig. 251 shows the isogonals and 
the agonic lines, the thick lines denoting 
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the agonic lines, the continuous lines the isogonals on which 
the declination is west, and the dotted lines those on which the 
declination is east. An examination of the map will show that 
the isogonals converge towards four points, viz. the two geographical 
poles and the two magnetic poles of the earth. 

The agonic lines are, however, of more special interest, and of 
these there are three, viz. the American agonic line, the European 
agonic line, and the Siberian ovaL Starting at the north magnetic 
pole, the American agonic line passes across Canada, the eastern 
United States, South America, to the south geographical pole. 
A curve continues this from the south geographical to the south 
magnetic pole, at every point of which the compass needle also lies 
in the geographical meridian, but its north pole points south instead 
of north, so that the curve is an isogonal of 180°. Tlie European 
agonic follows an unexpected course, and again we have a part 
between the north geographical and north magnetic poles where 
the needle lies in the geographical meridian, but with its north pole 
pointing south, so that the curve is an isogonal of 180'^. The third 
agonic line is an oval of which Japan is now the centre. At places 
between the American and European agonic lines the declination 
is west, inside the European it is east, inside the oval it is west, and 
between the oval and the American agonic line it is east. 

Fig. 252 is a map showing the isoclinals and the aclinic line or 
magnetic equator. The magnetic equator lies north of the geo¬ 
graphical equator in Asia and Africa, and south of it in America; 
it crosses the geographical at a point in the Atlantic and at another 
point in the Pacific Ocean. Starting at the magnetic equator, 
where the dip is zero, i.e, the dip needle lies horizontal, and 
travelling north along a meridian the dip increases, the north pole 
pointing downwards, and is 90° at the north magnetic pole; simi¬ 
larly, travelling south from the magnetic equator along a meridian 
the dip increases, the south pole pointing downwards, and is 90® at 
south magnetic pole. 

Maps are also drawn showing the various isodynamic lines (for 
H, V, and T). The isodynamic lines joining places having equal 
values of the total force indicate that the latter reaches its minimum 
value in equatorial regions, and its maximum values in two regions 
in the northern hemisphere and in two regions in the southern 
hemisphere: these latter four regions are called magnetic fod. 

The student must distinguish between the isogonals and Duperrey's lines; the 
latter indicate the magnetic meridans, are not nearly so irregular as the isogonals, 
and converge, not to four, but to two points only, viz, the magnetic poles. 
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6. Theory of the Earth’s Magnetism 

Although the earth's magnetism has been very carefully 
studied very little is known as to its actual origin—all theories at 
present are really inadequate. 

An attractive theory is, of course, to attribute the earth’s 
magnetism to magnetic material (largely ferromagnetic) in the earth 
itself, and Gauss in 1839 worked out an elaborate theory coming 
to the conclusion that this was the fundamental cause. If this 
were the sole cause, however, then to fit in with observed facts the 
deeper layers and centre of the earth would certainly have to 
contain a very much greater proportion of ferromagnetic material 
than is known to exist in the outer surface layers: but an objection 
to all this is that the temperature of the central regions of the earth 
is much above that at which ferromagnetic material loses its 
ferromagnetism. 

In 1849 Grover contended that the earth’s magnetism was due 
to the influence of electric currents circulating in the earth and 
around it, these being primarily due to the action of the sun and 
modified by the earth’s movements, and by an extension of Gauss’s 
work, Schuster in 1870 came to the conclusion that at least the daily 
variations in the elements were undoubtedly due to some cause 
outside the earth, probably to electric currents in our atmo¬ 
sphere further, not only the daily changes but the coincidence 
of the eleven-year cycle of magnetic changes with the eleven-year 
sun-spot cycle indicates a connexion between the earth’s magnetism 
and changes on the sun. The suggestion then that the earth’s 
magnetic field is due to currents of electricity in the upper ionised 
layers of air (which are ionised by radiation from the sun) must 
also be considered. A difficulty which arises, however, is that it is 
not easy to see how currents of sufficient strength could be produced 
to fully account for all the facts: moreover the strength of the 
earth’s field decreases rapidly as we travel upwards from its surface. 

Another contributing cause which has been suggested is that of 
currents set up in the earth itself by its own rotation: that this is 
not impossible is probably indicated by the fact that twenty years 
ago certain unusual changes in the rate of rotation of the earth 
were accompanied by unusual changes in the magnetic elements. 

As stated above, our knowledge on the subject of the causes of 
the earth’s magnetism is thus far from complete, although we are 
on a little surer ground in dealing with such matters as the daily 
and annual variations. Probably several factors contribute— 
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magnetic material in the earth, electric currents in the earth, 
electric currents in the upper atmosphere, electrons emitted by the 
sun, possibly action of moon, etc. 

One further point may be noted which will bo of interest to the 
mathematically minded. The magnetic field at the surface of the 
earth is, in general and neglecting local irregularities, somewhat 
similar to what it woul 1 be if the earth's magnetism were due to a 
very small magnet with its mid-point at the centre of the earth, 
its north pole pointing to the earth's south magnetic pole, and its 
axis making an angle of about with the earth's axis. From the 
theory of a small magnet given in Art. 10, page yi, it is possible 
on this supposition to deduce expressions for the value of the 
intensity at various points on the earth's surface, and also certain 
facts about dip and declination at 
various places. As an example we 
may take the following:— 

For the point P on the earth's surface 
(Fig. 253) the angle y is the magnetic 
latitude for X is a point on the equatorial 
line of the magnet NS. Further, 5 is the 
clif) at P for it is the angle between the 
horizontal and the direction of the dip 
needle, viz. PL. Now the angle PON (viz. 

90" + y) corresponds to a in Art. 10, page 
71, and the angle YPL (viz. 90 -f 8) corre¬ 
sponds to 6 . It was shown that tan a 2 
tan 6 : hence tan (90 - 1 - y)~ 2 tan (90 4 - 8 ) 
or cot y 2 cot 8 or tan 8 = 2 tan y, i.e. 
the tangent of the angle of dip is twice the tangent of the magnetic latitude. 

Again applying the result (13) of Art. 10, page 72, to Fig. 253, it is easy 
to deduce that if Tg be the total intensity of the earth’s field at the magnetic 
equator (say at X), the total intensity T at P is given by:— 

T = TaV 14-3 sin- y, 

where, of course, = M/r® the moment of NS {i.e. of the eartli on this 
supposition) being M. 



B —Atmospheric Electricity 

7. Some Facts about the Electric Discharge in Air 

We will first consider a few observed experimental facts in con¬ 
nexion with the electric discharge between two conductors separated 
by air at or near ordinary atmospheric pressure and charged to 
different potentials—say the discharge between the positive and 
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negative poles of a Wimshurst electrical machine; explanation of 
the fundamental facts will be dealt with presently. 

When the gradient of potential in the insulating medium (air) 
is raised sufficiently high by the approach of the positive and 
negative poles of the machine to each other, the medium breaks 
down under the stress, and the accumulated energy is liberated by 
disruptive discharge between the poles. The appearance presented 
may be either that of a single or branched line of light (straight, 

curved, or zig-zag) from one pole 
to the other, when it is called a 
spark, or that of a brush-like glow, 
with branches diverging from a 
stem springing from one of the con¬ 
ductors, when it is called a brush. 

The discharge takes the spark or brush form according as the 
quantity of electricity to be discharged is large or small. When 
the quantity is large and the distance small the spark is short, 
straight, and intense. As the distance increases the spark line 
ceases to be straight, and takes a branching form similar to that 
shown in Fig. 254^^. It should be noted that in a spark of this kind 
the tips of the branches point from the positive to the negative pole. 
With a limited quantity of electricity the discharge takes the brush 
form. A bright luminous brush of a hght 
violet colour branches from the positive ter¬ 
minal in the way shown in Fig. 2546, whilst 
the negative is covered with a luminous glow. 

When brush discharge takes place between 
two terminals, such as the poles of a Wims¬ 
hurst machine, which are supplied with elec¬ 
tricity at a uniform rate, the difference of 
potential between the terminals remains 
practically constant during the discharge. 

In the case of a spark under the same con- Fig. 254?;. 

ditions, the difference of potential rises to a 
maximum at the instant of discharge and at once falls to zero 
to rise again to a maximum for the next spark. The shape of 
the opposing charged conductors has also some effect on the kind 
of discharge obtained: rounded surfaces tend to produce sparks 
and pointed ones brushes. 

If the two conductors be joined to a very powerful source of 
electricity a fresh discharge may follow before the effect of the 
preceding one has disappeared. In such cases instead of a series 




Fig. 254a. 
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of sparks each following its own zig-zag path, the discharge forms a 
continuous band of glowing gas known as an arc: moreover the 
heat developed is so very great that the hot gas rises and in doing 
so results in the arc assuming the bow shape indicated in Fig. 255. 
This property is made use of in some practical appliances employed 
to lengthen and finally break any arc which may be started by 
lightning between overhead electric power transmission lines. 

The distance which s(‘parates the two conductors when the 
discharge takes place is called their striking distance, and for a given 
pair of conductors similarly placed it is found to be very nearly 
proportional to their })otential difference: it depends, however, also 
upon the shape of the conductors. Thus for a pair of spheres the 
striking distance is about one inch per loo^ooo volts, w^hile for a 
point facing a flat plate it is much greater, viz. about one inch per 
20,000 volts; and for a pair of points greater still. It should be 
noted also that '' striking distance refers to the starting of the 
discharge and not to its maintenance. For example, suppose we 
have two spheres which by means 
of a machine are kept at a 
potential difference of 10,000 volts; 
then in order to start a .spark 
between them they must be 
brought to within inch (the 
striking distance), but after the 
spark has once started they may 
be gradually separated to a much 
still continue. 

A somewhat similar fact is also seen in the gas-discharge lamps now on the 
market. At present we arc mainly concerned with the electric discharge— 
spark and brush—in air at ordinary pressure, whereas in these lamps the gas 
medium between the conductors or electrodes is rarefied. Electric discharge 
in gases at low gas pressure is a complex and important phenomena which is 
dealt with in detail in Chapter XIX., but it is interesting to note here that in 
these gas discharge lamps it takes a much bigger P.D. to start or ** strike " 
the discharge than it does to keep it going once it is started. Thus a 10 ft. 
neon tube (neon sign) needs a “ striking voltage " of about 3200 volts, but, 
once started, 1500 volts will keep it going. 

It has been shown that the relation between spark length and 
potential difference for sparks more than 2 mm. long is given by:— 

V = a + hh 

where V is the potential difference, / the spark lengtl:. and a and h 



Fig. 255. 

greater distance and it will 
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constants. Bailie's results for air gave a = 4*997 and h = 99 ‘593> 
with I in cm. and V in electrostatic units (i e.s. unit = 300 volts). 

The colour of the discharge depends on the medium (air or other 
gas, etc.) between the conducting charged surfaces, on the nature 
of any foreign particles in the medium, and on the material of the 
conducting surfaces, for particles of the latter are volatilised. 

If the gaseous medium between the terminals is in a rarefied condition, 
however, ix. gas pressure low, the medium mainly decides the colour of the 
glow discharge; thus in a neon gas discharge tube the colour is a rich red- 
orange, with mercury vapour a distinct blue would be obtained, with mercury 
vapour and neon a bluish-white, and with various mixtures various other 
shades of colour. 

When a disruptive discharge of any form is examined by means 
of a rapidly rotating mirror it is found to be of an oscillatory 
character. Thus the image of a short straight spark seen in a 
revolving mirror is a number of short straight parallel lines of light 
separated by narrow intervals corresponding to the period of 
oscillation of the discharge. 

When the discharge takes place through a conductor it is 
accompanied by all the effects produced by an electric current. 
Heat is developed, a magnetic field is set up, liquid may be decom¬ 
posed. When the conductor is of bad conducting material violent 
mechanical effects are often produced. When the discharge takes 
place through the human body, tlie physiological effects which 
accompany the shock depend on the energy of the discharge, that is, 
upon the quantity discharged as well as upon the difference of 
potential, and also upon the time rate of discharge. The larger 
the quantity, and potential difference, and the more sudden the 
discharge, the greater the shock. 

A Digression.—^There is one point in connexion with the electric “ shock ” 
which may be mentioned here as a matter of interest, for it is often puzzling 
to the beginner. The student will often hear that a very high frequency 
current —even at high P.D.—will not cause a “ shock," that it is possible to 
pass one of several amperes—sufheient to light many glow lamps—through 
the body without harm. This is true. A similar C.C. or ordinary A.C. 
would cause a " shock "—perhaps death. 

An electric " shock " is produced as follows:—The cells of which the body 
is made up contain liquid, mainly common salt solution, which is dissociated 
or split up into -f ve and —ve ions, viz. positive sodium and negative chlorine 
ions (page 12). When a P.D. is applied! the positive and negative ions set 
off towards opposite walls of the cells causing a change in the concentration 
of the liquid. This change stimulates the nerves (this is the " shock ") and 
causes chemical changes which result in death if the changes are very marked, 
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i.e. if the electric discharge through the body is a heavy one. Now in the 
case of a very high frequency current the " flows " first one way, then the other, 
follow each other so rapidly that they cancel each others effect: the ions have 
not time to get moving off to any extent in accordance with the first “ flow ” 
before the current reverses causing movement in the opposite direction. 
Hence there is no “ shock,” High frequency treatment is often used in 
hospitals: the ” cure ” is mainly due to the local heating effect. 


-►POTENTIAL fall 


8. Electrical Poicntial at a Point in the Air 

It has been found by direct measurement that the potential at 
a point in the open air is always different from the potential of the 
earth, and usually higher than it. One method of measuring this 
potential is by means of a type of water dropper. (Read again 
page 157.) In this case a metal cistern, fitted with a tap having a 
very line nozzle, is filled with water, carefully insulated, and fixed 
in position so that the end of the nozzle is at the point in the 
air at which the potential is to be 
measured. Water is allowed to drop 
rapidly from the nozzle, and owing to 
the inductive action on the drops as 
they are detached from the nozzle, the 
cistern gradually becomes charged up 
to the potential at the point of the 
nozzle. If the cistern is connected 
to an absolute electrometer, or to one 

pair of quadrants of a quadrant electrometer, the potential it 
attains when equilibrium is set up can be directly measured, and 
this gives the potential of the air at the point selected. 



Perhaps the following will ipake the principle of action of the water- 
dropper clearer in this case. For simplicity in the diagram (Fig. 256) suppose 
the potential of the air decreases in the direction left to right and that an 
insulated conductor AB is placed as shown. A —ve charge is induced at A, 
a +ve at B, and the whole of AB acquires a uniform positive potential, say 
that of the equipotential surface CD. Now suppose a small portion (a) of 
the conductor at A drops off carrying its small — ve charge with it: the 
potential of AB will rise a little above the value of CD. Suppose that in 
some way the conductor AB grows again to replace the piece that has fallen 
off, and that then this new piece drops off again carrying its small ~ ve charge 
with it: the potential of AB rises a little more. It is clear that if this ” grow¬ 
ing on ” and ” falling off ” be repeated, the potential of AB will rise until it 
is equal to the potential of the air at A, i.e. to that of the equipotential EF. 
Similarly the potential of all the water in the cistern (and the cistern) rises 
(or falls) until it is at the same potential as the air at the nozzle (which 
corresponds to the end A). 
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A more modern method is to employ a wire tipped with radium 
or other radio-active substance; this ionises the air, and the charge 
on the end of the wire is neutralised by the oppositely charged ions. 

The potential at a point in the air is, in fine weather, always 
positive, and increases with height above the ground: the rate of 
increase with height is very variable. During wet and changeable 
weather the potential may be negative, and is again always very 
variable in value. The electrification of the air hlso varies, even 
under settled conditions of weather, with the season and the hour 
of the day: it seems to be a maximum at the times of greatest 
variation of temperature, and a minimum during the liours of 
constant temperature. 

9. Lightning, Thunder, Aurora Borealis or Northern Lights 

An early theory attributed atmospheric electricity to the pro¬ 
cesses of evaporation, vegetation, and combustion. This theory 
supposed that the water vapour arising from water on the surface 
of the earth carries a positive charge with it, leaving the water and 
the earth negatively charged; the processes of vegetation and 
combustion are also supposed to carry into the air a positive 
electrification. Experiments indicate, however, that these opera¬ 
tions are insufficient to account for all the observed phenomena, 
and even the w'ork of various experimenters is inconsistent. 

It has been known for some time that the splashing of liquids 
results in electrical separation. Thus, if water falls on a metal 
plate the air around becomes negatively electrified, the spray 
positively electrified; but salt waiter produces an opposite result. 
Further, it has been shown that when pure water is broken into 
drops by means of an air jet, electrical separation ensues, the water 
exhibiting a positive charge: such experiments led to the sugges¬ 
tion that water in the atmosphere may be broken up by air currents, 
etc., and the electrification partly accounted for in this way. 

We have seen that although normally air is an insulator and 
that air atoms cling to their electrons, there are conditions under 
which electrons can be, and are, forced out, such atoms losing 
electrons in this way becoming therefore positive ions. As a 
matter of fact, most gases exist as molecules composed of two or 
more atoms, and to be more exact, a positive gas ion is a molecule 
which has lost electrons from its atoms, but this is a detail which is 
not important from our present point of view. This forcing out of 
electrons and the resulting production of positive ions —ionisation 
as we have already named it—can be brought about by> heat, by 
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ultra-violet rays from the sun, by electrons emitted by the sun, by 
emanations from radio-active material, by X-rays, by cosmic rays 
which reach the atmosphere from remote space, etc. It can be 
definitely taken, then, that the air is to a certain extent ionised, 
although so far as tlie lower regions of the atmosphere are concerned 
the ionisation is not sufficient to so improve the conductivity as to 
interfere with our ordinary electrostatic experiments. 

Further, it n a list bt. remembered that the air molecules (and any 
ions and electrons present) are in a constant state of movement 
(thermal agitation) which is greater the higher the temperature, 
and in this movement constant collisions are being made with 
other molecules. Moreover it is clear that if the movement of the 
detached electrons and ions in ionised air could be sufficiently 
increased—say by a P.D. between different parts of the air which 
would accelerate the electrons in one direction and the positive 
ions in the''other direction—the electrons (and ions) may be so 
accelerated that in collision with other atoms they would cause 
more electrons to be expelled and more positive ions to be pro¬ 
duced, and so on: thus the ionisation would be cumulative and 
the conductivit}^ of the air much increased. 

Now there is of course water vapour in the upper atmosphere. 
It is well known that the process of condensation necessitates a 
nucleus, e.g, a dust particle, etc,, and it is easy to understand that 
ions and electrons will act as nuclei. Thus drops of water formed 
by the condensation of vapour on, say a positive ion of air in the 
upper regions, will be positively charged, and when several drops 
combine a charged cloud will be produced, the potential of which 
may reach a high positive value. This positively charged cloud acts 
inductively on the earth, causing it to have a negative charge under 
the cloud. Further, the big potential difference between cloud and 
earth and the big electric force between the two causes more elec¬ 
trons to be torn out of air atoms, i.e. produces more ionisation of 
the air in between. This cumulative ionisation really means that 
the air between cloud and earth ceases to be insulating, for the 
positive ions tend to move down to the negative earth to neutralise 
the negative there, and the electrons (free or ^"loaded"—p. 131), 
tend to move up to the positive cloud. Finally the conducting 
power of the air may be so improved by this ionisation, and the 
P.D. between cloud and earth may be so big, that the P.D. is able 
to drive electricity across the gap, and a discharge of electricity 
takes place between cloud and earth neutralising both of them. 
This rush of electricity is our jvell-known lightning. 


I. X. E. 
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An electrically charged cloud is thus probably made up of a 
very large number of isolated charged drops of water, and is 
probably charged throughout its mass and not on its surface only. 
As the cloud grows by the drops uniting to form larger drops, the 
potential of each must evidently rise. For, if eight small drops 
unite to form one larger one, the charge on this drop will be eight 
times that of one of the smaller drops, but its radius will be only 
twice as great, and, therefore, the potential of each droj) will be 
four times as great and the surface density twice as great as before 
coalescence. The potential of a heavy cloud made up of com¬ 
paratively large droplets may in this way rise to a very high value. 

Lightning, them, is a “ disruptive discharge of electricity on a 
large scale between a charged cloud and the earth (P'ig. 257) or, it 
may be, between two clouds charged to widely different potentials. 
Now, what about the light and heat when lightning occurs ? We 
" see ** the flash, and we know that lightning often sets fire to 
trees, hay-stacks, etc., which it strikes. When positive ions and 
electrons join up again in an ionised gas the energy which was neces¬ 
sary to separate them when the gas was ionised reappears as heat, 
whilst some is radiated away, and the frequency of some of this 
radiation falls within the range limits we call “ light.'' It is the 
joining up of these in the path of the discharge which causes the 
light of the flash. The familiar colour of a lightning flash depends 
on the kind of atoms in the air (and water vapour), viz. hydrogen, 
ozygen, and nitrogen. If the atmosphere consisted of other gases 
lightning would have a different colour: if the air, for example, were 
mainly neon, lightning would be a magnificent red-orange. This 
“ heat " and “ light " when electrons are captured by ions on a 
large scale is dealt with again later. 

Latest research seems to indicate that the process of a flash is 
as follows:—At first a little tongue of light stretches earthwards 
about 50 yards from the cloud. The light then fades out. It then 
reappears and stretches about another 50 yards until the ground 
is reached. As soon as this reaches the ground the main stroke 
begins: a brilliant flame sweeps up from the ground to the cloud 
retracing the previous path. This stroke lasts about 50 X 10*“® sec. 

Lightning itself is usually of the forked variety shown in Fig. 
257. Sheet lightning is probably due, to a great extent, to reflections 
in the clouds of discharges between clouds at too great a distance 
for thunder to be heard. Globe lightning consists of ‘‘ balls of fire ” 
which move slowly along and then sometimes burst with a loud 
explosion: the explanation is not known, and it is rare. 
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Fig. 257. Lightning. 

Photograph taken at Sydney Observatory. But for tlie storm the 
night was pitch dark; the faint picture of the district round about 
was due to light diffused by the flashes. The part of the foremost 
flash (on the water) seen in the picture was 1540 feet long: the 
whole length of the flash was not photographed. 
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The sound— thunder —is caused by the sudden closing in of the 
air in the path of the lightning after the tremendous heat and 
expansion due to ions and electrons joining up again. If the path 
is short and straight the thunder clap is heard: if it is zig-zag we 
have the thunder rattle. The rumbling or rolling is due mainly to 
echoes among the clouds. 

Lightning conductors consist of iron or copper rod or flat strip 
running from the top to the bottom of the building to be protected. 
At its upper end it is sharp pointed, and its lower end is well earthed. 
If a lightning flash occurs in the vicinity of the building it tends to 
strike the liighest point—the lightning conductor—and thus finds 
an easy path to earth without damage to the building. JBut the 
lightning conductor may prevent the flash altogether. If the 



Fig. 258. Aurora Borealis or Northern Lights. 
(British Polar Year Expedition, Fort Rae, North-West Canada.) 


thunder cloud is positive the density " of the negative induced 
at the top points of the lightning conductor will be great: thus, 
as explained under '' action of points (Chapter V.), a stream of 
electrons and negative ions of air proceeds from the points neutral- 
i.sing the positive cloud above and preventing the flash altogether. 
There really should be several such lightning conductors to a 
building: the general principle is to surround the building with a 
network of wires and to give the lightning many easy paths to earth. 

Yot another excellent example of light emitted by recombination 
of ions is the aurora (Northern Lights). This is a bluish—often 
curtain-like—glow hanging in the sky in high latitudes (Fig. 258). 
It is due to the joining-up again of ions and electrons produced in 
the upper atmosphere by electrons from the sun, the electrons being 
deflected towards the poles by the magnetic field of the earth. 











CHAPTER IX 

PRODUCTION OF AN ELECIRIC CURRENT. GENERAL 
EFFECTS OF A CURRENT 

T O obtain a continual flow of electricity from one point to 
another some conducting path must be put between them, 
and means must be devised for keeping the two points at 
different potentials, in which case, assuming the path is the usual 
wire, electrons will continue to “ flow'' (pages 17-21) in tlie direction 
lower to higher potential, each electron having a definite small 
(negative) charge. We refer to this as a " current in the wire, 
the number of electrons passing any section in one second determin* 
ing the '' current strength,” but we only know it is there by certain 
effects which it produces. (We often speak of the current as 
flowing from higher to lower potential—th(^ conventional direction.) 

One method of producing and maintaining this P.D. is by 
chemical action as, for example, in the various types of voltaic 
cells. This was briefly referred to in Chapter I. (page 20), and it 
will be an advantage to con.sider here in more detail the action of 
the simple cell there mentioned, for it will assist the reader to 
understand much that follows. Other methods of producing a 
P.D, to obtain a continued current are dealt with in subsequent 
chapters: on the “commercial scale” they are produced by 
dynamos (or D.C. generators) and alternators (A.C.) which usually 
involve conductors moving in magnetic fields, 

I. Theory of the Action of a Simple Voltaic Cell 

It will be remembered that when the insulator vulcanite is 
rubbed (to secure close contact) with fur the net result is that 
electrons pass the junction from fur to vulcanite so that the vulcanite 
is negative and the fur positive, and a P.D. is set up between them. 

The simple ceil consists of plates of zinc and copper in a dilute 
solution of sulphuric acid. The following experiments will illustrate 
some facts about the action. 

(i) Place a plate of common zinc (Zn) in dilute sulphuric acid (HjjSO^); 
a violent action ensues, zinc is dissolved from the plate, zinc sulphate (ZnSCJ^) 
is formed, hydrogen gas (H^) is evolved, and the solution becomes hot. The 
chemical action is expressed by the equation Zn + H2SO4 ZnS04 -f* H,. 
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(2) Amalgamate the zinc (i.e, coat with mercury) and replace: no action 
is observed. Insert a plate of copper; no action is observed. 

(3) Place the amalgamated zinc and the copper side by side in the acid 
but not toucliing each other; still no action is observed. 

(4) Join the two plates by a wire (Fig. 259) and it will be found that 
{a) zinc dissolves into the solution and zinc sulphate is formed; (6) hydrogen 
gas appears at the copper plate (note this); and (r) a current flows in the 
circuit as can be proved by bringing a compass needle near it; from the 
direction of deflection it will be seen that the conventional direction of the 
current in the wire is from the copper to the zinc, whilst in the cell it is from 
zinc to copper. There is also heat produced in the wire and in the liquid. 

(5) Disconnect the wire and connect the plates to a voltmeter: it will 
register a P.D. between them of about i volt. Replace the voltmeter by an 
ammeter reading up to about 5 amperes: it will register a current of about 

I or 2 amperes at first, but this will decrease and 
particularly so as more and more hydrogen collects 
on the copper plate: if the hydrogen bubbles be 
brushed off the copper, the current almost regains 
its former value, but decreases again as further 
bubbles collect on the plate. 

As can be shown by a quadrant electro¬ 
meter, the copper is at a higher potential than 
the zinc and is called the high potential plate. 
the portion of it outside being called the 
positive pole: the zinc is the low potential 
plate, the outside portion the negative pole. 
In the outside circuit the current was said, in 
the early days, to flow from copper to zinc— 
high to low potential—vfhilst inside it was said 
to go from zinc to copper, the energy of the 
chemical action taking the current, as it were, from low to high 
potential inside. The chemical action was often likened, in fact, to 
that of a pump lifting water from a lower to a higher level, from which 
position the water would run down again, doing work in virtue of the 
energy the pump had conferred upon it. In the cell the consump¬ 
tion of the zinc provides the energy which keeps the current flowing. 

The pump analogy is very faulty, however, unless further facts 
are included, for amongst other defects it gives the impression, 
which is not correct, that there is a rise in potential all the way 
through the liquid from the low potential zinc to the high potentid 
copper, and that the pumping action consists in moving the 
electricity up this potential slope or potential gradient all the way 
from zinc to copper. Below is a brief account of the essential facts 





Fig. 259. The con- 
ventional current 
direction in the 
wire is indicated. 
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of the modern theory, but further details of some of the principles 
involved are given in subsequent Chapters. 

Consider first a zinc plate in a dilute solution of zinc sulphate. 
So far as the plate is concerned, we know that zinc is electro-positive 
(page 12). and its outer electrons not very firmly held in the atom: 
in fact they wander out of the atom, leaving positive zinc ions. 
So far as the solution is conc(*rned we know that there are positive 
zinc ions (Zn) and negative sulj)hions (SO4) for the solution is an 
electrolyte and some at least of its molt^cMiI(‘s are dissociated or sjdit 
up into these oppositely charged ions (pag(‘s 12. 21, 130): note that 
metallic ions such as zinc, copper, potassium, etc., and hydrogen 
are the positive ions. 

Now in this case (metal in electrolyte) there is a tendency for 
positive Zn ions (note this) of the metal to cross the boundary to 
the solution, and at the same time there is a tendency for the zinc 
ions in the solution to cross the boundary in the 
other direction to the plate (this diffusion across 
boundaries is a well-known fact in many branches 
of science). In the case of a metal like zinc th(' 
tendency for the positive Zn ions of the metal to pass 
to the solution is greater than the tendency of the 
Zn ions of the solution to pass to the metal, and more 
do pass into the solution than out of it. 

But when these extra positive ions pass from the 
metal they leave it negatively charged. Ihe final 
result is therefore that the metal becomes at a lower 
potential than the solution. At the boundary we have a “ contact 
potential difference/’ the zinc being at a lower potential tlian the 
solution: this takes place in a very narrow film at the boundary so 
that we have a kind of molecular or very thin film condenser at 
the boundary, the zinc being the negative and the solution the 
positive coating of the condenser. The maximum P.D. is soon 
reached, for the zinc becomes so much negative and the other side 
so positive that the P.D. opposes any further transfer across the 
boundary. Modem work gives the potential of the zinc as about 
076 volt below the potential of the solution side of the very 
narrow film. (Results of latest work on these P.D. values are given 
in Chapter XIIL) This may be indicated as in Fig. 260, the signs + 
and — showing that the zinc is below the liquid in potential. 

Now take a copper plate in a solution of copper sulphate (CuSOJ, 
an electrolyte which is dissociated into positive copj)er ions and 
negative sulphions. Here again there is a tendency for positive 



Fig. 260. 
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copper ions to pass across from the plate to the solution and also 
from the solution to the plate. But in this case the tendency to 
pass from solution to plate is greater than the tendency to pass 
the other way, and more positive copper ions do pass to the plate. 
This means that the plate acquires a higher potential than the 
solution at the boundary (Fig. 261). The potential of the copper 
is about 0*34 volt above the potential of the solution side of the 
very narrow film. 

These boundary P.D.'s are established practically instantane¬ 
ously when the plates are placed in the solutions, but the actual 
number of ions which is transferred to attain the P.D. is not great: 
with zinc in zinc sulphate the zinc passing to the solution to set up 
Ihe P.D, is not more than 5-5 x I0“® grm. per sq, cm. of the plate 
surface. The P.D. set up at a metal-electrolyte junction in the 
manner indicated is usually referred to as the electrode potential 
of the metal with respect to the electrolyte. 

As a matter of fact, as will be seen in Chapter 
XIII., when a metal is placed in a solution of the 
same metal the metallic ions in the solution exert 
a “ pressun*known as osmotic pressure tending to 
drive metallic ions upon the melal, and the ions in 
the metal also exert a pressure known as solution 
pressure tending to drive metallic ions into solution. 
In the case of zinc in zinc .sulphate the osmotic 
pressure of the positive zinc ions in solution is less 
than the solution pressure of the zinc: the result is 
that more positive zinc ions pass from the zinc plate and an electric 
double layer is formed, the zinc plate being negative and the solution 
side positive. This continues until the greater of the two, i.e. the 
solution pressure, is balanced by the smaller osmotic pressure plus 
the electric double layer. In the case of copper in copper sulphate 
the osmotic pressure of the positive copper ions in solution is greater 
than the solution pressure of the copper, so that more copper ions 
are driven on the copper and the electric double layer is of opposite 
sign, i.e. the copper plate is positive and the solution side negative. 
If in any case of a metal and a solution the osmotic pressure were 
equal to the solution pressure no double layer would be formed 
and no P.D. would exist at the boundary of metal and solution. 

It may be noted here that the greater the concentration of the solution 
the greater is the osmotic pressure. In the case of the zinc plate in zinc 
sulphate, the stronger the solution the more positive ions will be driven to 
the plate and the less, therefore, will be the negative potential of the plate, 


COPPER 



Fig. 261. 





Theory of the Simple Cell 


265 


i.e. the electrode potential will be less. On the other hand, in the case of 
copper in copper sulphate, the stronger the solution the greater will be the 
positive potential of tlie copper plate, i.e. the electrode potential will be greater . 

Now similar results happen if the zinc and copper plates are put 
in dilute sulphuric acid (which is dissociated into positive hydrogen 
ions and negative sulphions), abhough the positive ions in the 
solution, viz. hydrogei , are not the same kind as those of tlu^ 
metals. Suppose a ])late of zinc and a plate of copper to be in the 
acid (this is our “ simple cellAt the zinc the tendency of 
positive zinc ions to pass to the solution is greater than the tendency 
of positive hydrogen ions to pass to the zinc, and more do, so that 
the zinc is again at a lower potential than the solution side of the 
very narrow film: latest research gives the zinc as about -62 volt 



(<i) 



(b) 

Fig. 262. 


below the solution. At the copper the tendency for the positive 
hydrogen ions to pass across to the copper is greater than the 
tendency of copper ions to pass the other way, so that the copper is 
again at a higher potential than the solution side of the boundary 
him: the copper is about -46 volts above the solution. 

Fig. 262 (a) shows roughly the case so far, vertical distances 
denoting potentials and AB and DE the outer surfaces of the films 
(much exaggerated in width) at the zinc and copper. There is a 
'' jump-up of potential from the zinc Z to AB of -62 volt. The 
acid, being a conductor and no current flowing, has the same 
potential throughout (shown by the level line AD). Then there is 
a jump-up of potential from DE to the copper C of *46 volt. 
The P.D. between the zinc and copper is (-62 -f ’46) = i-o8 volt, 
and this P.D. at the terminals of the cell when it is on “ open 
circuit/’ i.e. when its poles are not connected so that it is not 
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giving a current, measures what is termed the electro-motive-force 
(E.M.F.) of the cell. 

Now join the poles by a wire. Electrons flow in the wire from 
the zinc to the copper, and (as they are negative) this raises the 
potential of the zinc and lowers the potential of the coj^per. So 
far as the potential sloi)es in the films are concerned, however, the 
actions ” come on again, so that the jump-up in the thin film 
at the zinc is kept practically equal to *62 (Fig. 262 (6)), and that 
at the copper equal to *46 (neglecting the influence of any hydrogen 
gas bubbles collecting there—see below). liut the liquid is no 
longer of uniform potential for current is flowing. There is a 
fall of potential from AB to DE, i,e. in tlie direction of the conven¬ 
tional current, and negative SO4 ions move up tliis slope from low 
to high, ix. from DE to AB or in the direction copper to zinc, 
whilst positive H ions move down the slope from high to low, i.e. 
from AB to DE or in the direction zinc to copper. If V volts be 
the drop in potential from AB to DE then V is what the technical 
man refers to when he speaks of ‘‘ the volts lost in the cell.” If e 
volts be the terminal P.D., i.e. the fall in volts in the wire, then 
from the figure it follows that:— 

•62 — V -f- *46 ^ = o; -62 + *46 — e + V; 

But *62 -f *46 = i-o8 — E.M.F. = E, say; E = ^ + V; 
i.e. E.M.F. = Terminal P.D. + ” Volts used ” in the cell. 

Thus in the outside circuit the current consists of a drift of 
electrons in the direction zinc to copper, whilst inside the cell 
negative SO4 ions move towards the zinc and positive H ions towards 
the copper. When this current is flowing zinc dissolves from the 
zinc plate combining with SO4 and forming zinc sulphate (ZnS04), 
hydrogen gas is evolved at the copper, and heat is produced in the 
wire and in the cell. The actions may be represented as follows:— 

The sulphuric acid at the outset and before current passes is 
dissociated into positive H ions and negative SO4 ions thus:— 

H2SO4 ^ 2H+ -f 504- - 

the + and — signs denoting positive and negative unit charges: 
a unit charge here means a charge equal to an electron charge, 
say e. Notice that a hydrogen ion has a single positive charge 
{i.e. a hydrogen atom H loses an electron and becomes a hydrogen 
ion with a unit positive charge H+), and the SO4 group two negative 
charges: but SO4 joins with 2H so that the opposite charges 
balance in the molecule H2SO4. 
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Now suppose the plates joined so that current can flow and for 
simplicity consider one dissociated molecule of acid, {a) The 
negative SO4 passes along to the zinc with its negative charge ze 
{i.e. SO4 ). ip) Zinc dissolves in the acid as positively charged 
zinc ions, ix. a zinc atom parts with two electrons {negative charge 
ze), becomes a positive zinc ion (Zn+ '<), and joining with the “ 
forms zinc sulphate, ZnSOj. (c) A negative charge ze flows " 
along the wire (electronic current) in the direction zinc to copper. 
{d) The 2H+ passes along to the copper with the positive charge ze: 
this is neutralised by the negative electron charge ze from the copper 
thus resulting in two ordinar^^ hydrogen atoms H which join up to 
form a molecule of hydrogen Hg and gaseous hydrogen is evolved 
at the copper, 2H^ -f 
(negative) — 2H = Hg 
(Fig. 262(c)). 

Note that when the cell is 
on oj)en circuit the potential 
difference between the terminals 
IS *62 -f -46, i,e. is equal to 
the E.M.F. (E) of the cell. 

(Fig. 202(a)). When the cell 
gives a current the potential 
difference between the terminals 
IS e which is less than E: it 
IS in fact equal to E — V 
where V is the drop in volts 
in the liquid from AB to DE 
(Fig. 262(6)). 

Electricity is really not "made" or "generated" in a cell, although we 
sometimes speak of them as generators. Electrical charges are always present 
in the materials forming the cell, and atoms of the materials lose or gain 
electrons and become ions when " chemical changes " occur. 

When zinc is merely dissolved in sulphuric acid the energy of the chemical 
action goes direct to heat. When it is dissolved in a cell the poles of which are 
joined by a simple conductor, the chemical energy is converted into electrical 
energy, i.e. current flows, but the energy finally goes to heat, partly in the con¬ 
ductor and partly in the cell itself. Should the external circuit contain, say, 
a motor, a certain amount of the energy is utilised in driving the motor, 
i.e. in mechanical work, but the balance again appears as heat in the circuit. 

The simple cell has two main defects known as local action and 
polarisation. Common zinc contains impurities, such as iron, lead, 
arsenic, etc.; these, together with the zinc, being in contact with 
the acid give rise to a number of local currents all over the surface 
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of the plate, one result being that some zinc is uselessly consumed. 
This, termed local action,"' is prevented by amalgamating the 
plate, i.e. coating its surface with mercury. The latter dissolves 
the zinc, forming a uniformly soft amalgam, which covers up the 
impurities; as the zinc is consumed the impurities fall to the 
bottom of the cell. 

I In the experiments on page 262 it was found that hydrogen 
I bubbles appeared at the copper plate when the poles of the cell were 
connected, and we have now seen how this comes about. It was 
also found that as the hydrogen on the copper increased the current 
became less, but it became greater again when the hydrogen bubbles 
were removed from the plate. This deposition of hydrogen on the 
copper is one important cause of what is termed polarisation." 
It reduces the current in two ways: (i) the gas has a large resistance, 
(2) the surface character of the positive plate is, of course, altered 
and the result is that a back E.M.F. is set up opposing the E.M.P'. 
of the cell: thus the resultant E.M.F. of the cell is less and so is 
the current. The various forms of primary cells—Daniell's, 
Grove’s, Bunsen s, the Bichromate, etc. (Chapter XIIL) were mainly 
devices to eliminate polarisation. 

Polarisation in a cell is not due entirely to the formation of 
hydrogen bubbles on the high potential plate as is so often assumed, 
but is really the resultant of several effects. PT)r example, certain 
changes in concentration of the solution (or solutions) take place 
when a cell gives a current, and the effect of these may be to definitely 
reduce the resultant of the P.D.’s in the cell which determines its 
E.M.F. To quote one case only, when current passes zinc is 
dissolved from the zinc plate so that there is a local concentration 
of zinc sulphate which lessens the electrode potential at the zinc 
(see above). These effects are referred to as concentration polarisa* 
tion. In actual practice some polarisation has already set in 
before hydrogen gas collects on the high potential plate. 

2. Other Cases of Potential Differences at Junctions 

(i) It will be clear that, say, two zinc plates in sulphuric acid 
will not function as a cell ’’ for the potential rise Vj from one zinc 
to AB (Fig. 262) will be cancelled by an equal fall from CD to the 
other zinc, i.e, the E.M.F. = = zero. If, however, an 

electrolyte consists of two parts, one more concentrated than the 
other, and a plate of the same material be put in each part, then the 
electrode potentials will not be equal; there will be ^ resultant P.D. 
between the plates and if they are joined outside current will flow 
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in the circuit. Such an arrangement is called a concentration cell: 
the E.M.F. is only small, but the cell is important in “ theory ” in 
dealing with what is known as the ''thermodynamics" of the 
voltaic cell (see later). 

Thus imagine a concentrated solution and a dilute solution of 
copper sulphate " separated " by a tliin porous diaphragm, and 
that a copper plate is in each solution. Now the osmotic pressure 
which tends to drive positive copper ions from the solution to the 
plate is greater for a concentrated solution than for a dilute solution, 
so that more positive copper ions pass from the strong solution to 
its plate than pass to the other plate from the weak solution. 
Thus the copper plate in the strong solution will be at a higher 
potential than the other plate—in other words the electrode 
potential in the strong CUSO4 compartment will be greater than 
that in the weak compartment—and, on joining the plates by a 
wire, current (conventional) will flow in it from the copper plate 
in the concentrated solution to the copper j)late in the dilute 
solution. Copper will be deposited on the higher potential plate 
from tlie concentrated solution and copper will be dissolved from 
the other plate into the dilute solution (see Art. 4), and this will 
tend to continue until the solutions are (‘qual in strength. 

Of course electrons really “flow" in the wire in the direction from the 
copper in the weak solution to the other (low to high potential). The 
electrode in the weak solution thus loses electrons and the positive copper 
10ns pass into solution. The electrode at the other ciid of the wire, i.e. in the 
strong solution, gains electrons, and positive copper ions there are neutralised 
and deposited from the solution. 

Similar results occur with two zinc jilates in concentrated and 
dilute solutions of, say, zinc chloride. More positive zinc ions are 
driven from the strong 
solution to the plate than 
from the weak solution to 
its plate, so that the zinc 
in the strong solution is at 
the higher potential, i.e. is 
less negative. As before, 
current (conventional) 
flows in the wire from the 
zinc in the concentrated 
solution to the other zinc: 
zinc is deposited from the 
strong solution on the plate 



Fig. 263. 
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and zinc passes from the plate to the weak solution so that the 
strong solution gets weaker and the weaker gets stronger as above. 

There is, of course, no resultant chemical action as in the simple 
cell (for actions are equal and opposite in the two compartments): 
the energy of the current may be said to be derived from the 
difference of the osmotic pressures of the two solutions. Fig. 263 
shows a simple form of concentration cell: the two solutions com¬ 
municate by means of the bent tube B. 



(2) Whenever two different metals A and B are placed in contact 
there is a tendency for some electrons (note this) to diffuse across the 
junction from A into B and also from B into A. If the conctmtra¬ 
tion of “ free ” electrons in A is greater than the concentration of 
free electrons in B, the number of electrons passing from A to B 
will be greater than the number passing from B to A. If, in 
addition, the electrons of A are less firmly held by their attracting 
atomic nuclei than those of B, the transfer from A to B will be 

increased, whilst if A’s 
COPPER electrons are more 

LOW firmly held than B’s 
electrons, the transfer 
from A to B will be 
diminished. If on the 
whole the transfer of 
electrons from A to B 
is greater than that in 
clear that B will acquire a negative 
difference will be established at the 
junction, the metal B being at a lower potential than A (Fig. 264 [a)). 
The action continues, of course, until the potential difference 
established does not permit any further transfer. These P.D.'s 
produced at a junction of two metals are spoken of as contact 
potentials. The phenomenon is thus somewhat similar to that of 
the junction between a metal and an electrolyte dealt with above 
and in Art, i, but in those cases positive ions diffused across the 
boundary* whereas in the contact of two metals only electrons 
diffuse across. 

As an example, if a bar of copper and a bar of iron be put in 
contact, say end to end, the diffusion of electrons at the boundary 
in the direction iron to copper is greater than that from copper to 
iron, so that a P.D. is established at the junction, the copper being 
at the lower potential. If two pieces of the same metal are put in 


the opposite direction it is 
potential, i.e. a potential 
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contact the diffusion of electrons is the same in both directions so 
that no 1 .D. is set up. Ihcse potential differences at the junctions 
of metals are very small. 

To obtain a continued current a " complete circuit is, oi 
course, necessary. Consider a circuit of copper and iron as in 
Fig. 264 {h). There is a P.D. at junction X, the iron being at a 
higher potential than the copper, but there is an equal P.D. at 
and as these aie in opposite diiectiuns in the closed circuit they 
cancel each other’s effect so that no current flows. If one junction 
is heated, however, the diffu.sions across that junction alter. With 
some pairs of medals the diffusions in opposite directions across the 
hot junction become more nearly equal, so that the* P.D. at that 
junction is less, whilst with other pairs the diffusions in op])osit(^ 
directions become more unequal and the P.D. at the junction 
greater. In both ca.ses the P.D. s at X and Y will no longer balanci' 
and electrons will flow round the circuit, i.e. a current will be 
produced. In the case of 
coiq^er and iron the current 
(conventional direction) is 
from copper to iron through 
the hot junction and iron to 
copper through the cold (Fig. 

264(c)). Currents produced 
in this way are called thermo¬ 
electric currents and have 
many applications in practice. The subject is fully dealt with 
in Chapter XIV. 

Note that in the simple cell there will be a contact P.l). where the outside 
copper wire is^ joined to the zinc plate and this should be taken into account 
in considering the E.M.F. of the cell: but it is small and negligible compared 
with the other junction P.D.'s. 

(3) Contact differences of potential are also set up between two 
different electrolytes and also between a strong and a weak solution 
of the same electrolyte, but in these cases the " transfers across 
the boundary which cause the P.D.'s are complicated, for in the 
case of two solutions in contact both positive and negative ions diffuse 
across the boundary in both directions, and the mobility ” of the 
ions also comes into the problem, 

A very simple case, and the only one we need consider at this 
stage, is a contact of two solutions -of the same electrolyte which 
differ in concentration, say a strong and a weak solution of 



Fig. 264(r). 
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hydrochloric acid (HCl), in which the former is, say, three times as 
concentrated as the latter. This electrolyte is dissociated into +ve 
hydrogen ions and — ve chlorine ions, each ion having a unit charge, 
viz. HCl ^ H+ 4 - Cl“. At the junction the number of positive 
hydrogen ions passing from tlie strong to the weak solution is 
nearly three times as great as the number passing in the opposite 
direction, and this alone would tend to make the weak solution at 
the higher potential at the boundary. But the number of negative 
clijlorine ions passing from the strong to the weak is also about three 
times as great as the number passing in the opposite direction, and 
this alone would tend to make the weak solution at an equal negative 
potential. The two actions together would therefore seem to 
cancel each other’s effects. But hydrogen ions are lighter than 
chlorine ions and they travel across more rapidly so that on the 
whole the weak solution acquires a higher potential at the junction. 
Similar results take place at the contacts of different kinds of 
electrolytes. It will be noted that these P.D.’s depend on concen¬ 
tration and velocity of ions mobility of ions ” it is usually called). 

Note that in the concentration cell of Fig. 263 there will be a small P.D. 
at the junction of the two solutions in addition to those at the metal-electrolyte 
junctions: the same applies to other cells if different electrolytes are in 
contact or if changes in concentration take place. 

3. Magnetic Effects of a Current 

The presence of a current in a circuit is only known by certain 
effects which it produces. The three main current effects which 
are used for the detection—and also the measurement—of a current 
are: (i) the magnetic effect, (2) the chemical effect, (3) the heating 
effect. In this chapter only a brief reference will be made to a 
few points in connexion with these which roust be known before 
proceeding further. 

So far as the magnetic effects are concerned, most of the facts 
necessary for our present purpose were given in Chapter II. (pages 
25, 40, 43). As stated, it was soon discovered that when a current 
is started in a wire, a magnetic field is immediately produced in the 
space round about the wire. The strength of this field depends on 
the strength of the current, and is measured in the way already 
indicated, i,e, by the force on unit pole or by the number of magnetic 
lines of force per sq. cm. or by the magnetic potential gradient: 
the direction of the field depends on the direction of the current. 

Several cases of magnetic fields due to currents were given on 
pages 40-42. Thus taking the current in a straight vertical wire, 
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Fig. 46 (a) and (c) show the direction of the field when the (con¬ 
ventional) current is flowing down the wire and (b) and (d) when 
the current is upwards: in the first case the field direction is 
counter-clockwise and in the second case clockwise. Again, place a 
compass needle on the table, and hold a wire above and parallel to 
it, as shown in Fig. 265. Pass a current through the wire (a) from 
south to north, (h) from north to south, and note in which direction 
the north pole of the needle is deflected: taking the conventional 
current again it will be found that in (a) the north pole of the 
needle is deflected towards the west, and in (b) towards the east. 
Hold the wire below the needle and again pass a current (c) from 
south to norih, {d) from north to south; in (c) the north pole of the 
needle is deflected towards the east, and in [d] towards the west. 
The results of the above 

enable us to find the direction north 

of the current from that of 
the field or vice versa: they 
can be obtained from the 
following rules, assuming 
the conventional current 
direction. 


a: 

q: 

o 


I 

db db A 


{a) Ampere's Rule. — 
Imagine a man swimming in 
the circuit in the direction of 
the current and with his face 
toioards the needle: the north 
pole of the needle will he 
deflected towards his left hand. 




SOUTH 

Fig. 265. 


{b) Corkscrew Rule (Maxwell).— Imagine an ordinary right- 
handed screw to be along the wire, and to be twisted so as to move in 
the direction of the current: the direction in which the thumb rotates 
is the direction in which the north pole tends to move round the wire. 

Yet another rule— right-hand rule —for the current in a straight 
wire was given on page 40. Of course, all these rules really 
amount to the same, so that the student need only learn one of them. 

Again, Fig. 53 gives the magnetic field in the case of a current 
in a circular coil of wire. The direction of the field is given by the 
rules quoted above, but it is well to note (as already mentioned) 
that, looking at a face of the coil if the (conventiona*) current is 
clockwise the direction of the field inside the coil is away from the 

18 


I. T. B. 
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observer, i.e, the magnetic lines enter the clockwise current face 
just as they enter the south pole of a magnet: in fact if the coil were 
suspended in the earth's magnetic field it would turn so that this 
clockwise current face was towards the south. If the (conven¬ 
tional) current at the coil face looked at is counter-clockwise the field 
inside is towards the observer: the magnetic lines emerge from the 
face in question as they do from the north 
pole of a magnet, and this face would turn 
towards the north if the coil were suspended 
(see also Fig. i6). 

The magnetic field of a solenoid carrying 
a current was depicted in Fig. 52, and it can 
Fig. 266. be shown by iron filings as indicated in Fig. 

266. Note that the solenoid resembles a bar 
magnet, the counter-clockwise (conventional) current end correspond¬ 
ing to the north pole of the magnet; inside the magnetic lines run 
from S to N (Fig. 266) and outside from N to S (see also Fig. 52). 
The four rules given on page 43 for determining the polarity of the 
bar of iron magnetised by a current in the solenoid also serve to 
decide the '' polarity " of the empty solenoid when the current is 
passing: the '' end rule " (Fig. 267) is perhaps the most convenient. 

The magnetic effects of a current arc used in defining the electro¬ 
magnetic unit current, in the working of many measuring instruments 
—^galvanometers, ammeters, voltmeters, etc.—in dynamos, motors, 
and many other appliances. Further details are given in Chapter XI. 

4. Chemical Effects of a Current 

We have seen that certain liquids are decomposed when current 
passes through them. The process is termed 
electrolysis, the liquid is, of course, the 
electrolyte, and the containing vessel the 
voltameter or coulometer. The conducting 
plates by which the current enters and 
leaves the liquid are called the electrodes: 
that electrode which is joined to the posi¬ 
tive pole of, say, the battery supplying the current, is called the 
anode (or positive electrode), and that which is joined to the nega¬ 
tive pole of the battery is called the cathode (or negative electrode). 
The constituents of the liquid which travel to the electrodes are, 
of course, ions, that travelling to the cathode being called the 
cation and that travelling to the anode the anion. 




Fig. 267. 
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Only two practical examples of electrolysis (to which reference 
must be made in the next chapter) will be briefly considered at 
this stage: further details of these chemical effects are given in 
Chapter XIIL 

A typical example is afforded by a solution of copper sulphate. 
Let Fig. 268 represent a voltameter containing a solution of copper 
sulphate, A and K two platinum plates—the electrodes—of which 
A is joined to the positive pole of the battery, and is the anode, 
whilst K is joined to the negative pole and is the cathode. On 
passing the current metallic copper is deposited in a thin layer on the 
cathode, whilst oxygen is liberated at the anod(^: the copper sulphate 
solution becomes weaker. 

If copper electrodes be used in the above, then, as before, 
copper is deposited in a thin layer on the cathode, and in most 
cases in practice an equal amount is taken from the anode into 
solution forming copper sulphate; thus the 
loss in weight of the anode equals the gain in 
weight of the cathode, and the average strength 
of the solution remains the same. In practice 
the anode loss is not quite equal to tlie cathode 
gain, for the loss may include impurities which 
have become detached as the copper dissolved. 

From what has been said in Arts, i, 2, the 
general principle of action in the above will 
be readily understood. The solution is dis¬ 
sociated into positive copper ions and negative Fig. 268. 

sulphions, thus:— 

' CUSO4 ^ Cu+ + + SO4- ~ 

each ion carrying two unit charges so that the opposite charges 
balance in the molecule CUSO4. 

First assume platinum electrodes. On joining up the battery 
(Fig. 268) the positive Cu ions move towards the negative electrode 
(cathode), and the negative sulphions SO4, towards the positive 
electrode (anode). At the cathode the positive Cu ions “ give up 
them charge,'’ becoming neutral or ordinary Cu atoms and copper 
is deposited.’** At the anode the negative sulphions, SO4, '' give up 
their charge ” and become neutral. But an uncharged group SO4 

* Of course what happens is that electrons " flow ” along the wire in the 
direction negative pole of battery to cathode (electronic current) so that the 
cathode gains electrons which neutralise the arriving positive copper ions: 
thus they become ordinary copper atoms ^d copper is deposited. 
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is incapable of a separate existence, and so it immediately reacts 
with water (HgO) forming sulphuric acid and liberating oxygen 
which is given off. To avoid writing an atom of oxygen (O) in the 
equation and to write a molecule, viz. two atoms (Og) instead, we 
assume two molecules of CUSO4 and express the equations thus:— 



The result is, then, that copper is deposited on the cathode, 
oxygen is given off at the anode, and the solution becomes weaker 
(in the equations two molecules of copper sulphate have disappeared). 

If copper electrodes be used, copper from the solution is deposited on the 
cathode as before. If the copper anode is such that it is readily " attacked " 
by the SO4, copper is merely taken from it to form copper sulphate (Cu -{- SO4 
= CUSO4) and the average concentration of the solution remains the same. 
If the anode is not in this condition, however, the action there may be rather 
complex: some SO4 may attack the plate forming CuSO^: some may react 
with water as above liberating oxygen: some oxygen may combine with the 
copper forming copper oxide {2 Cu -f- O2 = 2 CuO) which forms a blackish 
coat on the plate, whilst some oxide may dissolve in sulphuric acid forming 
copper sulphate. The main result, however, is the formation of copper oxide 
and the blackening of the surface of the plate. 

Repeat the above experiment with a solution of silver nitrate 
{a) with platinum electrodes, (b) with silver electrodes. Results 
similar to the above will be obtained: in both cases silver will be 
deposited on the cathode. The explanation is again readily under¬ 
stood. When dissolved in water the silver nitrate molecules 
(AgNOg) are dissociated and we have silver ions, Ag, which are 
positive and the nitrions, NO3, which are negative:— 

AgNOg ^ Ag+ + NOg-. 

The positive silver ions travel to the negative cathode and the 
negative nitrions to the positive anode. With platinum electrodes, 
the silver ions at the cathode give up their charge, become ordinary 
silver atoms, and silver is deposited. The NO3 ions at the anode 
give up their charge, but an uncharged group, NO3, cannot exist free, 
so it combines with water forming nitric acid (HNO3) and liberating 
oxygen. In writing down the equations we start with four mole¬ 
cules of silver nitrate (for the same reason as mentioned above) 
and express the actions thus:— 

4 AgNOs = 4 Ag + 4 NO3 
4 NO3 + 2 HjO = 4 HNO3 + O2. 
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Note that the concentration of the silver nitrate gets less. 
With silver electrodes, silver is deposited on the cathode as before, 
but an equal amount is taken from the anode to form silver nitrate 
(Ag + NO3 = AgNOg), and the average concentration of the 
solution rcunains the same. 

Similarly water (HgO) can be decomposed kito hydrogen and 
oxygen, the hydrogen appearing at the cathode and the oxygen at 
the anode; if a special voltameter be used so that the gases can be 
collected it will be found that the volume of hydrogen is double 
the volume of oxygen. But this case is rather complex and is 
explained on page 379. 

The above experiments illustrate the method of electroplating; thus to 
silvcrplate an iron spoon it must be made to form tlie cathode in a silver 
solution, the anode being a silver plate. In 
practice special arrangements have to be made 
in order to get a coherent layer which will take 
a gcK)d polish. 

Many devices for finding which is the positive 
pole of a generator—battery or dynamo—or foi 
finding which is the positive and which the nega 
tive of a pair of supply mains, u.se the chemical 
effects of the current. Tlius one type of “ pole 
finding paper," as it is called, consists of paper 
soaked in a solution of potassium iodide and 
starch. If two wires are taken from, say, the 
generator and placed some distance apart on the 
paper, the potassium iodide will be decomposed, 
iodine appearing at the anode: here it reacts with 
the starch producing a blue coloration which 
therefore indicates the wire joined to the positive. 

To avoid the risk of short circuit and excessive 
current, a suitable resistance must be put into one of the leads." 

The chemical effects of a current are used in defining the 
practical unit of current strength (the ampere), in accumulators, 
copper refining, electroplating, production of alkalies, extraction of 
metals from their ores, etc. 

5. Heating Effects of a Current 

The fact that a conductor is heated by the passage of an electric 
current is well known owing to its application in electric lighting, 
heating, etc.; the following experiments are, however, instructive:— 

A calorimeter suitable for the measurement of quantities of heat 
is shown in Fig. 269. A is a copper pot hung by threads inside a 
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larger copper pot B. The inner surface of B and the outer surface 
of A are smooth and polished to reduce loss of heat by radiation 
from A: in some calorimeters the space between A and B is packed 
with felt or other bad conductor of heat to reduce lieat loss from A 
by conduction. A contains water and is fitted with a stirrer S, a 
thermometer T, and a vulcanite lid V through which pass two stout 
copper wires a and b provided with terminals as shown. 

(а) Fit a spiral of german silver wire (insulated) to a and b, and join the 
coil in series with a battery, an ammeter, a rheostat, and a key. Note the 
temperature of the water. Then pass a current for 5 minutes, stirring the 
water and keeping the current constant by means of the rheostat. Note the 
current and the rise in temperature. Let the water cool to its original 
temperature, and then repeat with a different current flowing for 5 minutes. 
It will be found that:— 

Heat in Case i _ Temp, rise in Case i (Curr. in Case i)* 

Heat in Case 2 Temp, rise in Case 2 (Curr. in Case 2)® 

or ike heat produced is proportional to the square of the current', doubling a 
current produces four times the heat in the same time. 

(б) Arrange two calorimeters in series with a battery, and rheostat. 

The calorimeters should be alike, and contain equal quantities of water, but 
the spirals should be of different lengths, so that one A has a resistance Rj 
and the other B a resistance Rg. The values Rj and Rg should either be 
known or be determined by experiment as explained later: if they are cut from 
the same wire, however, the resistances may be taken to be proportional to 
the lengths. Pass a current for 5 minutes and get the rises in temperature 
(say ^1° C. and ^a° found that djd^ — R1/R2. 

Heat in A Resistance of A 
Heat in B ” Resistance of B 
or the heat produced is proportional to the resistance. 

{c) From two or three experiments it will be easy to deduce also that tk» 
heat produced by a current is proportional to the time the current flows. 

Combining the above results, if a current I units flows through 
a resistance R units for t seconds and H units is the heat produced, 
we can write:— 

H is proportional to PRf; H = ^PRf 

where ^ is a constant depending on the various units employed. 

The practical unit of current strength is called an ampere, and 
the practical unit of resistance an ohm: these are defined in the 
next chapter. The unit of heat is called a calorie which is usually 
defined as the heat required to raise the temperature of one gramme 
of pure water one degree Centigrade: strictly the calorie should 
now be defined as the heat required to raise i grm. of water from 
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i4'5'’ C. to i5-5° C. for after various proposals this definition has 
been accepted internationally. {To be even more exact the I4'5® 
and 15-5° should refer to what is known as the international gas 
thermometer scale.) Now in the above expression for the heat 
produced by a current, if the heat be expressed in calories, the 
current strength in amperes, th(: resistance of the conductor in 
ohms, and the time the current flows in seconds, k has the value 
•24 and we have;— 

Heat in calories -- •24I2K/'. 

The whole subject of the heating effects of currents is, however, 
fully dealt with in Chapter XI 1 . 



CHAPTER X 

SOME UNITS AND SIMPLE THEORY IN CURRENT 
ELECTRICITY 


A CURRENT in a wire is a flow of electrons in it, and the 
greater the number of electrons {i.e, the greater the quantit}^ 
of electricity) passing any section of the wire in one second 
the greater is said to be the current strength. The analogy which 
follows will make the general idea clearer. 

Consider a pipe AB through which water is steadily flowing in the 
direction A to B. Some idea of the strength of this water current may be 
conveyed by a statement of the quantity of water entering A, leaving B, or 
passing any section of the pipe in a definite time, say one second; in short, 
the strength of the current may conveniently be defined as the rate of flow of water 
through the pipe. The total quantity flowing past any section in a given time 
is then obtained by multiplying the current strength by the time in seconds. 
Further, when the pipe is quite full, the quantity entering A per second 
must be equal to the quantity leaving B or passing any section of the pipe 
in that time, however uneven the bore may be; that is, the current strength 
is the same at all parts of the pipe. 

These elementary ideas have their electrical analogies. Current 
strength is defined as the quantity of electricity passing any section of 
the conductor per second, i.e. as the rate of flow of electricity in the 
circuit, and the total quantity which passes in a stated period is given 
by the product of the current strength and the time in seconds ; further, 
the current strength is the same at all parts of a simple conducting 
circuit however the parts differ in resistance, but, as we have seen, 
there is a fall of potential in the conventional direction Of the 
current {i.e. a rise in the direction of the actual electronic current). 

I. Current Strength. The Electromagnetic Unit. The Ampere 
(i) It seems natural to suggest that the unit of current strength 
be that current in which an electrostatic unit quantity of electricity 
passes any section of the conductor in one second. This is the C.G.S. 
electrostatic unit of current strength/* but it is much too small for 
use with most of the work in the present branch of our subject. The 
strength of a current is measured, in fact, in terms of the intensity 
of the magnetic field produced at a^ven distance from the conductor 
carrying it. Consider a wire bent into a circle of radius r arbitrary 
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units, and carrying a current of strength I arbitrary units; investi¬ 
gation shows that the intensity of the magnetic field at the centre 
of the circle (or the force on unit pole) is (a) directly proportional to 
the current I, (b) directly proportional to the length, zttt, of the 
circular conducting path, and (c) inversely proportional to the 
square of the radius, r. These statements are dealt with in detail 
in Chapter XI. We can therefore write for the force F on unit 
pole at the centre of the coil— 

F is proportional to or F oc • F = 

r r 

where ^ is a factor depending on the units we employ. 

Just as in the case of unit pole and unit e.s. quantity, it will be 
convenient to so choose the unit of current strength that (measuring 
r in cm. and F in dynes) k becomes unity, in which case:— 

F = ^ dynes. (i) 

Suppose the strength of the current in 
these units is unity and the radius r is 
I cm., then F is 277 dynes. From this we 
get one definition of unit current, and it 
is called the absolute or C.G.S. electro¬ 
magnetic unit of current strength: thus 
the electromagnetic unit current is that 
current which, flowing in a single circular 
coil of one cm, radius, exerts a force of 2 it dynes on a unit pole 
at the centre. 

As the coil is i cm. radius, its circumference is 2 tt cm., so that if 
we take the force on unit pole due to i cm. of the circumference 
(Fig. 270) it will be i dyne. Thus we get the usual definition as 
given below. This e.m. unit is rather large, and for practical work 
we take one-tenth of it, which is called an ampere (after Ampere). 
Clearly, as the ampere is xV unit, it will exert a force of 
dyne on the unit pole in the case above. Summarising, we have:— 



The C.G.S. electromagnetic 
unit of current strength is that 
current which, flowing in a wire 
I cm. long bent into an arc of i 
cm. radius exerts a force of i 
dyne on a unit pole at the 
centre. 


The practical unit is the 
ampere: the (true) ampere is 
that current which, flowing in a 
wire I cm. long bent into an arc 
of I cm. radius, exerts a force of 
O'I dyne on a unit pole at the 
centre. 
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The ampere as defined above e.m. unit) is known as the 
true ampere for a reason which will be seen presently. 

I electromagnetic current unit = {3 X lo^®) e.s. current units. 

I (true) ampere = e.m. unit = (3 X 10®) e.s. units. 

(2) Another definition of the e.m. unit of current strength was 
referred to on page 68. A current flowing in a closed circuit 
produces a magnetic field at a point P, the intensity of which is 
proportional to the current strength, say i units. Imagine the 
current circuit (assumed for simplicity to be in air) replaced by a 
uniform magnetic shell, the boundary of which coincides with the 
current circuit: it produces a magnetic field at P, the intensity of 
which is proportional to the strength of the shell (page 83). Now 
suppose the strength of the shell be altered until the field it produces 
at P is equal to the field at P due to the current, and let ^ be the 
strength of this '' equivalent shell then the e.m. unit of current 
strength has been so chosen that i in these units, and (j> are numeri¬ 
cally the same, i.e. i — for, as stated, the unit is defined thus:— 
the e.G.S. electromagnetic unit of current strength is that current 
which flowing in any closed circuit has magnetic effects the same as 
those of a uniform magnetic shell of unit strength whose boundary 
coincides with the current circuit {the medium is air—strictly vacuo). 
The (true) ampere is, of course, xV of this. 

If the medium be changed to one of permeability fi the potential (and 
field) due to the shell becomes i/fi of what it was in air (Chapter III.). More 
generally, then, we can say:—■ 

Field due • Field due to shell'i </> 

current / ’ of same contour / 

and if the fields are equal, i.e. if the shell is the " equivalent shell — 



where ^ is a factor depending on the units employed. Now the e.m. unit of 
current is so chosen that k is unity and therefore = i: thus ^ ~ fit, 
so that a current circuit is equivalent to a uniform magnetic shell with the same 
boundary if the strength of the shell = gd, where i is the current in e.m. units. 
If the medium be air (strictly vacuo), fx ~ i and ^ == f: hence i is unity if 
<f> is unity, and the definition of the e.m. unit current follows as given above. 

(3) The Standards Committee of the Board of Trade used the 
'' chemical effects " of a current in its definition of the practical 
unit of current strength—the ampere. Consider a silver nitrate 
voltameter with silver electrodes (page 276): on passing a current, 
silver is deposited on the cathode and experiment proved that:~ 
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(a) The amount of silver deposited was proportional to the cur¬ 
rent strength. (^)) The amount deposited was proportional to the time 
the current flowed, (c) If a current of e.m. unit, i.e. i ampere, 
was passed, -ooiiiS grm. of silver was deposited every second. 

Consequently we get the following definition: the ampere is 
that steady current which, flowing through a solution of nitrate of 
silver in water, deposits silver on the cathode at the rate of -ooiiiS 
grm. per sec. The ampere defined in this way is called the 
international ampere. It was intended to be an exact practical 
realisation of the true ampere of e.m. unit, but it is just a very 
little less (about -025 per cent.): we neglect the slight difference 
and take the two to be identical, as tiiey were intended to be. 

The number -ooiiiS (which gives the “ grm. deposited per 
ampere per sec/') mea.sures what is termed the electro-chemical 
equivalent of silver: thus l/ie electro-chemical equivalent of a substance 
is the mass of it which would he liberated in electrolysis by a steady 
current of one ampere in one second (see Art. 2). If a steady current 
of one ampere flows through a solution of copper sulphate (page 275) 
•0003293 grm. of copper is deposited on the cathode every second: 
•0003293 is the electro-chemical equivalent of copper. 

The above is the usual wording" of the ampere definition: the exact 
explanation of the deposition of the silver is given in Chapter XIII. 

If a current I amperes flows through, say, a solution of silver nitrate for 
t seconds, and w grm. is the increase in weight of the cathode, then 
w ~ *001118 X I X I; or writingfor the electro-chemical equivalent:— 
w 

I = -- amperes (strictly international) .(2) 

X ► 

2. Quantity. The Electromagnetic Unit. The Coulomb 

Since Quantity = Current strength x Time in seconds, unit 
current flowing for unit time will result in the transfer of unit 
quantity: hence:— 

The e.G.S. electromagnetic The practical unit is the 

unit quantity is the quantity coulomb (after Coulomb). The 
conveyed by the electromagnetic (true) coulomb is the quantity 

unit current in one second. conveyed by a current of one 

(true) ampere in one second. 

The e.G.S. electrostatic quantity unit was defined on page 
159: it is clear that it is the quantity conveyed by the electrostatic 
unit current in one second. 

i electromagnetic quantity unity = 3 X 10^® e.s. uii»’ts. 

I true coulomb == ^ e.m. unit = 3 x lo* e.s. units. 
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Further, we have the international coulomb which can be defined 
as the quantity conveyed by a current of one international ampere in 
one second, but the usual definition is as follows:—Since one inter¬ 
national ampere in one second deposits •001118 grm. of silver from 
a solution of silver nitrate, and one ampere flowing for one second 
means the passage of one coulomb, the international coulomb is that 
quantity of electricity which liberates 001118 gramme of silver from 
a solution of silver nitrate. Thus one-fifth of an (international) 
ampere flowing for five seconds would also mean that one (inter¬ 
national) coulomb had passed, and *001118 grm. of silver would be 
deposited: clearly, also, the electro-chemical equivalent of a substance 
is the mass of the substance liberated by one coulomb of electricity. 
Like the international ampere, the international coulomb is really 
a little less than the true coulomb of xV unit, but in practice we 
can regard them as identical. 

Another practical quantity unit termed the ampere-hour '' is 
employed. An ampere-hour is the quantity of electricity conveyed by 
a steady current of one ampere flowing for one hour. But one ampere 
in one hour will transfer 60 x 60, i.e, 3600 coulombs; hence i 
ampere-hour = 3600 coulombs. 

Since a current I amperes flowing for t seconds means the transfer of 
coulombs, then from (2) above we have in the experiment referred to:— 

_ a; ^ w . ^ w , , 

I = .. 1/ = ~, Q = — coulombs, 

zt z ^ z 

Potential Difference, The Electromagnetic Unit. The Volt 

We have seen (page 162) that a charge moving from one point 
to another at a different electrical potential would always involve 
work being done, i.e, it would mean some change in energy: work 
was done against the repulsion of A (Fig. 176) in moving a positive 
charge from the lower potential C to the higher potential B, and 
work was done by the electrical force if the positive charge moved 
from B to C. We also saw that the P.D. between two points in 
e.s. units was represented numerically by the work done, in ergs, 
when an electrostatic unit charge moved from one point to the other, 
so that if the work done or energy change was one erg the P.D, 
between the two points was one e.s. unit. 

Similar reasoning applies to current electricity, and the unit we 
get is called the absolute or C.G.S. electromagnetic unit of potential 
difference. As an illustration, consider two points A and B in a 
simple wire through which a (conventional) current is flowing in 
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the direction A to B, and in which, therefore, A is at the higher 
potential. The wire AB is heated, and by the law of conservation 
of energy this heat must have been produced at the expense of an 
equal amount of energy which has disappeared from the electric 
circuit. The moving electricity is endowed with energy and some 
of this has been changed into heat energy in the part AB of the wire. 

Imagine, now that the electromagnetic unit quantity passes 
from A to B and that W ergs is the energy which, in this case, is 
subtracted from the electric circuit and appears as heat: the P.D. 
between the two points is W electromagnetic units of potential. 
Thus the P.D. in e.m. units between two points is represented numeri¬ 
cally by the work done {or energy transformed) in ergs when the e.m. 
unit quantity passes between the two points. If the work be one erg 
the P.D. is one e.m. unit {not i erg). This unit is very much smaller 
than the e.s. unit of potential. 

If the unit quantity (-fve) had been forced from low to high potential 
work would have been done on it and energy added to the electric circuit: 
this is referred to again later. 

The e.m. unit of P.D. is too small for practical purposes, and for 
such work we use the volt (named after Volta) which is 10® e.m. 
units. Clearly, if the P.D. is one volt the work done when the e.m. 
unit quantity passes will be 10® ergs. Now a coulomb is -ixs e.m. 
unit quantity, so that the work done when a coulomb passes will be 

of 10®, i.e. 10^ ergs, or one joule, and this fact is used in defining 
the volt. Summarising then:— 

The P.D. between two points The practical unit is the volt: 

is one C.G.S. electromagnetic the P.D. between two points is 
unit if the work done or energy one (true) volt if the work done 

transformed is one erg when the or energy transformed is one 

electromagnetic unit quantity joule when one (true) coulomb of 
passes. electricity passes. 

I electromagnetic potential unit == 1/(3 X 10^®) e.s, unit. 

I true volt — 10* e.m. units = 1/300 e.s. unit. 

Just as we have the “ international ampere " and the ** inter¬ 
national coulomb so we have the international volt: it is just a 
little larger than the true volt of 10® e.m. units (in practice we 
regard them as identical) and is defined on page 292. 

In practical work the P.D. between two points is sometimes 
called the pressure {not an ideal name for it), and sometimes the 
voltage between the two points. 
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4. Potential Difference (P.D.) and Electromotive Force (E.M.F.) 

Another term in constant use is electromotive force (E.M.F.) 
—referred to on pages 266, 267—^which is also measured, in practice, 
in volts. We will first illustrate, in an elementary way, its use in 
practice, taking a cell or battery as our source of E.M.F. 

(i) Consider a battery on open circuit, i.e. with the outside circuit 
disconnected. Imagine an electrostatic voltmeter (no continuous 
current through it) joined to its terminals, and that the reading is 
50 volts; this measures the total “ voltage '' this type of battery 
can develop, and this total voltage given numerically by the P.D, 
at its terminals on open circuit is the E.M.F. of the battery. If an 
outside circuit be switched on the voltmeter reading will fall by an 
amount depending on circumstances. Suppose the reading is now 
47 volts: this measures the terminal P.D. under present conditions 
or the ‘Wolts used'* in getting the current through the external cir¬ 
cuit, the other three volts being the P.D. used in getting the current 

through the internal 
H, circuit, i.e. through 

the battery itself. 

Consider as a further 
example Fig. 271. The 
E.M.F. of the cell is 1*8 
volts. The voltmeter V 
across the resistance Rj 
Fig. 271. reads *6 volt which is the 

P.D. at the ends of Rj. 

Similarly *9 volt is the P.D. at the ends of Rj, and the balance, viz. *3 volt, 
is the P.D. through the materials of the cell itself (we are neglecting the 
connecting wires). The E.M.F. (i*S) is numerically equal to the sum of 
the P.D.s. The terminal P.D. in F'ig. 271 is 1*5 volts: it would be i*8 
volts if the cell were on open circuit. 

The preceding shows what for practical purposes may be regarded 
as the distinction between P.D. and E.M.F. The E.M.F. of, say, 
a battery is the total voltage it is capable of developing, and is numerically 
equal to the P.D. at its terminals on open circuit) when the current 
flows the terminal P.D. may be anything according to circumstances, 
but it is always less than the E.M.F. If E volts be the E.M.F., 
e volts the terminal P.D. when a current flows, and V be the volts 
used in the battery:— 

E - ^ + V, 

that is, the E.M.F. is numerically equal to the sum of the P.D. 
outside and the P.D. through the materials of the battery itself. 
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Now we have seen that the P.D. in volts between two points in 
a conductor is represented numerically by the work done (or energy 
transformed) in joules when one coulomb of electricity passes from 
one point to the other. Similarly the E.M.F. of a battery (or 
dynamo) in volts is represented numerically by the number of joules 
of work done (or energy transformed) when one coulomb of electricity 
flows completely round the circuit.’’ 

(2) In order to maintain a current in a circuit energy must he 
supplied hy some source to the circuit. Thus if the circuit contains 
a copper wire say, the flowing of the current means the heating of 
the wire and this demands a continuous supply of energy. Several 
sources of energy can be used for the maintenance of the current, 
the most important being as wc have seen the voltaic cell and the 
dynamo. In the cell the chemical action supplies the necessary energy; 
the products of the chemical action in the cell possess less chemical 
energy than the materials 
from which they are 
formed and the balance 
equals the energy of the 
current. In the dynamo 
a steam engine or other 
form of engine provides 
it. Whenever energy of 
another form is changed 
into energy of a current 
we say that an E.M.F. is 
present in the circuit and the E.M.F. is measured by the energy 
supplied by the source in one second when it is maintaining 
unit current in the circuit. Thus the E.M.F. of a battery in volts 
is measured by the joules of energy it supplies in one second when 
it is maintaining a current of one ampere in the circuit, i.e. it is 
measured by the joules of energy supplied per coulomb output. 
In the case of our simple battery circuit this energy supplied per 
coulomb output is equal to the energy transformed—in this case 
dissipated as heat—partly outside and partly inside as one 
coulomb passes round. 

Perhaps the following analogy will further help the student, 
and although far from perfect it is free from some of the defects of 
the pump and head of water analogies often ^ven. 

Suppose C (Fig. 272) is a colliery, F a factory, and that a continuous line 
of wagons travels round the track conveying coal from C to F: suppose the 


i %- 
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Fig. 272. 
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wagons ar6 exactly alike, and that by “ shoot *’ arrangements each is given 
12 cwt. of coal at the colliery. We might call the wagons “ carriers the 
12 cwt. of coal given to each carrier represents a definite amount of energy." 
Now consider one wagon (carrier) leaving with its 12 cwt. of coal (energy). 
Some of its coal (energy) will be used in going along the track to F, and then 
the bulk of the remaining coal (energy) will be delivered there, where it will 
be used to produce heat, light, set machinery in motion, etc. But the wagon 
must not deliver all its coal at F, for some coal (eneigy) will be required to 
get it back to the colliery gate, and then a little more will be wanted to get 
it along the colliery yard. We will assume that by the time it gets completely 
round, the wagon (carrier) has parted with all its coal (energy): it gets 
a further supply of 12 cwt. and the performance is repeated. 

Fig. 273 shows the corresponding electrical case. The battery corre¬ 
sponds to C, the connecting wires to the rails, the lamps to F, and the inside 
of the battery to the colliery yard: the carriers are " coulombs," and the 
energy is " joules." The carriers (coulombs) are endowed with energy 
(joules) by the battery (as a result of the " chemical " action in the battery): 
they give up most of their energy (joules) to the lamps, but some energy is 
given up in going along PQ, along RS, and through the battery. In going 
completely round, the carriers (coulombs) part with all their energy (joules), 

but they get a fresh supply 
and continue the journey. 

>- 

g Now if the above bat- 
tery endows each coulomb 
S with 12 joules of energy, 
then a total of 12 joules of 
Fig, 273. work will be done, i.e, 12 

joules of energy will be 
delivered to the circuit when a coulomb flows completely round 
the circuit, and the E.M.F. of the battery is 12 volts. If 
each coulomb parts with *2 joule of energy in going along PQ, 
then *2 volt is the '' P.D.'' between the points P and Q. Similarly, 
if each coulomb parts with ii joules to the lamps, *2 joule to RS, 
and ‘6 joule in going through the battery, then ii volts, *2 volt, 
and *6 volt are the “ potential differences " on these various 
parts. The E.M.F. is equal to the sum of all the various P.D.s 
(•2 + II + -2 + *6 = 12). The terminal potential difference when 
the current is flowing is (*2 + ii + -2) = ii’4 volts: it would be 
12 volts if the battery were on '' open circuit." 

(3) Referring now to the simple cell (Fig. 262, page ^565), we 
saw that immediately the plates were placed in the solution an 
electrode potential (say was developed at the surface of contact 
of the zinc and the solution, and another (say was developed at 
the contact surface of the copper and the solution, and that the 
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algebraic sum of these two (in this case (e^ + ^2)) measured the 
electromotive force (E.M.F.) of the cell (say E). In actual practice 
there may be other potential differences at surfaces of contact in a 
cell. In some cells more than one kind of solution is in use and 
there may be a slight P.D. at the contact surface of the two solutions 
(page 271): a solution may be of different concentrations thereby 
setting up a contact P.D. at the separating surfaces (page 271): 
a copper terminal may be attached to the zinc and there will be a 
contact P.D. at the junction (page 270): moreover some of these 
P.D.s may act in one direction and some in the other, and all 
should be taken into account. The algebraic sum of the differences 
of potential occurring at all the surfaces of contact of different 
materials intervening (in the cell) between the terminals measures the 
E.M.F. of the cell and it is numerically equal to the joules of energ}^ 
the cell provides per coulomb of electricity output. 

From Fig. 262 the facts previously mentioned can readily be seen. In (a) 
the ceil is on open circuit, and here the P.D. between the terminals is {e^ -f- 
i.e. is equal to the E.M.F. (E) as stated. 

In (b) the cell is shown with its poles joined by a wire and current flowing. 
The electrode potentials at the zinc-solution surface (e^) and at the copper- 
solution surface (e.^) are the same as before, so that E, the E.M.F., viz. 4- 
is as before. As current is flowing there is a fall of potential (say e) in the 
outside wire in the direction of the (conventional) current, and there is a fall 
(say V) through the solution. From the figure 

_ V -f ^ = o, i.e. -f ^2 ~ ^ + V; FI — ^ -f V, 
as previously stated. The P.D. at the terminals is now e, which is less than 
the E.M.F. (E). Further, the E.M.F. is numerically equal to the sum of the 
P.D. on the outside circuit (e) and the P.D. through the solution (V). 
Finally, from the definition of P.D. (using practical units), e (volts) is numeri¬ 
cally equal to the joules of energy delivered to the outside circuit, and V' 
(volts) is equal to the joules delivered to the inside circuit, when one coulomb 
passes: hence, as stated, the E.M.F. (E) in volts is numerically equal to the 
work done in joules when one coulomb passes completely round the circuit. 

By the action of the cell each coulomb is raised in potential to the extent 
(^1 “f ^2) volts: hence here energy is supplied—added to the circuit (Art. 3)— 
and (since joules — volts x coulombs—Art, 13), the cell therefore supplies 
(cj 4 - ^a). E joules of energy for each coulomb output. 

(4) When a current flows through a copper sulphate voltameter 
fitted with copper electrodes, copper is removed from one plate A 
and copper is deposited on the other plate B. If the current be 
sent in the opposite direction for the same time an equal amount 
of copper is removed from B and copper is deposited on A: one 
current undoes the work of the other. An operation of this kind 
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is said to be reversible. Most chemical operations depending on 
the flow of a current are reversible. 

When a current flows through a conductor heat is produced. 
If an equal current be sent for the same time in the opposite 
direction the conductor is heated equally. An operation of this 
kind is said to be irreversible.* 

Now the E.M.F. of a cell is really measured by the energy it 
provides in reversible processes when unit quantity passes. If the 
energy transformation between two points in a circuit is completely 
irreversible we speak of a P.D. between the two points. | 

Thus E.M.F. has a definite direction (which determines the 
direction of tlie current) and is reversible: if the current be 
reversed by applying a bigger E.M.F. in the opposite direction 
then energy is absorbed from the circuit at the smaller E.M.F.— 
not supplied to it. 

A full explanation of the difference between P.D. and E.M.F. 
from this point of view is, however, beyond the scope of this book: 
for further details see A dvanced Textbook of Electricity and Magnetism. 

Example .—If 19,800 joules of work he done in the outside circuit of a battery, 
and 1800 joules in the inside circuit (i.e. in the battery itself) due to a steady 
current of i ampere floiving for half an hour, find (a) the E.M.F. of the battery, 
(b) the terminal potential difference {T.P.D.) when the current is flowing, (c) the 
volts " lost " in the battery. 

No. of coulombs = i x (J X 60 X 60) = 1800. 

Work done when 1800 coulombs pass completely round the circuit =: 

19800 + 1800 == 21600 joules; 

Work done when i coulomb passes completely rouna ~ -Yg^oir =12 joules; 


.*. E.M.F. of battery =12 volts = E . (a) 

Again, work done by 1800 coulombs in outside circuit — 19,800 joules; 
Work done by i coulomb in outside circuit — == ii joules; 

Terminal P.D. = ii volts — e . [b) 

Finally, work done by 1800 coulombs in inside circuit = 1800 joules; 

.*. Work done by i coulomb in inside circuit = i joule; 

.*. Volts used or “ lost ” in battery = i volt = V. {c) 

Note E - e -y V. 


* Certain chemical operations can be irreversible in their nature, and 
heating effects can exist which are reversible (see Chapter XIV.). 

t If partly irreversible and partly reversible we also speak of the P.D. 
between the two points. 
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5. Resistance. The Electromagnetic Unit. The Ohm 

The resistance of a body may be defined in a general way as 
that property of it which opposes the flow of electricity, but precise 
definitions are as follows. 

Consider first a simple wire, through which a current is passing, 
and in which, therefore, we have the irreversible process, the produc¬ 
tion of heat. Experiment (and theory) shows that the heat, in 
energy units, is proportional to the square of the current and the 
time, and it depends also on the material, dimensions, etc., of the 
conductor. In symbols— 

Heat in energy units oc IH ^ RP/, 

where R is a factor depending on the material, etc., and known as 
its resistance (see page 279). If I and t be each unity, then the heat 
in energy units is numerically equal to R: hence the resistance of a 
wire {temperature uniform) is represented numerically by the heat, in 
energy units, developed in one second when unit current passes; or, 
moie general— the resistance of any conductor is represented numeri¬ 
cally by the heat, in energy units, developed in one second [by irre¬ 
versible processes) when unit current passes. 

If I and t and the heat energy be each unity, R is unity; hence— 


The resistance of a conduc¬ 
tor is one C.G.S. electromag¬ 
netic unit if the heat in energy 
units produced per second (by 
irreversible processes) when the 
electromagnetic unit current 
passes is one erg. 


The practical unit is the 
ohm. The resistance of a con¬ 
ductor is one (true) ohm if the 
heat in energy units produced 
per second (by irreversible pro¬ 
cesses) when one (true) ampere 
passes is one joule. 


Since a current of i/io absolute unit produces in the ohm (named after 
Ohm) 10’ ergs of heat per second, if R be the value of the ohm in absolute 
units, 10’ — R (i/io)* or R = 10®, i,e. 

I (true) ohm = 10® electromagnetic units. 


Again consider a simple wire with a steady P.D. between two 
points A and B; a certain steady current will be flowing. If the 
P.D. be altered the strength of the current will also be changed, 
but experimentally it can be proved that if the temperature of the 
wire be kept constant the ratio of the P,D, to the current is constant, 
t,e, if V denote P.D.:— 

Potential difference . . V 

= a constant or y = 


Current 
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where R denotes the constant, and this is numerically the same as 
the R above, i.e, it is the resistance between the points A and B. 
If V and I be each unity R is unity: hence:— 


A conductor has a resistance 
of one C.G.S. electromagnetic 
unit if a P.D. of one electro¬ 
magnetic unit applied to its 
ends causes a current of one 
electromagnetic unit to flow 
through it. 


The practical unit is the 
ohm. A conductor has a re¬ 
sistance of one (true) ohm if 
a P.D. of one (true) volt applied 
to its ends causes a current of 
one (true) ampere to flow 
through it. 


I (true) ohm = 


I volt 
I ampere 


10® e.m. units 
i/io e.m. unit 


10® e.m. units. 


Just as we have the international ampere, coulomb, and volt, 
so we have the international ohm: it was intended to be a practical 
statement of the true ohm of 10^ e.m. units as defined above, but 
it is just a little greater, although, in practice, we take them as 
identical. It was defined in this way:—Various experiments were 
performed to find the exact dimensions of a column of mercury 
which would have a re.sistance of one true ohm or 10® e.m. units: 
the results gave the following definition:—the (international) ohm 
is the resistance of a column of mercury 106*3 cm. long, i sq. mm. 
in cross-section (mass 14*4521 grn\) at the temperature of melting 
ice (o" C.), 

Conductance is the reciprocal of resistance; thus a wire of 
resistance R has a conductance of i/R. The practical unit is the 
mho, which is the conductance of a material of resistance one ohm. 

We can now define the international volt referred to on page 285. 
The international volt is that P.D. which will cause a current of one 
international ampere to flow through a resistance of one inter¬ 
national ohm. This is clear because V/I — R; V = IR, and if 
I and R be each unity, V is unity. As stated, it is just a little 
bigger than the true volt of 10® e.m. units. 

A word of warning, particularly to examination candidates, about “ defin¬ 
ing " the various units may be given. In one of our definitions of the true 
ohm we used the relation V/I — R, i,e. we defined one true unit (R) in terms 
of the other two true units (V and I): this was correct for V and I had been 
separately defined, V by ‘‘ work," and I by " force on unit pole." Again, in 
the definition of the international volt we used the relation V — IR defining 
one international unit (V) in terms of the other two international units (I and 
R): this also w£|,s correct for I and R had been separately defined, I by 
"electrolysis," and R by the "mercury column." Unless care be taken, 
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however, this method of defining units from the relation R = V/I, e,g. 
defining every unit in terms of the other two (which is sometimes done) will 
mean taking the “path of least resistance ’* and “ talking round in a circle/* 

6, Summary of True, International, and Legal Practical Units 

As a further help, the true and international units of current 
strength, resistance, and P.D. are summarised below, and to these 
are added the legal units as they are called, for the student will 
come across them in his reading. 

(1) Current Strength. —The true ampere is 3*^5 of the C.G.S. e.m. unit. It 
is that current which, flowing in a wire i cm. long bent into an arc of i cm. 
radius, exerts a force of o*i dyne on a unit pole at the centre. The inter¬ 
national ampere is that steady current which, flowing through a solution of 
silver nitrate, deposits -ooiijS grm. of silver on the cathode in one second. 
The legal ampere is the current which gives a certain reading on a standard 
instrument called an ampere balance (Chapter XI.) kept at the National 
Physical Laboratory: the balance was standardised by the deposition of silver. 

(2) Resistance. —The true ohm is lo’^ C.G.S. e.m. units. One definition is 
that it is the resistance a wire must have in order that a P.D. of one true volt 
(of 10* e.m. units) may cause a current of one true ampere (of e.m. unit) 
to flow through it. The international ohm is the resistance of a column of 
mercury 106*3 cm. long, mass 14*4521 grm. (cross-section i sq. mm.) at 0° C. 
The legal ohm is the resistance at 16*4° C. between the terminals of a 
“ standard ohm *’ kept at the National Physical Laboratory: this standard 
was, however, checked by the mercury column. 

(3) Potential Differ^ce. —The true volt is lo* C.G.S. e.m. units. It is the 
P.D. between two points if the energy transformed be one joule when one 
true coulomb (-/^ e.m. unit of quantity) passes. The international volt is the 
P.D. which, when applied to a wire of resistance one international ohm, will 
cause a current of one international ampere to flow, and it may be taken as 
1/1*0183 of the E.M.F. of a Weston cell at 20® C. (page 394). The legal volt 
is of the P.D. which produces a certain deflection on a standard electro¬ 
static voltmeter kept at the National Physical Laboratory: this is intended 
to be the same as the international volt just as in the other “ legal " cases above. 

7.' Ohm’s Law 

In order that a current may flow between two points in a con¬ 
ductor there must be a P.D. between them. The relationship 
between these two quantities was expressed by Ohm’s Law which 
states that if the temperature of a conductor be kept constant the 
current is proportional to the potential difference: in algebraic form— 

V I 

I oc V or I = /jV; /. :r~ t == a constant == R. 

1 k 
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Clearly, the law can also be expressed thus:—When the temperature 
of a conductor is kept constant the ratio of the steady direct P.D. 
between two points (no generator of E.M.F. being between them) 
to the resulting steady direct current is constant. 

The constant R is, as we have seen, a measure of the resistance, 
and k of the conductance (i/R), but it should be noted that the term 
resistance ” does not enter into the statement of the law as 
originally given. However, from the relation:— 

Potential difference ^ ^ , 

-^--= 3^ constant = Resistance, 

Current 

we get three equations which are of great importance, viz.— 

V V 

j = R; V=IR; I = ^.( 3 ) 


With regard to units, if V in, say, the last expression be in volts and R 

in ohms, then I will be in amperes; whilst 
if V and R be in electromagnetic units I 
will be in electromagnetic units, and so 
with the other expressions. 

We can apply the above to a 
complete circuit. Let E denote the 
E.M.F. in a circuit, I the total current, 
R and R the total resistance. The energy 

Fig. 274. provided by reversible processes when 

unit quantity passes is E, and there¬ 
fore it is EQ or ER where Q is the quantity transferred by the 
current I flowing for time t. The energy represented by the 
irreversible heat production is I^R^: hence:— 




i.e. Total current 


E.M.F._ 

Total resistance 


(4) 


the E.M.F. being, of course, the resultant E.M.F. in the circuit, i.e. 
the algebraic sum of direct E.M.F.s and any reverse or back E.M.F.s. 

Note now the simple circuit shown in Fig. 274. If E volts be 
the E.M.F. of the battery, e volts the terminal P.D., i.e, the P.D. 
between the ends of the outside resistance R ohms, and V the 
volts employed in getting the current through the internal circuit 
(i.e. through the battery) of resistance r ohms, then for the current 
I we have:— 
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_E.M.F. _ £ 

Total resistance r + R 

Terminal P.D. __ e 
External resistance R 


(5) 

( 6 ) 


j __ Internal fall of potential V E ^ ^ ^ 

Internal resistance y r . 

the current being the same at all parts since it is a series circuit. 
Again from (5) and (6) we have that:— 

r+ R~K- ('-s'+r) 

and it follows that when a current is flowing the terminal P.D. {e) 
is always less than the E.M.F. (E). If the outside re.sistance R be 
infinite, i.e, the cell on open circuit, then r/{R + r) is zero and 
e = E: the E.M.F. is thus numerically equal to the terminal P.D. 
on open circuit. 


Example .—A battery has an E.M.F, of 2 volts When its poles are joined 
by a resistance the current is 
found to he f ampere, and the 
terminal P.D. i-8 volts. Find 
\he resistance of the battery 

and the outside resistance. -R-*)► 



1*8 volts is the P.D. be- Pig. 275. 

tween the ends of the outside 

resistance and the current outside is f ampere. From R = V/I we 
therefore have:— 


Resistance outside — 


Volts outside 
Current outside 


i«8/f = 2-7 ohms. 


Since 2 volts is the E.M.F. of the battery, and i*8 volts the terminal 
P.D., the volts employed in getting the current of f ampere through the 
battery itself is (2 — i*8) — *2 volt, and we have:— 

Volts in battery 
Current in battery 


Resistance of battery 


•2/1 = *3 ohm. 


8 . Joining Resistances in Series ” and in “ Parallel ” 

(a) If several resistances r^, be joined in series {i.e. end to 
end) as in Fig. 275, the total resistance R is clearly their sum, i.e. 

R = + ^2 + ^3* 

(h) Joining resistances in parallel means joining them, for 
example, like the three resistances and in Fig. 276(a). Here 
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if V be the P.D. between the 
points A and B, we have for 
the currents in the three con¬ 
ductors :— 

Current in = V; Current in 
— Vjr ^; Current in ^3 = V jr ^; 

Total current 


= X + 


If R = joint resistance of r^, r^, r^. Total current 


'3 

V/R; 


V _ V V V 
R “ ri ra ’ 


t.e. 


R 


- +- 

1 ^2 


I 


.(S) 


Thus if three resistances of 2, 4, and 20 ohms be in parallel, 
we have i/R = 1/2 +1/4 + 1/20 = 16/20 and therefore R = 
ohms. Note that when resistances are in parallel, the joint resistance 
is less than the resistance of the smallest of them. 

If the three resistances are equal, say each equal to r, then (8) 
becomes i/R = 3/?'; R = \r, and thus the joint resistance of n 
equal resistances in parallel is ijn of the resistance of one of them. 

In the case of two resistances in parallel it is convenient to 
remember another expression for the joint resistance— 


i.e. 



Joint resistance 


+^2 . . ^ ^1^2 

V2 ^1 + ^2 

_ Product of resistances 
Sum of resistances 


^ 9 ) 


Whilst the current is the same at all parts of a simple (series) 
circuit however the parts differ in resistance, in a parallel arrange¬ 
ment the current divides inversely as the resistances ; thus, taking the 
wires a and h of Fig. 276(a):— 

Current in a ^ V , ^ ^2 _ Resistance oi h 

Current in b * r^ r^ Resistance of a ' ^ 


Examples.-—(i)^ resis¬ 
tance X 0/ 4 ohms is in 
parallel with a resistance Y. 
A.P.D.of 6 volts is applied 
and the total current is 2*5 
amperes. Find {a) the cur¬ 
rent in X and in Y, (6) the 
resistance of Y, (c) what 
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(b) 


Fig. 276. 

(C) 
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resistance Z must he put in series with the XY combination to cut the total 
current down to i'5 amperes? (See Figs. 276 (b), (c).) 


Curr. in X 


P.D. on X 


= I'^amps.; Curr. in Y — 2*5 — 1*5 = lamp. 


Resistance of Y = 


P.D. on Y 
Current in Y 


Resistance of X and Y in parallel — 


2*4 oil ms. 


li X — resistance of Z the total resistance — (2-4 -f- x) ohms. 

_ , , . Total P.D. . 6 

Total current ™ 1-5 ==- - - — 

lotal Res. 2-4+-^ 

3*6 + i'$x ~ 6 or i‘5X = 6 — 3*6 = 2-4; .*. x ~ i-G ohms. 


Answers. — (a) 1-5 amps.: i amp., {b) 6 ohms, (r) i-6 ohms. 

(2) Three wires, A, B, and C, of 2, 4, and 6 ohms resistance respectively, are 
arranged in parallel, and the total current passing is 22 amperes. Find the 
joint resistance and the current in each wire. 

If R — joint resistance:— 

I I. I, I 6-f3-f-2 ir 12 

~ —I- h T ~ -'-= — ; /. R = ^ =r 1.09 ohms. 

R 2 4 6 12 12 II ^ 

Current in A — of 22 amperes ^12 amperes 

,, ,, B = of 22 ,, — 6 

,, ,, C = of 22 — 4 ,, 

Note that the rules for joint resistance of resistances in .series 
and in parallel ” are the other way about to those for joint 
capacitance of condensers in series and parallel " (page 212). 


9. More Complicated Divided Circuits: Kirchhoff’s Laws 

The joint resistance, and the currents in the various branches of 
a divided circuit can be found by the above method, provided that 
there are no cross connexions as are indicated in Fig. 278. In this 
and other complex arrangements applications of Kirchhoff's Laws 
enable the solutions to be obtained. 

Kirchhoff's two laws are as follows:—(i) In any network of 
wires carrying currents the algebraic sum of the currents meeting 
at any point is zero. (2) In any closed path {or mesh) in a net¬ 
work the sum of the E.M.F.s acting in that path is equal to the sum 
of the products of the resistances of, and currents in, the various parts 
of the path. 

The first law presents no difficulty; thus, to ^ w 
take a simple case (Fig. 277), it is clear that r» j N a 
I = Ii + I2 + I3, and therefore 

I — Ii — I2 I3 = 0* Fig. 277. 
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Current flowing to the point A is given the positive sign, and 
current from A the negative sign in writing down the sum. 

The simplest illustration of the second law consists of a battery 
of E.M.F., say, E volts and resistance r ohms joined to an outside 
resistance R ohms. If I be the current we have I = E/(R + r); 

E = IR + Ir, If there were two cells working in opposition in 
the circuit their E.M.F.s being E^ and Eg and resistances r^ and 
and if I be the current, then I = (Ej ~ 

Ej — E2 = IR + 1^2 + 1 ^ 2 * 

The above are simple illustrations, but the full meaning and 


B 



utility of the law will only be realised if we show its application to 
a definite (and important) network of conductors. In Fig. 278 five 
resistances AB, BC, CD, DA, and BD of 2, 4, 5, 6, and 8 ohms 
respectively are joined as indicated and the points A and C are 
connected to a cell of E.M.F. i volt, the total resistance of the path 
AEC being 10 ohms: the problem is to find the currents in the various 
branches and the joint resistance of the network, 

, As in any algebraic problem we begin by giving our unknowns 
suitable symbols. Let I denote the current from the cell. At A 
it divides, a part Ij going along AB and the balance (I — I^) along 
AD. At B the current Ij either divides, part going down BD and 
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part along BC, or Ij is joined by current coming up DB: we will 
assume the former, calling Ig the part along BC, and therefore the 
balance down BD will be (I^ — Ig). Should our choice of direction 
be the wrong one, our answer will merely come out with a minus 
sign showing that the current goes the other way. At D the 
currents in AD and BD join giving a current (I — — Ig) 

™ (I ~ Ig) along DC and at C this joins with the current Ig in BC 
giving a current I in the bottom branch back to the battery. 

Now suppose we start at A, travel round mesh i clockwise say, and 
write down the products of current and resistance for the three sides of 
the mesh. If we travel with the current we mark the product -f ve, and if 
against the current — ve: thus we get for mesh i:— 

X 2 + (Ii - I2) 8 ~ (I - Ii) 6 = o, 
for there is no E.M.F. in this mesh. Similarly for mesh 2:—• 

I2 X 4 (I I2) 5 (ti D 8 ~ o, 

and for mesh 3:— 

I X 10 + (I - L) 6 + (I - I2) 5 = I. 

Collecting the terms in each of these equations we get:— 

- 3I -f 8I1 ~ 4I2 =0 . {a) 

~ 5I - 8I1 + 1712= o .(d) 

21I — 6I1 — 5I, « I . (c) 

and on solving these the currents I, Ij, and L are determined. Adding 
(a) and (b) we get:— 

- 81 + 13X2 = 0. {d) 

Multiplying (a) by 3 and (c) by 4 and adding gives:— 

75I “ 32 la = 4 .W 

and on solving (d) and (e) we get I — *0723. 

Substituting this value for I in (d) gives Ig = •0445. 

Substituting the values of I and I2 in (a) gives L = ’0494. 

Thus the currents in the various branches are (i) total current in 
CEA = I = *0723 amp.; (2) from A to B — L = *0494 amp.; (3) from A 
to D — I — Ij = -0229 amp.; (4) from B to D == = *0049 amp.; 

(5) from B to C = I2 = *0445 amp.; (6) from D to C = I — Ij = *0278 amp. 
The current distribution is shown in Fig. 279. 

The joint resistance of the network ABCD is found thus:—If R — this 
joint resistance, the total resistance is (10 -f- R) ohms. The E.M.F. is i volt. 
Now total current = E.M.F./Total resistance: hence *0723 = i/(io -f R) 
from which R — 3*83 ohms. 

The second law might be expressed in a slightly different form, 
viz. the sum of all the changes in potential round any closed circuit 
or mesh is zero. Thus consider a simple circuit (Fig. 280) of two cells 
in opposition, X of E.M.F. and Y of E.M.F. Eg: let R be the 
outside resistance, I the current, and assume the resistance of the 
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cells is negligible. Starting at any point A and travelling round 
clockwise back to A there is a potential fall of IR in the wire, another 
potential fall of Eg in going through Y, and a potential rise Ej in 
going through X. As we are back to the same potential point A, 
the total potential falls must equal the total rises, i.e. IR + Eg = Ej 
or El — Eg IR ™ o, i,e. the sum of the potential changes round 
the mesh is zero. This agrees with the second law as initially 
stated, viz. IR = Ej — Eg* (We would have arrived at the same 
conclusion if we had travelled round counter-clockwise: there would 
have been a fall Ej, a rise Eg, and a rise IR, and IR + Eg = Ei or 
Ej Eg ~ IR — o as before.) 

lo. Laws of Resistance 

(1) The resistance of a conductor is dif ectly proportional to its Icnph. 

(2) The resistance of a conductor is inversely proportional to its 
area of cross-section ; thus if one wire has double the area of cross- 

section of another of the same 
material, and equal lengths be 
taken, the thick one will have half 
the resistance of the thin one: the 
thick one practically corresponds 
to two of the other in parallel. 

(3) The resistance of a stihsiancc 
depends on its material] thus a piece 
of platinum has about 6 times the 
resistance of a piece of copper of the same dimensions. 

(4) The resistance of a substance depends on its temperature: this 
is dealt with in Art. ii. 

(5) The resistance of a substance depends on its molecular 
condition, density, purity, hardness, etc. A decrease in the density 
of copper results in increased resistance. Wires subjected to 
mechanical strain increase in resistance. In general the resistance 
of an alloy is much greater than that of the substances forming it. 
The resistance of a rod of bismuth is considerably affected by a 
magnetic field, especially if the latter be transverse to the rod; 
its resistance increases and this effect is utilised for the measurement 
of magnetic fields. Selenium decreases in resistance when exposed 
to light: this property of selenium is used for turning current 
automatically into the lights of floating buoys when darkness sets 
in, and into train lights on entering tunnels. 
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The first three laws given above may be expressed thus:— 

R = .(II) 

where R is the resistance of the conductor, I its length, a its cross- 
sectional area, and S a factor depending on the material and known 
as its specific resistance or resistivity. If I be one centimetre, and a 
one square centimetre, R is equal to S; hence the resistivity of any 
material is the resistance of a piece of it one centimetre in length 
and one square centimetre in cross-section, e.g. the resistance of a 
cube of one centimetre side (the ‘'em. cube"): frequently S is 
expressed in terms of the “ inch cube." Note particularly it is 
" cm. cube " or “ inch cube," not cubic centimetre or cubic inch: 
a cubic inch of copper may be almost any length. 

In using the formula care must be taken with the units. Thus 
if S be given in microhms per cm. cube, then I must be in cm., 
a must be in sq. cm,, and R will be in microhms. If S be given in 
ohms per inch cube, then I must be in inches, a must be in sq. 
inches, and R will be in ohms. 

Note that since i inch = 2-54 cm., an “ inch cube " has 2 54 times the 
kngtli and (2*54)® times the cross-section of a "cm. cube." Hence:— 

2*‘>4 . I 

S per inch cube — -times S per cm. cube. 

^ • ( 2 - 54 )' 2-54 

Again, the thickness of a wire is often settled by a number 
termed its "gauge thus 20 B.W.G. (Birmingham Wire Gauge) 
refers to a wire *35 inch in diameter; 16 S.W.G. (Standard Wire 
Gauge) is a wire of -064 inch diameter. The larger the " gauge " 
number the smaller the diameter. (French Gauge an exception.) 

The conductors of submarine and electric light cables are 
formed of stranded wire on account of the greater pliabihty and less 
liability to complete fracture than in the case of solid cores. Thus 
7/16 cable (S.W.G.) refers to one whose conductor is seven stranded 
wires, each of 16 gauge (now often expressed as y/'Obq"). 


Examples.—(i) In a certain plant the dynamo is 300 yards away from the 
house. The total resistance of the cable is f ohm. What is the cross-section of 
the cable, the resistivity of the copper being *66 microhm per inch cube? 

^ r. I . ^ I 


*66 microhm 


a 

•66 


a = S 


R' 


- ohm per inch cube; R 
I000000 ^ 

I « 600 yards (go and return) 

• — ^ X 36 X 


-ohm 


(600 
7 _ 


TO® X 2 


X 36) inches; 
•05 sq. inch. 
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(2) Compare the resistances of two copper wires, one of which is 4 metres 
long and weighs 7*5 grm., the other being 5 metres long and weighing 4-2 grm. 

Let Rj, /j, and a, apply with their usual meanings to the first wire, and 
Rg and to the second wire. 

Ri ^ ^ ^ fla 

R2 ^^2/^2 ^2 

Now if W be the mass of a wire and D the density (mass of unit volume) 
the volume of the wire is W/D, But the volume is a X /. Hence al = W/D, 
i.e. a — WjDl. Substituting in the above:— 

1^1 h Wa/D/o L X L X Wa 4 X 4 X 4*2 

R-:=i: w:/D/: - 4 x w:= ^ 

Sometimes the " mil and circular mil are given in problems. 
A mil is inch, and a circular mil is the area of a circle of diameter 
one mil. In such problems, S is often given in ohms per mil-foot 
(one foot of wire of diameter one mil), in which case / must be in 
feet, a in circular mils, and R will be in ohms. The area of a circle 
in circular mils is givTn by the square of its diauKder in mils. An 
example will make the m<'thod of working quite clear. 


Example .—A copper wire is 2 miles long and *08 inch diameter. Find its 
resistance if the specific resi-^tance of copper is 10*4 ohms per mil-foni. 

Diameter in mils ~ *08 x 1000 ~ 80; Area a ~ 80® circular mils. 

Length / = 2 miles 2 x T700 X 3 ~ 10560 feet. 

S = 10-4 ohms per mil-foot; 

I __ 10*4 X 10560 


R 


So X 80 


= 17'16 ohms. 


II, The Effect of Heat on Resistance 

Metals increase in resistance when their temperature is raised 
and decrease in resistance when cooled. The process of conduction 
in metals was explained on page 129, and from that, this effect 
of heat on resistance might be anticipated. As the temperature is 
raised the thermal agitation means increased vibration of the ions 
constituting the space lattice," so that the roads or avenues 
between the ions (in which the electrons forming the current move) 
are less clearly defined; thus the electrons are more impeded in 
their motion by collisions, and the resistance of the metal increases. 
Conversely, lowering the temperature makes the avenues more 
clearly defined, the electrons are less impeded in their motion, and 
the resistance of the metal is reduced. 

Consider a piece of copper of resistance i ohm at o® C. If its 
temperature were raised to i® C. it would increase in resistance by 
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about 0*004 ohm: if raised to 5® C. it would increase by (*004 x 5) 
ohm. If its resistance were 10 ohms at o® C. and its temperature 
were raised to 5® C. its increase in resistance would be (10 x *004 x 5) 
ohm. so that its total resistance at 5° C. would be given by 
Res. at 5® C. — 10 + (10 x *004 x 5). 
and thus if R^ = resistance at f C., and R^ = resistance at o® C. 

R< == Ro * 1 “ (K X -004 X 1 ); Rt == R^, (i + at) . .(12) 
where we are writing a for *004. This a is called the temperature 
coeflBcient of resistance: thus the temperature coefficient is numeri¬ 
cally equal to the increase in unit resistance for unit rise in temperature 
(strictly o® C. to 1° C.). Put another way, the l(imj)erature coeffi¬ 
cient of the resistance of a material is the ratio• 

Increase in resistance for i® C. rise in temperature 
Original resistance (strictly at 0° C.) 

For many pure metals the resistivity is almost proportional to 
the absolute temperature, i.e. the coefficient is about 

The temperature coefficient is frequently expressed as a percentage, e.g. for 
copper, *4 per cent, per degree Centigrade. Further, instead of taking the 
resistance at o® C. as the standard, we use the ordinary room temperature. 
Hence a copper wire whose resistance at ordinary air temperature is, say, 
20 ohms, would increase in resistance by about -4 per cent, of 20 ohms {i.e. 
by *08 ohm) for every i® C. its temperature was raised. 

A more exact expression for than the one above is R* = R^ (i -f ai + pt-} 
where is a very small constant for the substance considered. 

Lowering the temperature of the metal lessens the resistance. 
It was surmised quite early that at the absolute zero of temperature 
(—■ 273*7° C.) the resistance of a metal would be nil. Complicated 
refrigerating plant is necessary for experiments at very low 
temperature and further research is necessary, but there is no doubt 
that a few substances when cooled sufficiently do seem to lose their 
resistance altogether (they are then called supra-conducting). If a 
ring of lead, for example, be sufficiently cooled and a current be 
started in it (by a method explained later) electrons can move so 
easily in it that the current will keep on flowing sometimes for 
several days without any external arrangement (battery, etc.) to 
keep it up. When such metals lose their resistance they do so 
suddenly (at temperatures a few degrees above the absolute zero), 
showing that there is some sudden change in the electron make-up 
of the atoms of the material, but what exactly takes place is not 
yet fully known. We refer to the matter again later. 
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Alloys increase in resistance when heated hut not to the extent 
that pure metals do. The variation in the case of manganin is so 
small that it can almost be neglected. Platinoid has a temperature 
coefficient about ~i\ that of the pure metals, German silver about \ , 
and resista about The high resistance and small temperature 
coefficients of these alloys lead to their use in the construction of 
standard resistances for testing purposes. 

Carbon, electrolytes, and insulators all decrease in resistance 

when heated, i.e. they have 
negative temperature co¬ 
efficients. 

The curves in Fig. 281 
show the variation of resist¬ 
ance with temperature for a 
few substances. 


12. Insulation Resistance of 
a Cable 

In dealing with the '‘di¬ 
electric or “ insulation " 
resistance of a cable it must 
be remembered that the thick¬ 
ness of the insulating covering 
corresponds to the “ length " 
in Art. 10 (for the current 
leaks from the central con¬ 
ducting core through the in¬ 
sulating material to the outside 
and to earth), and that a long 
100 200 300 400 cable gives a greater sectional 

Temperature — C. insulating material, 

281. and therefore has less insula¬ 

tion resistance, than a short 
one. In fact, whilst the resistance of the conductor of a cable is, 
of course, proportional to the length, the insulation resistance is 
inversely proportional to the length of the cable, as will be proved 
presently. Taking two cables of lengths l^ and 4, insulated with 
the same material and having equal internal and equal external 
diameters, and calling their insulation resistances and R^ :— 



^ _ 4 ^ ^ Insulation Re s, of c able A _ Length of B 
Rg if ' * Insulation Res. of cabie~B L^gth of A' 
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i,e, the insulation resistances are inversely as the lengths. Thus, if 
the insulation resistance of a cable is 400 megohms per mile, half a 
mile will have an insulation resistance of 800 megohms, and two 
miles an insulation resistance of 200 megohms. 

An expression for the insulation resistance of a cable may be 
found thus:—Let I be the length of the cable, S the resistivity of 
the dielectric or insulating covering, and r^ and r^ the external and 
internal radii of the insulation (Fig. 282); 
let C be a layer of insulation of infinitely v. 

small thickness dr and radius r. For the 

resistance of this layer, say a, we have / \ 


a “ b- 

2TTrl 

for dr corresponds to the length and 27 Trl to 
the cross-sectional area of our formula of 
Art. 10. For the total insulation resistance 
R we therefore have:— 

s r''21 , s f\ 



Fig. 282. 


27tI]^ 




~ -366 X 


Taking two cables of lengths 4 and 4 insulated with the same 
material and having the same values for r^ and r^ it follows that 
Rj/Rg = 4 / 4 » insulation resistances are inversely as the 

lengths as stated above. 
Further, if two cables be 
joined end to end (Fig. 
283) the conductor resist- 
_ _ ances are in series but the 

tARTH CARTH insulation resistances are 

Fig. 283. in parallel: thus if Rj and 

Rg are the separate insu¬ 
lation resistances and R the joint resistances R = RiR2/(Ri+ R2). 



13. Electrical Energy. Units of Electrical Energy 

In settling their quarter's account with the “ Electricity Co." 
many people say that they are paying for " current," for " elec¬ 
tricity," but this is wrong. “ Electricity " comes into the house and 
also goes out: we do not "'consume." any of it. The current brings 


I. T. E. 


20 
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" electrical energy " into the house and then goes on its way. We 
pay for that “ electrical energy it has delivered. 

It has been explained that whenever a P.D. exists between 
two points in a circuit an energy transformation occurs between them. 
When a current flows along a copper wire, energy is taken from the 
electric circuit appearing as heat in the wire; when a current flows 
through the filament of a lamp, energy is taken from the electric 
circuit, part appearing as heat and part as light. Passing a current 
through a motor gives a transformation into heat and mechanical 
work. In all cases the electrical energy which disappears is equiva¬ 
lent to the new forms into which it changes. 


(a) In Art. 3 we saw that if the P.D. between two points is one 
e.m. unit and one e.m. unit quantity of electricity passes the work 
done or energy transformed is one erg: this is taken as the absolute 
unit of work or energy so that from an electrical point of view an 
erg is the work done (or energy transformed) between two points in 
a circuit when the P.D. between the points is one e.m. unit and the 
e.m. unit quantity passes. If the P.D. be V e.m. units and one 
e.m. unit quantity passes the work done will be V erg{^; if Q e.m. 
units pass the work will be VQ ergs, and if the Q e.m. units be 
transferred by a current I e.m. units in t seconds Q is equal to It 
and the energy transformation is VP ergs; hence 


V2 

Energy in ergs = VP ™ PRt = - t 

K 


(14) 


where V, I, and R are in electromagnetic units and t is in seconds. , 

(b) If the P.D. be one volt (10® e.m. units) and one coulomb 
(i/io e.m. unit) passes the energy transformation is clearly 10’ 
ergs; this is taken as the practical unit of electrical energy and is 
called a joule; hence a joule is the work done (or energy transformed) 
between two points of a circuit when the P.D. between the points is 
one volt and one coulomb of electricity passes. If the P.D. be V 
volts and one coulomb passes, the work done is V joules; Q 
coulombs pass, the work is VQ joules; if the Q coulombs be trans¬ 
ferred by a current of I amperes flowing for t seconds, Q equal to 
P and the energy transformation is measured by VP joules; hence— 

V* 

Energy in joules = VP = PR/ ~ .(15) 


where V, I, and R are in volts, amperes, and ohms respectively, and 
/ is in seconds. 
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The B.B.C. North Regional Transmitting Station. 

Part of the Power House showing the main switchboard and three of the four C.C. generators. 
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(c) By (15) above, if the P.D. be one volt, the current one 
ampere, and the time one hour, i.e, 3600 seconds, the energy trans¬ 
formation will be 3600 joules. This is another energy unit called a 
watt-hour; hence a watt-hour is the work done (or energy trans- 
fiirmed) between two points in a circuit when the P.D. between the 
points is one volt and one ampere flows continuously for one Hour. 
We might also say that a wati-hour is the work done between two 
points in a circuit when the product of the P,D, in volts, the current 
in amperes, and the time in hours is equal to unity. From the 
definition it follows that if T be the time in hours — 


Watt-hours VIT = Volts x Amperes X Hours.(16) 

= PRT == (Amperes)^ X Ohms x Hours ., (17) 
V2 ^ (VoIts)2 X Hours , , 

= 1!’ = -- Ohms . 


{d) A still larger unit of energy has been chosen as the legal one 
by the Board of Trade; it is called a kilowatt-hour (kWh.) or Board 
of Trade unit (B.O.T. unit) or sometimes (but rarely) the kelvin/' 
and is equal to 1000 watt-hours. Clearly, a B.O.T. unit is the work 
done (or energy transformed) between two points in a circuit when the 
P.D. is one volt and one ampere flows continuously for 1000 hours. 
We might also say that a B.O.T. unit is the work done between two 
points in a circuit when the product of the P. D. in volts, the current 
in amperes, and the time in hours is equal to 1000. From the defini¬ 
tions it follows that to get the B.O.T. units or kWh. of energy we 
simply work out the watt-hours as above, and divide by 1000, i.e. 


No. of B.O.T. units or kWh. 


No. of watt-hours 
1000 


....(19) 


I joule = lo'^ ergs = -7375 ft.-pounds. 

I watt-hour — 3600 joules = 2654 ft.-pounds nearly. 

I B.O.T* unit = 1000 watt-hours — 3,600,000 joules = 2,654,000 ft.-pounds. 

It is the number of Board of Trade Units of electrical energy 
supplied to us (and which has been converted into heat and light, 
etc.) that we pay for in our quarter's account. 

Various systems of charging for electrical energy are in use. In the flat 
rate system the consumer is charged a uniform price (say 4d.) for every B.O.T, 
unit he “ consumes,” Usually the tariff is reduced to about one-third for 
energy used for cooking, heating, driving machinery, etc.: this encourages 
the use of energy during the day when the load on the station is lighter, and 
some generators would, otherwise, be idle. 
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In the rateable value system the consumer pays a definite amount per year 
. according to the rateable value of the house in which he lives (say 10 per 
cent, of the rateable value) and then» in addition, he pays a small price for 
every B.O.T. unit he consumes (say id. per unit). 

Now the expenses of a generating station may be looked upon as consisting 
of two distinct parts: (i) Readiness to serve or standing costs, i.e. expenses 
incurred by the company in placing itself in a position to meet the maximum 
demand on the station at any moment: this includes interest on the money 
invested and devoted to the purchase of machines, cable, etc., rent, rates, 
management expenses, etc. (2) Running costs which vary with th6 output 
and include, for example, most of the coal costs, the oil, wages (partly), etc. 
Clearly, a consumer’s payment must contribute towards both standing and 
running costs, and, logically, his payment towards standing costs should 
depend on his maximum demand at any time for plant must be ready at any 
moment to supply his greatest demand: hence we have the maximum demand 
system of charging. 

Thus suppose the company find that per year per kilowatt (see Art. 14) 
of the station output will meet the standing costs, and that other costs can 
be met by charging id. per unit for energy consumed. A consumer, A, who 
uses 1000 B,O.T. units in one year and whose maximum demand, i.e. greatest 
power consumption at any time was i kW., would be charged as follows 

Max. demand charge (i kW.) =^50 
Consumption charge (1000 x i)d. = 3 

Another consumer, B, using the same amount of energy during the year 
(1000 B.O.T. units), but whose maximum demand at any time was only 
ikW., would be charged thus:— 




Total £9 3 4. 


Max. demand charge {i kW.) = £2 10 o\ /6 ic* 4, 

Consumption charge (1000 X i)d. = ^4 34) * ^ ^ 

There are modifications of this method of charging. 


14. Electrical Power. Units of Electrical Power 

Power refers to rate of doing work/' and the power of any 
machine is measured by the work it can do per second. 

{a) The absolute unit of power is one erg of work per second. 
Putting t equal to unity in (14) we get the three corresponding 
expressions for the power in the circuit in absolute units, viz.— 

Power = VI = PR == V^/R ergs per second -(20) 

where V, I, and R are in e.m. units: thus if the P.D. is i e.m. unit 
and a current of 1 e.m. unit is flowing, the power in the circuit is one 
absolute unit, viz. i erg, per second. 

(6) It has been shown that the work done in t seconds when a 
current of I amperes flows under a P.D. of V volts is YIt joules. 
If V and I be each unity, the work per second is one joule; this is 
adopted as a unit of electrical power and is called a watt; hence a 
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watt is the power in a circuit when the P*D. is one volt and one 
ampere is passing. We can also say that a watt is the power in a 
circuit when work is being done at the rate of one joule or lo^ ergs or 
7375 foot-pound per second. Putting t equal to unity in (15) we 
obtain the expressions for the power in watts in a circuit, viz.: 

Watts = VI = Volts X Amperes.{21) 

= PR = (Amperes) 2 X Ohms —. (22) 

V 2 (VoIts )2 ^ ^ 

R ” (Ohms) . 

One watt = yiir horse-power: i H.P. == 746 watts. 


(c) The kilowatt (kW.) is another unit of power, and is equal to 
rooo watts; hence a kilowatt is the power in the circuit when the 
P.D. is one volt and 1000 amperes is flowing or when the P.D. is 1000 
volts and one ampere is flowing. We can also say that a kilowatt 
is the power in the circuit when the product of the P.D. in volts and 
the current in amperes is equal to 1000. Clearly:— 


No. of kilowatts (kW.) = 


No. of watts 
1000 


(24) 


One kilowatt (kW.) = VjT- = i -34 H.P.: i H.P. = 746 kW. 

It follows from the definitions above and in Art. 13 that a 
watt-hour is the work done in one hour when the power is one 
watt similarly a kilowatt-hour is ** the work done in one hour 
when the power is one kilowatt." 


The power of a D.C. dynamo is generally given in kilowatts. Thus a 
machine capable of giving 45 amperes at 2000 volts has a power output of 
,2000 X 45 = 90,000 watts or 90 kW., and is spoken of as a 90 unit machine. 
This dynamo would be driven, say, by an engine, and if we neglect all losses 
in the dynamo, i.e. assume it is 100 per cent, efficient, so that its “ power 
output ** equals the “ power input or the power spent in driving it, the 
necessary horse-power of the engine would be 90,000/746 = 120*6 H.p. No 
dynamo, however, is 100 per cent, efficient (there are losses in it due to 
heating, hysteresis, friction, etc.), although the efficiency may be as high as 
95 per cent. If we assume 90 per cent, efficiency, then for the necessary 
H.P. of the engine we have:— 


Effic. of dynamo = 
Power input 


Pow er ou tput _ 90 . , _90000 __ 9 

Power input ~ioo* ” Power input ro 
=3 100,000 watts 33 100,000/746 =5 134 H.P,, 


so that the H.P. of the engine must be 134, whilst the output of the djmamo 
(is 90 kW, or 120*6 H.P. 
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15. Worked Examples 

The following examples illustrate important points and should 
be carefully studied. 

(1) Twelve equal wires each of resistance r are joined up to form a skeleton 
cube, and a current enters at one corner and leaves at the diagonally opposite 
corner. Find the joint resistance between these corners. [Inter. B.Sc. 

An examination of Fig. 284 will show that the total current (say 6 x for 
convenience) divides at A into three equal parts each equal to 2x. At B, E, 
and D each of these again divides into two equal parts each equal to x. At 
H, C, and F these latter unite in pairs, giving three currents each equal to 2X 
uniting at G. 

If V denote the P.D. between A and G, then, taking any one path, say 
AEFG, 

V = 2xr xr 2xr = ^xr. 

But if R denote the joint resistance, 

V = 6 xK, i.e, 6;rR = ^xr\ 


(2) Twelve cells'are arranged in series, 
the total internal resistance being 27 ohms. 

The outside resistance is 40 ohms and the 
terminal P.D. 6 volts. Find (i) the current, 

(ii) the fall of potential in each cell, (iii) the 
E.M.F. of the whole battery, (iv) the 
E.M.F. of each cell, (v) the terminal P.D. for each cell. 

When 12 equal cells are joined in series (+ve pole of one joined to —ve 
pole of the next) the E.M.F, is 12 times that of one cell and the internal 
resistance is also 12 times that of one cell (Chapter XIII.). 

... ^ , Terminal P.D. 6 

(i) Current =5 -7-.--= — = ’is ampere, 

'' External resistance 40 ^ t 

(ii) Fall of potential in battery = Current in battery X Res. of battery 

™ *15 X 27 == 4’05 volts; 

A Fall of potential per cell — — '3375 volt. 

(iii) E.M.F. of battery = Terminal P.D. -f- Fall of potential in battery 

= 6 4*05 = 10-05 volts. 

(iv) E.M.F. of each cell = = '8375 volt. 

(v) Terminal P.D. for each cell = E.M.F. — Fall of potential in cell 

=* '8375 - '3375 = '5 volt. 
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Note also .—Fall of potential per cell = Current in cell X Res. of cell 
^ == -15 X IJ = -3375 volt. 

E.M.F. of battery = Total current X Total resistance 
= ‘15 X (27 4 - 40) = 10*05 volts. 

Terminal P.D, for each cell = 6/12 = *5 volt. 

(3) A dynamo supplies two hundred 60 watt lamps [the lamps are in parallel'^ 
at 230 volts. Find the current taken from the dynamo. If the lamps are alight 
for 6 hours find the cost of running them at ^d. per B.O.T. unit. 

Watts ~ VI; Current (I) in each lamp == amperes; 

/. Total current from dynamo = X 200 = 52*2 amperes. 

^ -,1. j. 1 u 1. 1 Watt-hours 60 (watts) X 6 (hours) _ 

B.O.T. units taken by each lamp =-= —^-^-^-= *36; 

/. Total B.O.T. units absorbed = *36 X 200 = 72; 

Cost at 5d. per unit = 72 X 5 pence == fi los. 




CHAPTER XI 

MAGNETIC EFFECTS OF CURRENTS 

W HENEVER electricity is set in motion magnetic forces are 
brought into existence. If two electrons, or protons, or 
negative ions, or positive ions, or two charged bodies in 
general are at rest there is a certain force—an electrostatic force— 
between them. If the two charges be set in motion, say along 
parallel paths, the electrostatic force between them becomes less 
owing to the setting up of magnetic force which partly cancels it. 
The amount by which the electrostatic force between the two 
decreases is greater the greater the velocity with which they move, 
but the electrostatic force would only disappear altogether if the 
velocity of the charged bodies could be made equal to the velocity 
of light (3 X 10^® cm. per sec.). 

In practice, then, with moving charges electrostatic force is 
always present, although lessened, and the magnetic force is 
difficult to observe. \\Tien, however, we are dealing with the 
mo\dng charges in a conductor—say the moving electrons which 
constitute a current in the wire—^the electrostatic forces are cancelled 
by those of the positive ions through the avenues between which 
the electrons drift, and thus the magnetic forces show themselves 
and can be readily observed. All this is really a case of the general 
principle of Relativity, which not only shows that magnetic forces 
must accompany a current but also predicts their magnitudes. 

In this chapter certain magnetic effects of currents are dealt 
with, and the intensities of the magnetic fields determined. As 
already indicated (page 68), there are two methods of approaching 
this subject, viz. the current element method and the magnetic 
potential or equivalent shell method: we shall deal first with the 
former method. The student should again read pages 40-42, 

A— Current-Element Methods 

I, Magnetic Field Due to a Linear Current 

Before examining the magnetic field due to the current in a 
straight wire, consider the following simple experiments:— 

(a) Fix a long wire vertically and pass a current %ip (conventional) the 
wire. Using the oscillation magnetometer, find the number of oscillations 
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(Uj) per minute at distance due magnetic east of the wire. Repeat at 
distance ^2 and let be the number per minute. Finally find fig, the number 
per minute under the influence of the earth alone. On the east of the wire 
the earth's field and the field due to the current are in the same direction 
(see page 40): hence (Chapter IV.):— 

~ ^0® the current at distance 

current at distance fi?2» 

and it will be found that (w^* — Wq®) ; (wg® — w^®) = d2 ' i.e. the intensity 
of the field varies inversely as the distance. This is known as Biot and Savart’s 
experiment. 

(b) Include an ammeter in the circuit, and also an adjustable resistance. 
With current I^ passing, let n^ be the number of oscillations per minute at a 




certain point, and with current Ij let Wj be the number per minute at the 
same point: then 

«i® —• Wo® oc field at a certain distance when the current is I^, 

Wa® Wo* oc field at the same distance when the current is Ig/ 
and it will be found that (n^ — Wo*) : (wj® — Wq®) = Ii : I3 (approx.), i.e. 
the intensity of the field varies directly as the current strength. 

A rule for calculating the magnetic field was given by Laplace 
(known as Laplace's rule). The rule itself applies to each small 
dement of the current circuit, but it can be extended to the complete 
circuit and the results verified by experiments. The rule embodies 
the following assumptionsLet AB (Fig. 285) be a wire carrying a 
current: then considering the magnetic field at c due to a very small 
element ab it is assumed that the field is (i) Directly proportional 
to the length ahi, that is, to the apparent length of ab as seen from c 
{abx is drawn at right angles to co which joins c to 0, the middle 
point of ab), {2) Inversely proportional to the square of the 
distance of the element from c, that is to oc*. And to these may 
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be added, as we have seen, a third item, viz. that the field is 
{3) Directly proportional to the strength of the current in AB. 
Hence if H be the intensity of the field at c due to the element ab, 
and I be the strength of the current in arbitrary units, we have:— 


H X 


I .abi 
(oc)* 


or H 


, l.ah sm a , lab cos 


where a = angle Poc, 6 = angle Vco, and ^ = a constant depending 
on the unit of current chosen. As indicated in Chapter X., the 
e.m. unit current is really so chosen that with I in these units, ^ = i: 
hence writing I for the small length ah, and r for the dist^ce oc ;— 

__ 1/ sin a , , , 

^ ~ . 


Note that the first of the Laplace rules given 
above could be expressed thus (since aby^ = ah sin a): 
—" Directly proportional to the length of the element 
and to the sine of the angle between the direction 
of the element and the radius vector drawn to the 
point (c) from the element.” 

That the above fits in with Biot and Savart's 
experiment is seen thus:—Apply (i) to the two cases 
shown in Fig. 286, where d = the first distance of 
c from the wire, and d' the second distance, and 
we get:— 



_ lab sin a. „ Ia'6'sin a. , H ab 

” H] ~'a'b'^ [ocp 

^ oc ab * ** Hy a'b' [ah)^ ”” ab 

And geometrically: —7- = /. =—-» 

® ^abd Hy d 

i.e, the fields vary inversely as the distance from the wire (Biot and Savart). 


We can now find an expression for the intensity of the magnetic 
field at a point due to the current in a straight (finite) wire. In 
Fig. 287 let BA be the wire carrying a current I e.m. units and P 
the point, d cm. from the conductor, at which the intensity is 
required; let Vh = r, the angle DP6 = 6, and the small angular 
increment bVa = dd; let the angle DPA = 6^ and the angle 
DPB = $1, Clearly, be = rdd] 


Field at P due to ba == 


l.bc 


Ird^ 


I Ad 
r 


But djr = cos 9\ /. i/r = cos Sjd', 

/. Field at P due to ba pos BdSjd, 
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and the total field (H) at P due to the whole conductor BA is the 
integral of the above between the limits ^ ~ and 6 

that is— 

H = y cos e.de = l-|^sin 0 ^* ~ ^ |^sin - sin (- 

/. Magnetic field at P = H — ~ (sin B^ + sin ^2) gauss...(2) 

and if the current I be in amperes this must be divided by 10. 

In the case of an infinitely long conductor = 6^3 == 77/2, and 
therefore sin Bj^ = sin B^ ^ i', hence:— 

TT 2I „ 2I , « 

H = gauss or H — gauss.(3) 

the second expression applying when the current I is in amperes. 

\ 2 , Work Done in Linking a Current 

An important expression in electrical 
theory is that for the work done in moving 
a unit magnetic pole once round a current 
circuit. At this stage we will consider only 
the special case of a long straight wire carry¬ 
ing a current I e.m. units. The magnetic 
Fig. 288. field at distance d cm. is ^Ijd gauss, and 

therefore the force on a unit pole there is 
2\\d d5mes. Imagine a unit N pole carried once round the wire 
along the circular magnetic line of radius d in the direction, say 
against the magnetic force. Then:— 

2I 

Work done = Force X Distance = — x 2nd = 477! ergs .. (4) 

d 

Thus the work done in linking the current once is 477I ergs. 
Moreover, energy being a scalar quantity, this is really independent 
of the path taken by the pole provided that it only goes round once 
and begins and ends at the same point. 



Of course, if we can establish the expression 47rl ergs for the work done 
on unit pole in linking a linear current by some method not involving the 
assumption that the field is 2 lld (see Art. 8), then the result might be used 
t6 prove that H == 2 lld. Thus if H gauss be the field = force in dynes on 
unit pole, then:— 

H X 2nd = 47rl; A H »= 2l/<f gauss. ^ 






Magnetic Field of Current in a Coil 


317 


3. Magnetic Field Due to a Circular Current 

(i) Field at the Centre. —Consider the conductor AB to be 
looped into a circle as shown in Fig. 288, and let us determine the 
intensity of the magnetic field at c, the centre of the circle. 


Considering the action of the element ah, the intensity of the 
field is (I X ab)lr^, where I denotes the current in AB in e.m. units 
and r the radius of the circle in cm. Now, since each element of 
the conductor is similarly placed relatively to c, the intensity (H) 
of the field at c due to the conductor AB taken as a whole is 
(I X that is (l x 27 rr)lr^ or 27 rl/r (see again page 84). If 

the coil consists of n turns sufficiently thin to be regarded as 
coincident, this must be multiplied by n. Hence:— 

Field at the centre = H = gauss = gauss .... (5) 



the current I being in e.m. units in the first case and in amperes in 
the second case. The direction of the 
field at c is at right angles to the plane 
of the coil, and may be determined by 
Ampere's Rule; in Fig. 288 (conven¬ 
tional current direction counter-clock¬ 
wise) it is outwards towards the reader. 

(2) Field at Any Point on the 
Axis.—T he problem here is to find 

the field at any point P on the axis of the coil (Fig. 289). Again 
consider first the field due to the small element ab. This is 
clearly (I x ab)la^ in a direction at right angles to AP. Let PK 
represent this, and resolve it into two components, viz. PH along 
the axis, and PV perpendicular thereto. Only the component 
along the axis need be considered, for when the whole ring is taken 
into account the vertical components due to the various elements 
cancel each other. From the similar triangles HPK and OAP we 
have PH/PK = rja or PH = rPK/a: hence denoting the horizontal 
component PH by h \— 

, r l,ab r.l,ah 

^ - X 

a a^ a* 

and for the whole ring, the intensity H is obtained by summing the 
above for all the elements into which the ring is divided, i,e. 


H 


rl 


Eah 


rl 


j27rr = 


277^^1 
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If the coil consists of n turns as in Case i above we have:— 


Field at P = H 


2TmrH 


\ 

2TTntH 

-3 gauss 

(d^ + 


(6) 


the current I being in e.m. units: if I be in amperes this must be 
divided by lo. When d ~ o the above reduces to H = 27 Tnllr, 
the result obtained in Case I. for the field at the centre of the coil. 

Note on the “ Moment of a Coil” The following point might be 
noted at this stage. Let a small coil of radius r carrying a current 
I e.m. units be fixed with its plane in the magnetic meridian: the 
held at P (Fig. 290) due to it is 27 TrHI(d^ + == 2'Trr'^ljd^ if r is 

small compared with d. If the coil be replaced by a small end-on '' 
magnet of moment M the field at P due to it is 2Mld^ (p^ge 69). 
If this field be identical with the previous one, then M = nrH = AI. 
where A denotes the face area of the coil. Thus in the case con 

sidered the circular current is 
equivalent to a magnet the 
moment of which is numeri¬ 
cally equal to the current in e.m. 
units mtiUipiied hy the area 
of the coil face. (If there are 
n turns, moment = nAL) 



d 

Fig. 290. 


4. Magnetic Field on the Axis of a Solenoid 

An extension of the results of Art. 3 shows that the field at the 
centre of a long thin closely wound solenoid is given by— 


„ 4wSI 


gauss or H = 


47tSI 

10/ 


(7) 


the current in the first case being in absolute units and in the 
second case in amperes: S = total number of turns and I = length 
of solenoid in cm. The field is practically uniform except near the 
ends and is half the above value al the ends. Taking the second 


expression, since 477/10 = 1*257 S// = turns per cm. = n, say, 

« 

H = i*257«I = 1*257 (ampere turns per cm.).(8; 

A more exact formula for the solenoid is as follows:—The field 
at P (Fig. 291 [a)) is really— 

H = (cos 0^ — cos 6^ .( 9 ) 
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If the solenoid be very long and thin and P be well removed from either 
end, practically Oi = o and 6 ^ = rr, so that (cos dj — cos ^2) === 2 and 
H — 47rSI// (as above). At the extreme end (say at C) of a long solenoid 
= 7r/2 and cos — o, whilst 6 ^ is practically tt and cos = — i, so that 
H — 27rST//, i.e. half the intensity at points well inside. Fig. 291 (h) gives 
approximately the variation of the field of a solenoid. 


A simple proof of the expression (7) may be given if we as.sume 
the result deduced for one special case in Art. 2 to be of general 


application, viz. that the work 
done in carrying unit pole once 
round a wire carrying a current 
I absolute units is ergs (see 
Art 8). Let Fig. 292 represent 
a portion of the solenoid. 
Imagine unit pole moved along 
the closed path ABCDA: the 
work done is 477-! for each turn 
of wire. If there are n turns 



per unit length, the total turns Fig. 291. 

in the part considered are «AB 

and the work done is 477I x nAB. The work in going along BC 
and DA is nil, since these paths are at right angles to the hnes of 
force. The work in going along CD is negligibly small compared with 
that in going along AB, for the magnetic lines which are crowded 
into a small space inside (see Fig. 52) are spread out throughout the 
whole field outside, so that the force along CD, and therefore the 
work, is negligible. The work in going along AB is H X AB, where 
H is the intensity iaside; hence H x AB = 477! x wAB, so that 



PORTION OF 


SOLENOID 


Fig. 292. 


H =47r«I. But n =^Sjl, where S is the total turns 
on the solenoid, and I the length: hence— 

H = units or H = units. 

I lol 

A simple application of the calculus, however. 


provides a proof of the formulae for the field of a solenoid 


Consider the field at P (Fig. 293) due to a very thin slice of the solenoid 
of length dx. Let i be the “effective " current in unit length, so that i.dx 
is the current in this thin slice dx. This constitutes a circular current, and we 
can apply the results of Art. 3 to find the field at P due to the slice: thus the 
field at P due to the slice is 2‘rrrHdxla^. 
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Now from Fig. 293, it is seen that odBjdx == sin 6 , so that dx = a.ddlsin 6 : 
hence for the field at P due to the slice we have: — 


27 rrHad 0 __ . y* dB 

a® sin B ~~ ^^**a^‘sin B 


2iri sin B.dB 


since rja — sin B. Thus if and B^ be the values of B for the ends of the 
solenoid, the total field H at P is clearly 

f^2 r 

H = 27rf 1 sin B.dB — 27 ri cos 0 

J 6 , L 

H = 2 ni (cos 01 — cos B^). 

If I be the current in the solenoid, S the total turns, and I the length, 
* — SI//; hence:— 

H — (cos B^ — cos B2) 

which becomes 4rrSI// for an infinite solenoid as already indicated. 



5. Current-Carrying Conductor Placed in a Magnetic Field 

Just as a conductor carrying a current exerts a definite influence 
on a neighbouring magnet, so also does the magnet exert a reciprocal 

influence on the con¬ 
ductor. In fact the 
phenomena are con¬ 
nected in much the 
same way as the action 
and reaction of mech¬ 
anical forces. When 
in many instruments 
a current coil sur¬ 
rounds a magnetic 
needle, the latter 
moves simply because 
the resistance offered 
P to its motion at the 

Fig. 293. point of support is 

small compared to 

that offered by the coil, which would usually be fixed in a wooden 
framework. If, however, the needle had been artificially restricted 
in its motion, and if also the coil had been suspended so that 
rotation of it could easily have been effected, then the coil would 
have moved and the needle remained at rest; for any couple 
action which is called into play tending to cause rotation of the 
needle in any one direction, will invariably and necessarily be 
accompanied by an equal couple action tending to cause rotation 
of the coil in the opposite direction. 
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(i) Direction in which the C(.)Nductor Moves. —Now, 
when a conductor is carrying a current there is a magnetic held 
round about it due to this current, and if the conductor be then put 
into another m'dgneiic field due to a magnet (or another current), any 
force on the conductor tending to move it is, as exjilained, often 
regarded as due to the interaction of the two fields. By considering 
these two fields we can deduce how the conductor will move. 

In Pig. 294, A is the cross-section of a straight wire placed at 
right angles to the magnetic field due to the poles N and S. and at 
right angles to the plane of the paper, i.e, the wire goes “ into the 
paper in the figure. The lines at B and C give the general direction 
of the magnetic lines of the held due to N and S. Imagine now that 
a (conventional) curnmt passes upwards in the wire; the circle 
about the wire gives the direction of the magnetic lines of the held 




due to the current. It will be seen that on the side C the two sets 
of lines are in the same direction (thus tlie held is strong there) 
and therefore repel each other, whilst on the side B the two sets 
are in opposite directions and therefore more or less cancel each 
other (thus the field is weak). The result is that the wire is acted 
on by a force, indicated by/, towards the right, and tht' wire tends 
to move towards the right. The actual held between N and S is 
the resultant of the two lields above, and is indicated in Fig. 295. 

See also Fig. 51. The current is going in the opposite direction, 
but the field is also in the opposite direction, and the wire again 
moves to the right: if either the current or the field had been 
reversed—but not both—the wire would have moved to the left. 

Note that in the simple case considered the conductor and its 
current are at right angles to the field (this is often the case in practice), 
and that the direction in which the conductor moves is at right angles 


1 . T. E. 


2X 
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to both current and field. From the figure it will be clear that the 
direction of motion of the wire is given by the following rule:— 
Fleming's Left-Hand Rule .—Hold the thumb and the first Urn 
fingers of the left hand mutually at right angles ; place the forefinger 
in the direction of the lines of force of the field in which the conductor 
is situated {N to S), and turn the hand so that the middle finger points 
in the direction of the (conventional) current; the thumb will indicate 
the direction of motion. (Fore finger—Force: middle finger— 
current I: thuMb—Motion.) 


(2) Magnitude of the Force on the Conductor.— An expres¬ 
sion for the magnitude of the force on a current-carrying conductor 
when placed in a magnetic field may be deduced thus:—The field 
at P (Fig. 296) due to the element ah of the conductor is given by 
l.ab'jd^ or I.ab sin ajd^, where 1 is the current in c.m. units and 

d cm. is the distance 
Vo (Art. i). This, 
therefore, is the force 
in dynes which the 
current element would 
exert on a unit north 
pole at P: hence if a 
pole of strength m be 
put at P the force 
(F) on it due to the 
element will be:— 
m 



F 


m 


I .ah sin a 

dr- 


I./ sin a .^^2 dynes. 


where I is the length ab. Since action and reaction are equal and 
opposite, this is also the force which is experienced by the element 
I when the pole of strength m is put at P. 

But a pole w at P produces a field H equal to gauss at 

the place where the element is situated: thus for the force on the 
element I of conductor carrying a current I e.m. units in this field 
of H gauss we have:— 

Force = F = 1 / sin a „ = 1 / sm au , 

d^ fid^ 

i.e. Force = F — /xHI/ sin a — BI/ sin a dynes.(10) 

where B = magnetic induction = /xH. If the conductor is straight 
and the field uniform, then this result may be applied to a conductor 
of finite length. Note a = angle between I and direction of H, 
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In the case of a conductor of length /, placed at right angles to 
a uniform field of strength H, we have (since sin a = i) — 

Force = F = /xHU == BI/ dynes.(ii) 

the current I being in e.m. units and / in cm. (Divide by 10 if I 
is in amperes.) In most cases in practice the conductor is at right 
angles to the field: moreover the medium is usually air for which 
/Li = I and B = H, so that the expression for the force on the 
conductor is often given as HI/ dynes. The direction in which the 
conductor tends to move owing to this force acting on it is at 
right angles both to the field and to the current (left hand rule). 

As an illustration, if a straight wire 20 cm. long carrying 15 
amperes be placed at right angles to the earth's uniform field of 
strength *18 unit the force tending to move the wire at right angles 
to itself and to the field (left-hand rule) is 
(•18 X 15 X 2o)/io, i.e. 5*4 dynes: if the 
wire was lying east and west and the current 
going west to east the wire would move 
upwards. 


The force on a current-carrying conductor 
when placed in a magnetic field may be deduced 
in another way. Fig. 297 shows a coil radius 
r carrying a current I e.m. units. The force on 
unit north pole at the centre is 27 rl/r dynes, and 
therefore on a north pole of strength m it is 
27 rlm/r dynes: this force F is in the direction 
indicated (towards the right). On dynamical 
grounds there is an equal opposite total force 

on the coil. From symmetry this is distributed all round the circle, so that 
the force on unit length, say, of the coil is 

27rlm -rW - 

--= I ¥ dynes. 

r X 27 Tr ^ 

But the radial field H at the coil due to the north pole m is Hence 

for the force on unit length of the coil when in this field H we have:— 



Force per cm. of coil 


.. W T ^ 

I 2 — tu—2 = 


fiHI 


and if the medium be air the force per cm. = HI dynes, 
that the force is at right angles to both H and I. 


BI dynes, 

The diagram shows 


(3) Work Done when a Current-Carrying Conductor 
Moves in a Magnetic Field. —^At this stage we need only take the 
simple case of the conductor moving parallel to itself and at right 
angles to a uniform field (Fig. 298). In the figure AB of length 
/ cm. carrying the current I e.m. units would move to the right 
(left-hand rule): let it move x cm. The force on AB is BI/ dynes, 
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B 




FIELD 

UPWARDS 

Fig. 298, 


and the work done (force x distance) is there¬ 
fore ^\lx ergs. But / x a: is the area swept out, 
and is therefore the total number of unit tubes 
of induction (N) cut during the displacement, for 
B is the number per unit area: hence:— 

Work = Current (e.m. units) x 

Unit tubes of induction cut, 

i.e. Work IN ergs or Work = IN/io ergs, 

the current being in amperes in the second case. 
In an air medium the tubes of induction are 
also tubes of force. 


6. Couple on a Current Coil in a Uniform Magnetic Field 

Consider for simplicity a rectangular coil ABCD (Fig. 299) with 
its coil face making an angle 0 with the direction of the uniform 
field H, the coil being capable of rotation about a vertical axis XX. 
The forces / on AD and BC are vertical, e«^ual, and opposite, and 
can cause no motion of the coil (verify by Fleming left-liand rule). 
The forces F on AB and DC are, however, horizontal, and as the 
currents are in opposite directions the forces are in op])osite direc¬ 
tions (left-hand iTde again): they therefore 
form a couple tending to rotate the coil. 

If I cm. be the lengths of AB and DC then 
the force Fon each is /aHU dynes: hence:— 

Couple on coil = F x DA; — jitHU x AD cos 0 , 
i.e. Couple on coil ~ /xHIA cos 6. . .(12) 

where A is the face area of the coil = lx AD. 

The current I is in e.m. units: if in^amperes 
the result must be divided by 10. If the 
coil has n turns (12) becomes /xHIwA cos 0 . 

The couple becomes zero when 6 = 90°, 
for then cos 6 = 0. Thus if the coil were 
suspended in the field it would tend to 

turn, so that its face was at right angles to - _ 

the field (its axis therefore along the field), 

and its magnetic lines in the same direction H 

as the lines of the field: or as it is often 

worded in practice, the coil turns so as to y.zszuzzs.zzzizX 

embrace as many magnetic lines as possible. ^ ^- H 

These principles arc applied in measuring I'ig. 299. 
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instruments of the moving coil type—galvanometers, ammeters, 
voltmeters, etc. 

Note that Q is the angle between the coil face and the field: 
if we use the angle a between the axis of the coil and H, 
then a (90^ — 6 ), and the expression becomes fxHlA sin a, or 
HIA sin a if the medium be air. 

Again, if a niagnt^t (jf iiiomont M be suspended in a uniform field II with 
its magnetic axis making an angle a witli the field, the couple on it is HM 
sin a (page 63). Thus, comparing with the last expression, we see that the 
coil behaves like a maf^nct oj magnetic moment IA with its magnetic axis per¬ 
pendicular to the plane of the coil, i.c. along the coil’s axis. This fact was also 
deduceci for a special case in Art. 3. 


7. Force Between Current-Carrying Conductors 

(i) Direction in which the Conductors Move. If two flat 
coils of wir(‘ be each suspended, so that they hang with their faces 
pariillel to each othc'i’, they attract each other if the currents go in the 





same direction, and repel each other if the currents go in opposite 
directions. When a current flows in a coil it makes one “ face " a 
north and the othca^ face a south (page 274), so that this is just what 
would be expected. If the currents are in the same direction the 
faces of the coils which are opposite each other will have opposite 
polarity,'" and there will be attraction: if the currents are in 
opposite directions these faces will have like polarity, and there 
will be repulsion. 

Ampere demonstrated in the case of straight circuits the following 
laws:—(i) Two parallel currents attract or repel one another according 
as they flow in the same or in opposite directions, (2) Two non¬ 
parallel currents attract one another if both approach or both recede 
from the point of meeting of their directions, while they repel one another 
if one approaches and the other recedes from that point: thus if AC 
and BD are two conductors carrying currents as indicated, then 
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the conductors will be urged to move, so that the currents in both 
of them tend to flow in the same direction, i.e. in Fig. 300 {a) they 
will be attracted to some mean position M^Mj, and in Fig. 300 (6) 

The first law was referred to on 
page 41, and Figs. 48, 49, 50, de¬ 
monstrated the truth of it. 


to some mean direction MgMg. 





(a) Other experiments whereby 
Ampere's laws are established merely 
consist in having two circuits, one fixed 
and the other movable, placing them in 
various relative positions, and passing 
currents in sundry directions. One form 
is indicated in Fig. 301. The movable 
coil is bent in the form of two rectangles 
in such a way that the current flows 
through them in opposite directions 
(thus nullifying the effect of the earth 
on the apparatus) and the coil is suspended from the mercury cups C, C; 
on bringing the second current-carrying circuit into various positions the 
laws may be verified. 

(b) Fig. 302 indicates another method. The tank contains water, and an 
insulated wire W passes vertically through it and carries a current, say 
downwards. The floating coil of Fig. 302 is placed in the tank and its 
movements noted. The coil turns round until it is “ edge-on " to the vertical 
wire and so that the side of it 
where the current flows down¬ 
wards is nearest the wire, and 
then it moves bodily towards 
the wire. 

{c) It is interesting to 
examine the effect of a current 
in a wire on a stream of elec¬ 
trons, and for this what is 
known as a cathode ray tube 
can be used. This is described 
in detail in Chapter XXI., but 
briefly it consists of a bell¬ 
shaped glass vessel, exhausted, 
and fitted at the extreme 
narrow end with a filament 
cathode which is heated by 

a current. The thermal agitation together with a large P.D. which is main¬ 
tained between the cathode and an anode (or anodes) situated in front of 
it cause electrons to be ejected from the cathode: these are accelerated 
towards the high potential anode and pass on through a hole as a narrow 
stream of electrons into the wide part of the tube (they are spoken of as 
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chihode rays). On fixing a wire .parallel to the stream and passing a current 
(conventional) down the wire {electronic current therefore upwards! the beam 
is attracted towards the wire: if the current (conventional) in the wire is 
upwards the beani is repelled (Fig. 303). 


(2) Magnitude of the Forces on the Conductors. —The 
values of the forces can 


easily be determined in 
a few simple cases:— 

{a) Two infi^iitely 
long parallel conditclofs. 
Let AB and CD (Fig. 
304) be the two con¬ 
ductors d cm. apart and 
carrying currents Ij and 
I2 e.m. units. The field 
at N due to the current 
in AB is 2lild gauss. 
Now CD carrying the 
current Ig is in this 
field, and for the force 
on it we have (Art. 5):— 



Force per unit length of CD ~ Big = /^Hlg = /i Ig, 


i.e. Force per unit length 


2/1J1I2 


C and similarly the force on unit length of AB is also 
j 21x1^2!^ dynes: if the medium be air, as is usual, 
^ /A of course is unity. Further, since the product of 
the two currents appears in the expression, if the 
currents Ij and Ig are in amperes divide by 100. 

The direction of the force, say, on CD is given by the 
left-hand rule. Thus if the currents are in the same 
p. direction as in Fig. 304 the field H at N due to AB is at 
right angles to the plane of the paper and away from the 
Fig. 304. reader (swimming rule applied to AB), and the left-hand 
rule shows that the force F on CD is towards AB, i.e. 
there is aiiraciion between the wires: if the two currents are in opposite 
directions the force on CD is away from AB. 

If = I cm. and = Ig = i e.m. unit, and the medium is air, 
then the force per cm, = 2 dynes. This gives another definition 
of the e.m. unit current, viz. the e.m, unit current is that current 
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which flowing in each of two long parallel wires one cm. apart in 
air (strictly vacuo) causes them to exert a force on each centimetre 
of each other of two dynes. The definition has the merit that it 
does not include the expression unit magnet pole,” and only 
involves effects whicli are always present when currents flow. 


(^) Two equal coaxial coils. Consider two coils, A and B, each 
of radius r cm. arranged parallel and coaxially at d cm. apart, 
and carrying currents and I2 e.m. units: assume an air medium 
for simplicity. The force on unit length of B due to A is 2liTo/i 
dynes, and by symmetry the total force on B is the product of this 
and the circumference. Thus:— 


Force on B 


2I1I2 

d 


X 2TTf 


47rrI|T2 


dynes 


(14) 



and similarly for the 
force on A. 

The full treatment 
of the forces between 
coils of different di¬ 
mensions would take 
us beyond the scope 
of this book. (See 
Advanced Textbook of 
Electricity and Mag¬ 
netism.) 


Fio, 305. X is drawn rather large for clearness. 

(c) Couple on a 

small coil at the centre of a larger coil. It is important, however, 
to find the couple on a small coil X i)laced at the centre of a 
larger coil Y when current flows in both, for this has an important 
application in certain measuring instruments known as dynamo¬ 
meter instruments. Let be the current in Y (Fig; 305), and 
I2 the current in X (e.m. units), r^ the radius of Y, and ^2 the radius 
of X. The magnetic field H at the centre of Y is 2nlilr^, and we can 
assume this uniform over the space occupied by the small coil X 
(this field is, of course, along the axis of Y). The couple on X in 
this field is by Art. 6 equal to HI2A cos 6 where A is the face area 
of X and 6 the angle between the face of X and the field. Hence:— 


1 27rL T o n 2TT^r 

Couple on X = - x I2 X X cos d ~ ^ A “ q ^ 

. h 

which becomes zero when 6 = 90®. Thus X experiences a couple 
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tending to twist its plane into that of Y, so that the two fields 
become coincident: as in Art. 6 the small coil X tends to set its 
face at right angles to the field of Y and to embrace as many magnetic 
lines as possible. 

B— Magnetic Potential or Equivalent Shell Methods 

On pages 66-68, 83 it was shown that the magnetic effects of a 
current circuit can be the same as those of a uniform magnetic shell 
of a certain strength, the shell having the same boundary as the 
current circuit: and further, that the e.m. unit of cuiTcnt has been 
so chosen that the strength (f> of this equivalent shell is numerically 
equal to fil, where I is the current in e.m. units, and /x the permea¬ 
bility of the medium. (If th(‘ medium be air (or vacuo) <j> numeri¬ 
cally equals I.) This leads to another method of d(‘aling with 
the preceding facts: brief 
reference only need be 
made to them. 

8. Work done in Linking 
a Current 

Consider the circuit 
AB (Fig. 306) carrying a 
current I e.m. units. If 
it were replaced by its 
equivalent shell the magnetic potential at P would be <^a) where 
<f} == strength of the shell and to = solid angle subtended at I^ 
by the shell (page 83): hence the magnetic potential at P due to 
the current circuit AB ™ It^ (medium is air). 

If P moves up to AB the solid angle w changes to 277, and if it 
moves through the circuit co changes to 477 (this is perhaps more 
readily seen if w is measured by the area intercepted on a sphere 
of unit radius). If P be brought back again to its original position 
without passing through the circuit, oj will have changed to (cu + 477): 
thus the magnetic potential due to the current circuit changes 
from let) to I (ca -f 477), i.e. by an amount 477I. But change in 
potential equals the work done in moving unit pole: hence the 
work done when unit pole links the circuit once is 477I ergs, and if it 
links it n times the work is 477WI ergs (see Arts. 2, 4). 

Note that the magnetic potential at a point due to a current 
circuit may be said to be Ico or I (cu -f 477W), where n is any whole 
number. 


A 
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9. Magnetic Fields Due to Currents 

(i) Linear Current (Art. j[).—Let H gauss =: field at distance 
d cm. The work done in moving unit pole once round the wire on 
the magnetic line of radius = H x 2TTd ergs. But this work 
47rl ergs, where I = current in the wire in e.m. units. Hence 
H X 27 rd = 47rl; 

TT 2I 2I 

/. li ~ ^ gauss or H = —gauss. 


(2) Circular Current (Art. 3).—Consider the field at P 
distance d along the axis of the circular coil AB carrying a current 
I e.m, units (Fig. 289). Replace AB by its equivalent shell of 
strength Now on page 83 it is proved (by change in magnetic 
potential) that the field at P due to the shell is given by:— 


Field due to shell = 


27rr^(f> 


hence the field at P due to the current I e.m. units in AB is 

2'rrrHI{d^ + gauss. This must be multiplied by n if there are 
n turns on the coil and divided by 10 if I is in amperes. 

li d 0 the expression becomes 27Tl/r—the field at the centre. 


(3) Solenoid (Art. 4).—The expression for the field of an infinite 
solenoid may be established by making use of the fact that the 
work done in linking a current == 477! ergs: this was referred to in 
Art. 4 (Fig. 292). By an extension of the method given on page 
83, t.e. by estimating the rate of variation of the magnetic 
potential along the axis, the field of a finite solenoid can be 
determined (H = — dvjdx). 

(4) Force on a Current in a Magnetic Field (Arts. 5, 6, 7). 
—Consider again the rectangular current carrying loop of Art. 6 
with its face at an angle d with the field. Now replace by its 
equivalent shell of strength <f), the magnetic axis of which will 
therefore make an angle of (90° — 0 ) with the field (the angle a 
of Art. 6). The couple on it is therefore (see page 63) MH x 
sin (90 — 0 ), where M is the magnetic moment and this is therefore 
the couple on the coil. Now from the definition of the strength of 
a shell M = <^A, where A is the face area, and since ^ = /xl we 
have M = ^lA. Hence:— 

Couple on the coil = /xIAH sin (90 — ^) = fiHIA cos 0 , 
as obtained in Art. 6. If / be the length of AB (Fig, 299) and F the 
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force on it, then the couple on the coil (Fig. 299) is F x = F x 
AD cos 0 : hence:— 

F X AD cos 9 “ /xHIA cos 9 ; F ~ fiKll BI/ dynes, 
for A — / X AD. This becomes HI/ dynes if the medium be air. 


C—Current Measurement bV the Magnetic Effects 

10. Galvanometers 

Galvanometers are instruments used for the detection of currents 
and for the comparison and measurement of current strengths. 
Commercial ammeters for the measurement of current in practical 
units, and voltmeters for the measurement of P.D. often involve the 
same principles as the galvanometers (with the exception of the 
electrostatic voltmeter), and the main point of difference between 
the two is that an ammeter is arranged to have a low resistance 
and a voltmeter a high resistance: this is dealt with in Art. 20. 



One of the simplest galvanometers (Fig. 307) consists of a small 
magnetic needle pivoted at the centre of a coil of insulated wire. 
If the coil and needle are in the magnetic meridian and a current 
be passed, the needle will be deflected from the meridian, and the 
stronger the current the greater will be the deflection. The 
deflecting couple due to the current which tends to set the 
magnet at right angles to the meridian is, of course, balanced by 
the “ controlling couple due to the earth tending to set it in the 
meridian. The deflection can be read by means of a light pointer 
attached to the needle and moving over a scale, or by the mirror, 
lamp, and scale method. 

Galvanometers are often wound with two coils, one consisting of few turns 
the oth^ of many turns of wire. A moderately strong current is passed 
through the former, but if the current is weak it is passed through the latter, 
for the greater the number of turns, the greater will be its effect on the needle. 
The coil of many turns is usually of fine wire to avoid the instrument being 
very bulky. Sometimes more than two coils aure used. 








332 


Magnetic Effects of Currents 


The moving part of a galvanometer tends to oscillate about a mean 
position when the current is started, stopped, or varied. This is often 
undesirable, and a damping device is frequently introduced to prevent this 
undue oscillation: the instrument is then said to be dead-beat. Damping is 
secured (i) by having a light vane attached to the moving part, the vane 
moving in oil and therefore steadying the motion; (2) by having the vane 
moving in a small air space— often a piston moving in a tube; (3) by induced 
currents. The last named method is explained later, but briefly the 
principle is as follows:—When a coil of wire moves in a magnetic field, a 
momentary current is induced in it which flows in such a direction that it 
opposes and " steadies up " the movement of the coil: in the same way if 
the coil is wound on a metal frame which also moves in the field, currents 

are induced in the frame 
whicli oppose the move¬ 
ment. Similarly, then, if 
any moving part of an 
instrument — magnet or coil 
—has a metal vane {or 
frame) attachtnl to it, and 
the vane moves in a mag¬ 
netic field, induced currents 
in t!io vane will steady the 
movement. 

In the simple gal¬ 
vanometer of Fig. 307 
it *is clear that the 
arrangement could be 
made more sensitive (so 
that a weak current 
would give a greater 
deflection) by lessening 
the effect of the earth 
on the moving magnetic 
needle. This can be done 
by using an '' astatic 
pair of needles/' two magnets of nearly equal moment, fixed 
parallel with unlike poles adjacent, and with their magnetic axes 
in the same vertical plane, and in which, therefore, the turning 
effect of the earth on one is nearly equal but opposite to that on 
the other. Such is called an astatic galvanometer. The earth has 
little effect on it, so that the controlling influence ” is mainly due 
to the torsion of the suspension. One method of winding is shown 
in Fig. 308: the rules of Chapter IX., Art. 3 will show that both 
needles are urged in the same direction by the current. 



Fig. 309. Three coils, 2, 50, ioo turns. 
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The figure of merit of a galvanometer fitted with a pointer moving over a 
scale of degrees usually taken as measured by the current in amperes 
necessary to produce i° deflection: in the case of a reflecting galvanometer 
it is measured by the current (usually in micro-amperes) which will produce 
I mm. deflection on a scale i metre from the mirror of the galvanometer (this 
deftnition is somewhat modified in modern specifications relating to delicate 
galvanometers). The current sensitivity of a galvanometer is usually measured 
by the deflection in millimetres on a scale i metre away produced by a current 
of I micro-ampere. The voltage sensitivity is measured by the deflection in 
millimetres on a scale i metre away wlien the voltage applied is i micro-volt. 


> m 


2TTn1 

10 r 


II. The Tangent Galvanometer 

This i s a laboratory and.Jcstzriimn iastriunLnt^iind a_ simple 
form is shown m Fig . 309. It consist., 
oj^ a efreuTarj:oil jof^ TflWjurns of im 1 

sulateJ wire with'a magnetu^ 

needle pivoted or suspendecT at the i 

centre. A light aluminium pointer *, 

attached to the needle enables the 
deflection to be read on a horizontal 
scale graduated in degrees. The needle 
is very small, so that even when 
deflected its ends may be regarded as 
not moving out of the small uniform 
field area at the centre of the coil. 

In working with the instrument, the 
coil is first set in the magnetic meridian 
so that the needle and coil are in the 
same vertical plane; the current to be 
measured is then passed arid the angle 
of deflection read off from the scale. 

Now the needle is under the in¬ 
fluence of two magnetic fields which are at right angles, viz. the 
earth's field H acting in the meridian, and the field F due to the 
current acting at right angles to the plane of the coil (Fig. 310). 
If 6 be the angle of deflection of the needle from the meridian 
we have as on page 72, F — H tan 6 . But F, the field due to 
the current, is 27 mI/ior, where I is the current in amperes, n the 
number of turns of wire in the galvanometer coil, and r the coil 
radius in centimetres: hence— 



310. 


2 nnl 

lor 


H tan 6 ; 


I 


loH — tan B .(16) 

27rn 
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The factor ztthJ r'which, depends on size and turns (it is numerically 
the field at the centre due to unit e.m. current in the coil) is a con¬ 
stant for the galvanometer: it is the same wherever the instrument 
is used, and is known as the coil constant. Denoting it by G we have 

I = 10^ tan 6 amperes .(17) 

G 

The factor H/G is called the reduction factor, and it depends on 
the value of H, i.e. it varies with the place where the instrument 
is used; denoting it by K— 

I — loK tan 0 amperes = K tan 6 e.m. units.(18) 


(a) Note that sometimes f'/ixrM is referred to as the galvanometer constant. 

(/>) As an alternative " proof ” of the formula we can write (using m for 
the pole strength of the needle):— 

Deflecting couple ~ Controlling couple. 

X NK = wH X SK; 

lOY 

. ivfil. SK .ri . j T r , ^ 

•-^ H X — H tan 6 , t.e. I ~ loH- tan 0 , 

lor NK 'Inn 

i.c, I = loK tan B amperes. 

(c) To eliminate the error mentioned on page 98 read both ends of the 
pointer and then reverse the current and again read both ends; the mean of 
the four readings gives the value of B. 


{d) When possible it is advisable to obtain deflections in the vicinity of 
45*^, as in practice the accuracy in reading is then at maximum, a given 
variation in the current producing its greatest effect in this region. Thus, if 
dB ha 3. small increase in the deflection produced by a small increase dl in 
the current, we have, using e.m. units:— 

I = K tan B] == 1 ^ sec^ B\ 


. ^ 

.. j 


sec®^ 
tan 0 


.dS : 


sin 'zB 


dB. 


Now dljl is the relative change in the current, and for this to be as small as 
possible for a given value of dB, the factor 2/sin zB must be as small as possible, 
i.e. sin zB must be as large as possible; this is so when 20 — 90°, i.e. $ == 45°. 


The reduction factor K for a galvanometer is fdbnd by passing a 
suitable known current through it^ noting the deflection, and working 
out the value of K from the relation K = IJio tan A usual 
laboratory method is to arrange the galvanometer, a copper sulphate 
voltameter, a battery, and a rheostat in series, pass a steady current 
for two minutes or so, and get the amount of copper deposited. 
From this the current I is calculated (page 283) and the value of 
K determined. We thus know K for all future measurements with 
the galvanometer used at that place. 
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Example. —A tangent galvanometer consists of lo turns 0/22 cm. radius, 
and a current of • 21 ampere is passed through it at a place where the earth's 
field is *18 unit. Find (i) the magnetic field at the centre of the coil, (2) the 
constant of the coil, (3) the reduction factor of the galvanometer, (4) the deflection. 
What current in amperes would give a deflection of 30°? 

I = loH — tan B. 

27rn 

/ 1 T- .J X. 27 r«I 2 X 3*14 X 10 -21 

(a) Field at centre = ~ -x" 2^ -~ gauss (approx.) 


(b) Constant 


2 X 3*14 X 10 


^ * X ^ 

l c) Reduction Factor = K = H—— = —~ -063. 

' ^ 27 rn 2*85 

T •'2T 

l d) Deflection I = loK tan B\ tan 6 — ~ ^ *3333; 

' ' loK ro X -003 > 

B (from tables) -- 18° 30' approx. 


(e) Current required - loK tan 30° = ro x -063 x 


I 

73 


•36 amp. 


12. The Helmholtz Tangent Galvanometer 

From (6) of Art. 3 it follows that the field due to unit current 

(e.m.) in the coil is 27 mr^l(d^ + and from this the variation of 
the field along the axis may be graphically represented by working 
out the value of the field for different values of d. The curve in 
Fig. 3 II depicts this variation, the abscissae denoting distances 
along the axis and the ordinates values of the field. The curve is 
at first concave towards O, the centre of the coil, but the curvature 
becomes less and less and soon changes sign, the curve becoming 
convex towards 0. 

The point of inflection or change of curvature is at the point 
where d — ir, and at this point the curve is, for a short length, 
practically a straight line. If, therefore, we have two equal coils 
placed with their axes coincident and at a distance apart equal to 
the radius of either, then, for the same direction along the common 
axis, the rate of in¬ 


crease of the field due 
to one coil at a point 
midway between the 
two coils {ix, rjz from 
each) is equal to the 
rate of decrease of the 
field due to the other 
coil at the same point, 
and the field for a fair 



A 0 axis A BOA 

Fig. 311. Fig. 312. 
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distance on each side of this point will be practically uniform. 
This is shown graphically in Fig. 312. The dotted curves show 
the fields for the separate coils, and the full line curve, the resultant 
of the two dotted curves, represents the resultant field due to the two 
coils; the horizontal part indicates uniformity of field. Fig. 313 
shows the fudd of force between the coils and clearly indicates that, in 
the middle of the field, there is a region of comparatively fair extent 
where the field due to the two coils is uniform. For a detailed 
mathematical proof of this see Advanced Textbook of Electricity and 


Magnetism, The fact is 



in the Helmholtz galvanometer. 

The galvanometer consists of 
two equal coils arranged, as referred 
to above, at a distance apart 
equal to the radius r of the coils 
(Fig. 314). The needle is sus¬ 
pended midway between them 
{i,e. at distance r/2 from each) 
where the field is uniform. The 
current to be measured ]masses 
through both coils and in the 
same direction, so that their fields 
at the mid-point arc* in the same 
direction. With the galvanometer 
arranged in the meridian as in 
Art. II wo have F ~ H tan 6 , 
where F -- field due to the coils 
and B — the deflection. But 
from (6), Art. 3, F is clearly given 
by:- 


r - /— _ 32"^ 

‘ ~^\{{rl2Y+r^yi\^ 5^/5-r 
where I ^ current in e.m. units. Substituting in the above;— 

=Htan^; 

I = 5 V ^5 ^ pj units) = 5 ?^^ H tan B (amp.).. (19) 

327rw ' ' 327rn ^ ^ 


13. The Sine Galvanometer 

This is an instrument similar in principle and construction to 
the tangent galvanometer of Art. ii. It differs in the fact that the 
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coil and needle box can be 
rotated roijnd a central verti¬ 
cal axis, and a horizontal cir¬ 
cular scale is provided on 
which the amount of this 
rotation can be accurately 
read (Fig. 315). 

For use the instrument is 
adjusted in the same way as 
the tangent galvanometer, 
but when the needle is de¬ 
flected the coil is rotated 
after it until the needle is 
overtaken by the coil and 
in its deflected position lies in 
the plane of the coil. The 
diagram of Fig. 316 shows 
the conditions of equilibrium 
of the needle, and as before:— 
Deflecting couple 

= Controlling couple; 

mF X NS = wH X NK 



Fig. 314. 


or F - H X NK/NS - H sin 6 , 


where 6 angle the coil is turned through. But F 27 rwI/ior:- 
27 rwl ^ r 

lor 


H sin 


I 10 H - - sin 6 , 

27Tn 



Fig. 315. 


i,e. I ~ 10K sin 0 (amperes) 
or 1 ^ K sin 6 (e.m. units),' 

where K is, as before, the reduction factor 
of the galvanometer. 

Since I = K sin 9 we have dlldO = cos 9 : 
hence (cf. Art. ii):— 

dl __ K cos 9 dB __ dd 
I ~ K sin 6 tan 6 ’ 

and it follows that fpr dljl to be as small as 
possible, tan 9 would have to be as great as 
possible, i.e. 9 would be qo°. Further, since 
I = K sin 6 and the maximum value of sin ^ = i 
{9 — 90®) the galvanometer cannot be used to 
measure currents greater than K e.m. units (loK 
amperes). 


I. T. E. 


22 
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14. Current Method of Finding the Intensity of the Earth’s Field 

It was stated on page 116 in dealing with the determination of 
the strength of a magnetic field that such determinations could be 
done with great accuracy by el(‘ctrica] methods. With the tangent 

galvanometer, for example, the 
earth’s horizontal field H could 
be calculated from the relation 
1 ^ H [rj'ZTrn) Ian 6 provided 
the current I e.m. units could 
be measured by some other 
means. There are, however, 
certain slight defects in this 
siniide method, and improve¬ 
ments have been made by 
Schuster, Bates, and others. 

The Schuster method em- 
]iloys a galvanometer of the 
Helmholtz pattern, but in 
which the coils can be rotated 
about a vertical axis (after the 
style of the sine galvanometer). I'he galvanometer is set up in 
the usual way, the known current I e.m. units is passed, and the 
needle is deflected. The coils are then rotated in the same 
direction as the deflection: as the coils approach the needle it is 
deflected more, and this is continued until the total deflection of the 
needle from the magnetic meridian is 
90° and the angle. O'" through which 
the coils have been rotated is noted. 

Now (Fig. 317) the coupk‘ on the 
magnet due to the earth’s field H is 
MH, where M is its magnetic moment. 

The couple due to the field of the 
coils is m¥ x NK — mF x NS sin d -- 
MF sin 0 , where F is the field due to 
the coils: hence:— 

MH - MF sin d; /. H - F sin 6 , 


n 


q. 



Fig. 317. 


II 



i.e, (Art. 12) H — sin 0 gauss — sin B gauss, 

the latter applying if the current I be in amperes. If the strength 
of the current be so regulated that 0 itself is very nearly 90® any 
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small error made in reading 6 has very little effect on the value of 
sin 0 : thus H is determined with a fairly high degree of accuracy. 

Bates also used the Helmholtz principle, but his methoa is a 
null method, i,e. he found the current necessary to produce a field 
equal and opposite to the earth’s field. 

15. Moving Magnet Reflecting Galvanometers 

A very simple galvanometer of this type is shown in Fig. 318. 
It consists of a wooden base and vertical pillar carrying at the top 
the bobbin B on which the coil is wound. 

There are two separate coils, one consist¬ 
ing of a few turns of wire, the other of 
many turns: the ends of one coil are joined 
to the terminals a and h and the ends 
of the other to b and c, so that either 
coil (or both) can be used. At the centre 
of the coil is suspended by a silk fibre 
a small mirror M carrying at the back 
three small magnets arranged parallel 
with like poles adjacent. The bobbin is 
often closed by a glass window in front. 

The short suspension and confined air 
space combine in making the instrument 
to a certain extent dead beat.” In 
working the galvanometer it is set with 
the plane of the coil in the magnetic 
meridian: on passing a current the mag¬ 
nets and mirror are deflected, and the 
deflection is read by the lamp and scale 
method. If the actual angle of deflection 
of the magnets is small we can take the 
law of the galvanometer to be I = ^D, 
where D is the deflection of the image along the scale and k a constant. 

On a vertical support above the bobbin is a magnet NS: this is known as 
the control magnet,” and is for the purpose of altering the sensitivity of 
the galvanometer. Consider the galvanometer with tJie coil, needles, and 
control magnet in the meridian, the control having its north pole northwards. 
Clearly the earth and control are exerting opposing influences on the needles, 
so that the magnetic field in which the needles hang is weak, and the moving 
system will be readily deflected by a small current in the coils. This case is 
shown in Fig. 319. Lowering the control will still further increase the 
sensitiveness, and finally a position will be found in which the earth's field is 



Fig. 318. 
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cancelled, and the gal- 
vanon^etcr extremely 
sensitive. Raising the 
control will decrease 
the sensitivity, and this 
will be more marked 
if the control be set 
with its south pole 
northwards, in which 
position it will assist 
the earth and create a 
strong control field in 
the vicinity of the 
needles (Fig. 320). 

A much more clal)orate type of galvanometer than that of 
Fig. 318 is shown in Fig. 321, in wliich two .sets of needles arc used 
arranged in “astatic order.” The figure should explain itself: 
it is really an outline sketch of Kelvin's astatic galvanometer. 

In the Broca galvanometer an astatic arrangement of magnets is 
also used, but the magnets are vertical (Fig. 322). The.se magnets 
Ni'sN and liave poles ss and nn at their mid-parts, and the 
coil is arranged with these at its centre. 

It will be noted that in these in¬ 
struments which are designed for great 
sensitiveness the tangent law, i.t, that 
the current is proportional to the tan¬ 
gent of the deflection, does not hold, 
for the coil is not large compared with 
the magnetic needle. As already stated 
when the actual deflection of the magnet 
is small, the current is proportional to 
the deflection, and the law of the instru¬ 
ment may be taken as 1 (D scale 
deflection, k = constant). If larger 
deflections are to be used the galvano¬ 
meters must be calibrated. This is done 
by passing various known currents, 
noting the deflections on the scale and 
plotting a “ calibration curve,” say the 
current values on the horizontal and 
deflections vertically. This curve could 
then be used to find the actual current 
producing any particular deflection. It Fig. 321. 
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is a tedious business if it is to be done accurately, 
and manufacturers usually supply details by which 
we can '‘measure’' a current when it is necessary. 

(Much experimental work, however, only involves 
"comparisons’' of currents or uses “null” (no 
deflection) methods.) 

Many reflecting moving magnet galvanometers are so 
sensitive that currents of the small order of one-third 
micro-ampere will deflect the spot of light along 50 cm. of 
a scale one metre distant, and some ate much more 
sensitive than this. 

Reference has been made to the fact that galvano¬ 
meters are often fitted with shields (“ screens ”) of iron 
to protect the moving parts from external magnetic fields. 

Fig. 323 will indicate how tlioroughly this magnetic shield¬ 
ing is done in some delicate galvanometers. The figure 32-. 

shows the shields used in the Paschen galvanometer made 
by the Cambridge Instrument Co. A is the inner shield of mumetal: this is 
surrounded by B of mild steel: finally C is a gun-metal outer case. 

16. Moving Coil Instruments 

Moving coil galvanometers make use of the fact that a current- 
carrying wire moves (if it is free to do so) when it is suitably placed 
in a magnetic field (Art. 5). In Fig. 324 N S are the poles of a 
permanent horse-shoe magnet. A rectangular coil C consisting of 
a number of turns of fine insulated wire is suspended between these 
poles by wires or phosphor bronze strips, which also serve to conduct 
the current to the coil. The lower end is attached to a small spring 
fixed at the bottom, and the upper suspension to a torsion head at 
the top of the instrument; in this way the coil is maintain('(l in its 
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normal position, with its plane along the lines of force of the field 
between the magnet poles (as in the left-hand figure). A cylindrical 
piece of soft iron I is supported within the coil, and by concentrating 
the lines results in an intense field in the space at each side in which 
the vertical wires of the coil move. 

Suppose the arrows in Fig. 324 indicate the direction of the 
(conventional) current: the face of the coil which is towards the 
reader is a north face. Flence the coil turns, endeavouring to set its 
plane at right angles to the field with this north face towards the 
south pole of the magnet so as to embrace as many negative lines 
as possible (Art. 6): that is the vertical wires on the left move in 
the direction “ out of the paper/* and those on the right into it, 

and this motion is, of course, 
resisted by the torsion on the 
suspension and the spring. 
Further, Fleming's left-hand 
rule applied to the vertical 
wires shows that these move 
as indicated. Deflections are 
read by the lamp and scale 
method. 

Fig. 325 shows a simple 
type of moving coil galvano¬ 
meter. The magnet is fitted 
with soft-iron pole pieces 
which are '' hollowed out." 
(See below.) The coil is 
wound on a light rectangular 
brass frame and suspended 
by phosphor-bronze: it is the 
twist on this which provides the controlling couple that balances the 
deflecting couple when current passes. Note again the cylindrical 
iron core. To the frame is suspended a light vane which moves in 
an oil chamber at the bottom, thus tending to make the instrument 
dead-beat. Further, when the coil and its brass frame move in 
the magnetic field, currents are induced in the frame, and these 
oppose the movement and make the instrument dead-beat. A 
mirror is attached just above the coil and the deflection is read by 
the lamp and scale method. 

The law of the instrument may be developed as follows:—Let 
n = number of turns on the coil, A = area of each turn, I = current 
in coil in e.m. units, H = intensity of the magnetic field, k = torsion 
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constant for the suspension. Then assuming the field uniform and 
fji ==. 1, we have, by Art. 6 (12):— 

Deflecting couple ~ II/zIA cos 0 , 

where 0 is the angle of deflection (angle between coil face and field). 
This is balanced ])y the controlling couple kO. Hence:— 

H«IA cos O==k 0 : I = ^ „.(20) 

nAH cos 6 ^ ' 

This is the simple case of a coil suspended in the field in which 
case the deflection is not proportional to the current. In practice, 
however, a radial field is used, t.c. the pole pii'ces are cylindrical in 
shape and a cylindrical iron coi'e is used, giving a narrow air gap 
where the magnetic lines are radial and the field strong and 
practically uniform (Fig. 326). The deflecting couple (if deflection 
does not exceed about 45°) does not therefore depend on the position 
of the coil, and the equation 
above becomes simplified to 
HnIA = 

I - ^e.rn.units.(21) 

nAB. ^ ^ 

and we can therefore write 
for the law of the instrument 
I == K^. One result of the 
construction referred to 
above is that commercial 
forms of the instrument have 
evenly divided scales. 

Note that in the galvanometer of Art. 15, for example, the deflection was 
greater the weaker the earth's field, but of course that field was the control field. 
In the present case the deflecting force on a wire is proportional both to the 
current in it and the field, and thus the stronger the magnet's field the greater 
the deflection. [B — TwAH//^, i.e. H is in the numerator.) 

A somewhat different type of moving coil galvanometer is 
shown in Fig. 327 {Ayrton and Mather type). The magnet is nearly 
a complete cylinder—a very narrow air gap only being between the 
poles. A narrow rectangular coil is used, the coil being mounted 
in a thin silver tube which moves with it: thus the damping 
induced currents in the silver tube) is very efficient. The very 
narrow air gap renders a central iron core unnecessary. 

Moving coil galvanometers are often fitted with pointers which 
move over a scale graduated to read the current strength direct. 


SOFT IRON CORE 



COIL 


BRASS BRACKET 
SECURING CORE 


Fig. 326. (See also Fig. 328.) 
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and of course moving coil ammeters and voltmeters are almost 
entirely of the pointer type. The construction and action of one 

of these will be gathered 
from Fig. 328. The per¬ 
manent magnet has two 
soft iron pole-pieces PP 
screwed to its ends. The 
inner faces of these pole- 
pieces are cylindrical in 
shape, and in the cyhn- 
drical space between them 
is fixed the cylindrical soft 
iron core I, this core being 
held rigidl}^ in position by 
being attached to a plate 
B of non-magnetic 
material. The moving 
coil C embracing the core 
is wound on a light rect¬ 
angular frame of alumin¬ 
ium and pivoted in jewelled bearings situated above and below the 
centres of the ends of the core. Current is led to the coil via a flat 
helical spring s, and led from the coil by a similar spring at the other 
end of the core: these 
springs are coiled in 
opposite directions and 
they furnish the con¬ 
trolling couple which 
balances the deflecting 
couple. The coil spindle 
carries a pointer which 
moves over the scale. 

Fig. 329 shows another 
moving coil pointer in¬ 
strument-the Cambridge 
Unipivot Galvanometer — 
one of the pole-pieces 
and the horse-shoe limbs 
of the magnet being Fig. 32S. 

removed to show the 

working parts. It consists of a circular coil which swings round a 
spherical core of soft iron in between the pole pieces. The core is 
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drilled down to the centre, and the coil carries a spindle which goes 
down into this opening, the bottom of the spindle resting in a 
jewel cup at the centre of the sphere. A spring at the top of the 
coil supplies the controlling force. Tlie current is led into the coil by 
this spring, and out of tlie coil by a flexible connexion at the bottom. 

Since the direction of deflection, as in the case of the moving magnet 
galvanometer, depends on the direction of the current, these instruments can 
only be used for direct currents, for an alti'rnating current would tend to 
move the coil first one way, then the other, and these opposite impulses would 
occur so rapidly that the coil would not move, or only quiver. It may be 
noted, however, that owing to the s})ecial advantages of moving coil instru¬ 
ments, it is quite common practice now to use them in alternating current 
work, although the instruments themselves can only be used with direct 
current. This is done by using rectifiers, as they are called, in conjunction 



Fig. 329. S = Spherical core; H = Control spring; L Phosphor bronze 
ligament to lead current from coil; Z ™ Zero adjusting device; P ™ Pointer. 


with them: these are so arranged that although the current in the circuit is 
alternating it always passes through the instrument in one direction. 

The advantages of the moving coil galvanometer are (a) It is practically 
independent of the earth’s magnetic field since no sensitive magnetic needle 
is used, (h) The field in which the coil moves is so strong that other external 
magnetic fields do not affect the readings to any appreciable extent, (c) It is 
remarkably '* dead beat " in its action, (af) It may be set up in any convenient 
position. (<j) The deflection is directly proportional to the current, and the 
evenly divided scale is a great advantage in practice. 

17. Moving Iron Instruments 

These instruments fall into two classes referred to as attracted 
iron ” and repulsion iron " instruments respectively. Fig. 330 
shows a very simple pattern of the former type. M is a solenoid 
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through which the current to be measured 
is passed. I is a soft iron rod or ‘' plunger'' 
which, in its normal position, hangs partly 
inserted in M. The suspension goes round 
3 and thus actuates a pulley P mounted on 

— ' a horizontal axle, and is attached to a 

spring S at the top of the instrument. 
When the current passes I is magnetised 
by induction and drawn down into M, 
thus causing P to rotate and the pointer 
moves over the scale. The deflecting force 
due to the current is balanced by the con¬ 
trolling force due to the tension of the 
spring. 

Fig. 331 shows a modem and largely 
Fig. 3jo. used type. A soft iron disc I is pivoted 

eccentrically just outside a short coil C 
of oval section. When current passes I rotates into C thereby 
moving the pointer over the scale. The controlling couple is 
provided by springs (not shown), and damping is elfected by 
means of a vane V attached to the moving system and moving 
in the air damping box B. 

Fig. 332 will explain the principle of a simple type of repulsion 
instrument. S is the end view of a solenoid arranged with its 




Fig. 331. Attracted Iron Instrument. 

I, Moving Iron. C, Coil. V, Damping Vane. B, Damping Box. 
P, Pointer. When current passes I rotates i^o C and deflects P. 
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axis horizontal. F is a fixed soft iron rod lying along the solenoid 
almost from end to end of it. M is another rod of soft iron lying 


along the solenoid: it, however, 
curved arm a to the pivoted 
horizontal axis X which carries 
the pointer. When the current 
to be measured passes through 
S, say in the direction indicated 
by the arrow, the rods F and M 
are both magnetised, their near 
ends being both north poles and 
their far ends both south poles. 
They therefore repel each other, 
so that M moves away from F 
thereby rotating the axle and 
moving the pointer overthe scale. 
The instrument is ''gravity con¬ 
trolled,'' for when a deflection 


is movable, being attached by the 



Fig. 332. 


occurs M is raised against the gravitational pull of the earth. 


It is clear that in these instruments the deflection will be in the same 
direction whatever the direction of the current in the coil, so that they can 
be used with alternating currents. Moreover the intensity of the induced 

magnetisation will be proportional to the 
fieldi and the force approximately propor¬ 
tional to the square of the coil current: 
hence they can be used to measure an A.C. 
as will be understood later (Chapter XVIIL). 
Moving iron instruments are usually 




fitted in an iron case or provided with an 
iron shield to screen the parts from external 
magnetic fields. In some types the gradua¬ 



tions in the lower parts of the scales are 
very crowded, but in the best modern 
makes the use of special nickel-iron alloys 
combined with special coil design has greatly 
eliminated this defect. 

18. Dynamometer Instruments 


Fig. 333. (i) Laboratory and Commercial 

Types. —Dynamometer instruments 


imake use of the facts dealt with in Art. 7, viz. that currents 
flowing in the same direction attract, but if in opposite directions 
they repel, and the general principle will be gathered from Fig. 333. 
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Here FC are two lixed coils and MC a movable coil pivoted 
so that it can rotate inside the fixed coils. MC carries the pointer. 
The FC coils are in series and the current to be measured passes 
through them, wliilst a small fraction of the current passes through 

MC. The MC coil is so con¬ 



nected that the attractions 
and repulsions between the 
currents in MC and FC deflect 
MC so that the pointer moves 
clockwise over the scale. The 
instruments are usually spring 
controlled. They can be used 
for alternating current, for 
when the current reverses it 
does so in both sets of coils 
and the deflection is in the 
same direction. 

334 shows an actual 
instrument jnctured standing 
on its face and with one fixed 
coil removed to show the 


ITg. 334. 


working parts. The moving 


coil carries a light vane fitted 
with two pistons which move with small clearance in an air-damper 
box. The latter is shown in the top of the figure: its cover is 
removed, and the pistons visible. 


(2) Weber's Electrodynamometer. —This was an early type 
of dynamometer instrument. It consists of a small 
coil in series with a larger fixed coil and suspended at 
the centre of the latter by a bifilar suspension. The 
current is led to and from the small coil by means of 
the suspension. When no current flows the axis of the 
small coil is in the meridian and at right angles to the 
axis of the large coil (Fig. 335^?). When a current 
flows the small coil tends to set itself coaxially with the 
large one (page 328), and this tendency is opposed by Fig. 335a. 
the action of the earth (if the moving coil has its north 
face northwards) and the bifilar suspension. The usual method 
of working will, however, be gathered from the following:— 

Let G be the constant of the large fixed coil, I the current (e.m.), A the 
face area of the small movable coil (total area of all the turns), K the constant 
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of the bifilar suspension, H the earth's horizontal component, and 6^ the 
deflectiort of the small coil. The deflecting couple on the small coil is given 
by (15) of Art. 7 which, in this case, is OI^A cos (for G corresponds to 
27 rlj/rj, whilst A = and 1 = 1^=:=: I,). The controlling couple due to the 
earth is AIH sin 6^ (for the moment M of the small coil — Al) The control¬ 
ling couple due to the suspension - K sin 6^, 


tan f?! ~ 
GPA 


Hence:— 

GPA cos ~ AIM sin 6^ -f- K sin 
GT^A ^ 

AIH -h K 

^ PHGA2 

tan e, ■ - -. {a) 

Now rcurrse the current and let 6 .. be 
the deflection. Tiie deflecting couple and 
the controlling couple due to the bifllar 
will act as beiore, but the couple due to 
the earth will be reversed; hence 
G 1 "A cos 62 AIH sin + Jv sin 0 .,] 


tan 6^ 




PHG A2 


...(/>) 


Adding {a) and {h ):— 



1 = /fVtan -f tan O,,. 

By passing and reversing a known lOc. 335b. 

current k can be deterinined. In the 

actual Weber instrument there are usually two large coils arranged 
as in the Helmholtz galvanometer (Fig. 335/9* 


(3) The Kelvin Current Balances. —The general ])rinciple of 
these will be gathered iron! Fig. 336. In them there are four fixed 

coils, P, Q, K, vS, placed 
horizontally, and between 
these there are two mov¬ 
able ones. A, B, arranged 
at opposite ends of a light 
balance beam, the latter 
being hung at its centre 
by a number of very fine 
copper wires, which also 
serve to lead the current to and from the movable coils. With 
current passing as indicated it is clear that the beam will tilt 
upwards on the right, the left-hand side falling, A horizontal 
scale is fixed to the beam, and by means of a suitable sliding 
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weight, which can be moved along the scale by means of cords 
and a corresponding counterpoise placed in a trough attached to 
B, the beam can be brought to its initial position and the current 
calculated from the position of the sliding weight and the known 
constants of the instrument. Each sliding weight has its own 
particular counterpoise, the latter being so constructed that it keeps 
the beam horizontal when no current is passing and the shding 
weight is at zero on the scale. Clearly, if the sliding weight be at 
distance d from zero when the beam is brought into the horizontal, 
the restoring couple is proportional to d\ the couple due to the 
current is proportional to P; hence 

P oc d, i.e. I oc ^/d\ /. I = iWd. 



There arc many forms of these balances, all alike in principle but differing 
slightly in construction according to their purpose. They are not much used 
in ordinary practice but are valuable as standard instruments: the ampere 
balance mentioned in the legal definition of the ampere (page 293) is a special 
type of the Kelvin current balance. 

(4) Wattmeters. —These indicate the rate in watts (watts ~ 
volts X amperes) at which energy is being utilised in any part of a 
circuit, i.e. they measure the “ power.*' Wattmeters are not much 
used on D.C. circuits, for the watts can be obtained by multiplying 
together the ammeter and voltmeter readings. On A.C. circuits, 
however, where voltage and current are constantly changing and 
are out of phase (p. 508) they are necessary if true power is required. 

Wattmeters are usually of the dynamometer type, somewhat 
similar to the instrument described in (i) above. In the wattmeter 
(Fig* 337) the two fixed coils C are in series, are put in the main 
circuit, carry the main current, and are referred to as the '' current 
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coils the moving coil P, instead of being in series with the C 
coils as in the ammeter (Fig. 333), is joined across the mains (just 
as a voltmeter iS), and it has a high (non-inductive) resistance R in 
series with it: it is called the “ pressure coil.'" Since C carries the 
main current and P a current proportional to the voltage between 
the mains, and further since the deflection depends on the product 
of the currents in the two sets of coils, it is clear that the deflection 
depends on the product of the main current and the P.D. between 
the mains, i,e, it depends on the watts: the scale is graduated to 
read the power direct in watts or kilowatts. These wattmeters can 
be used for A.C. as well as D.C. 


19. Ballistic Galvanometers 

A ballistic galvanometer may be either of the moving magnet or 
moving coil (usually reflecting) type, but its moving system must 
have a large moment of inertia. It is used for measuring the 
quantity of electricity passed through it not as a continuous current 
but as a sudden discharge {e,g. such as are met with in condenser 
discharges and in induced current work—see Chapter XVI.). The 
moving system has a large moment of inertia, so that it may be 
slow in beginning to move under the impulse of the sudden discharge 
and will therefore not have moved appreciably from its position of 
rest during the time the discharge takes to pass through the 
galvanometer: in this case the moving coil or magnet receives an 
impulse due to the whole charge. Further, in these instruments 
damping must be as small as possible, and for what exists a correc¬ 
tion must be made. 

For the moving magnet type of ballistic galvanometer it is a 
matter of fairly simple proof that— 


Q 


„ sin 

TTVjr 


— or Q ^ Ivi sin - 
2 2 


(22) 


where H is the strength of the control field, t the time of swing of 
the needle, G the constant of the galvanometer coil, a the Jirst 
angular deflection of the needle, and Q the total quantity of elec¬ 
tricity discharged through the galvanometer. 

For the moving coil type of ballistic it can be shown that— 

= .^^ 3 ) 

where A is effective face area of coil, c a constant for the suspension. 
In this case the quantity is proportional to the first angular swing 
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a and not to the sine of half the first angular swing as in the first 
case. Further, here H is the field to which the deflections are due 
and it appears in the denominator; in the previous case H is the 
controlling field and it appears in the numerator. 

Note particularly that in working with these galvanometers we 
do not read a steady permanent deflection, but the first angular 
swing a. Note also that if the galvanometer is a moving coil one, 
any frame on which the coil is wound must be of non-conducting 
material to avoid damping induced currents in it. 

The full proof of these relations would take us beyond the scope 
of this book (see Advanced Textbook of Electricity and Magnetism), 
but for the benefit of the more mathematically minded student we 
briefly indicate the proof in the first case above (it may be omitted 
of course): the second is established similarly. 


T.et K be tlic moment of inertia of the magnet and M its magnetic moment. 
If tfie current at any instant has tlie value I, then IG is the strength of the 
deflecting field, and, if the needle is supposed to be inappreciably deflected 
from its position of rest during tlic discharge, IGM is the moment of the 
couple tending to deflect the needle. 

The angular acceleration due to this couple is ICrM/K and, therefore, 
during the very short time, U, for which the current has the value I, the gain 
of Jflgular velocity is (IGM/K) 5 /. During the whole discharge, therefore, 
the angular velocity imparted to the needle is given by Z (IGM/K) ht, the 
summation being for the whole time of the discharge. But:— 

ht --- ■!*'’ Zl.it ami Zl.ht O, 

Iv iv '' 

where Q denotes the total quantity of electricity discharged through the 
galvanometer. Hence cu, the final angular velocity of the needle, is given by 

o> = or Ka. = MGQ.(a) 

The kinetic energy of the needle is given by and this must be equal 

to the work done against the couple due to the control field H during the 
deflection throw of the needle. Let a be the angular deflection. Then:— 

MH (i — cos a); 

Ka .2 = 4MH sin» I. (h) 


for MH (1 — cos a) is the work done in deflecting the small needle through 
the angle a in the field H (page 66). Now if / = time of swing of needle:— 


t 'ZTT 


\ 


/.I 

/ M 


MH' 


K 


MHJ2 

47 r“"' 


,(c) 


Combining the relations (h) and (c) we get:— 


(Kw)® = 


M2H8j! 2 sin2 Ja 


- or Kcu == 


Mm . 


— sm 


TT 


a 

2’ 
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Substituting the value of Ka> given by (a) m this, we get 




Mil/ .a . Ht . a 

M(rQ = -sm -- or Q =.~- - -sin 

TT 2 rrlx 2 


Shunts and Shunting 

To lessen the sensitiveness of a galvanometer or to prev^ent 
damage to the insti ument, it is often neces¬ 
sary to send only a ])oiiion of the current 
through it: this is done by joining its ter¬ 
minals by a wirt‘ tcained a “ shunt '' (big. 

33 ^^ 0 - 

Let I be the total cuinait, 1 ^ the portion 
in the galvanometer, 1,. the jwtion in the 
shunt, G the resistance of the galvanometer, 
and S tla^ rc'sistance of the shunt. Then:— 

I. 



L 


S 

■■ U+f 

s 


s 

G +S* 


Kut + I, I; 


. j - r , y _ -f' ^ j 

. . ^17 'I S ^ ^ ^ 9 * 

i,e. Current in galvanomet(U' , c total current. 

(j b 


Total curri'iit 


G -f S 


times the galvanometer cnrnmt. 


Tlie factor (G -f- by which the galvanometc'r current has 
to be multiplied to get the total current is called the multiplying 
power of the shunt. Thus to send i/io of a current through a 
galvanometer, the multiplying power of the shunt must be lo: 
hence (G + S)/S ™ lo; /. G -- 9S or S ‘G: the shunt 
resistance would have to be, therefore. I of the galvanometer 
resistance. To send of the current through the galvanometer 
the required multiplying power must be 100: putting (G + S)/S 
= 100 we get the required shunt resistance as of the galvano¬ 
meter resistance. Similarly, if S ~ the multiplying power is 

1000. Some galvanometers are supplied with shunt boxes fitted 
with three coils which giye these three multiplying powers 10, 100, 
and 1000. Shunt boxes fitted with coils to give as many as 20 
different multiplying powers can be supplied in some cases. 
Manufacturers can frequently supply separate shunts of various 
values with any particular galvanometer together with 1 he necessary 
“ factors to apply to the scale reading in order to convert the 


I. T. E. 


23 
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deflection to the correct total current value according to the shunt 
being used. These accessories are referred to as range multipliers. 


Example .—circuit contains a battery (i ohm), reflecting galvanometer 
(4 ohms), and other resistances (2 (flims), and the deflection is 100 divisions. 
The galvanometer is then shunted with a 4 ohm coil: what will he the deflection 
assuming it proportional to current? What is the multiplying poxver? 


Case I. If I — current in the galvanometer:— 


I =- 


“ - amperes. 


_ K _ E 

1 _)_ 4 _1- 2 ~ 7 

Case 2. The joint resistance of galvanometer and shunt is (4 x a)I (4 4 - 4) 
— 2 ohms, and the total current therefore is E/(i -f 2 -f 2) = E/5 amperes. 
If I2 be the current in the galvanometer now:— 

S r . . t . 4 . E E 

__ r\f rnhal /^iifrAnr — 

(; 




of total current — 

-h S 4 + 


X 


4 5 

so that if d be the deflection of the galvanometer:— 

d __ 1*2 ^ Ji ^ E ^ 7 . 

100 Jj 10 ‘ 7 10' 

G 4- S 4 ~f~ 4 

4 


amperes, 


d ~r 70 divisions. 


Multiplying power — : 


Note that the insertion of a shunt really reduces the resistance of the 
circuit by an amount G — GS/(G 4 S), i.e. by an amount G — G/m, where 
m — multiplying fjower: this measures the additional resistance which must 
be put in the main circuit to keep the total current tlie same as before. 


The principle of a "universalshunt, which may be employed with any 
galvanometer, will be understood from Fig. 338 {h). With the lever on stud 
I the whole of the shunt coils are employed, and the current in the galvano¬ 


meter is:— 


/ oooo total current, 

Ci 4 10000 


When the lever is moved to stud 10 the 9,000-ohm coil is inserted in the 
galvanometer branch and the shunt employed is of resistance 1,000 ohms; 
the galvanometer current is now 


1000 

(G 4- 9000) + 1000' 


TOGO 

G -4- 10000 


of the total current, 


or -/u of the galvanometer current in the first case. Turning the switch to 
stud 100 will result in a galvanometer current of the first and so on, and 
clearly this is true whatever may be the value of G. 


It has been stated that an ammeter is a low resistance 
instrument. In practice it is put in the circuit through which the 
current to be measured is passing (Fig. 339), and if its resistance 
were high it would reduce the strength of the current to be measured 
and, even more important, would cause a big voltage drop " on 
itself (V = IR) and waste much power (watts — PR). Ammeters 
are therefore invariably fitted with shunts. Such shunts make the 
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total resistance low, and enable large currents to be measured as 
only a safe part goes through the instrument. 

A voltmeter, on the other hand, is a high resistance instrument. 
In practice it is put in parallel with the circuit the P.D. on which 
is to be measured (Fig. 339), and it is easily seen that its resistance 
must be high. Consider a coil of 3 ohms resistance in a circuit 
through which a constant current of 10 amperes is maintained; the 
P.D. at its ends will be 30 volts. Imagine now that a voltmeter of 
only I ohm resistance is joined across the coil; the combined 
resistance of the two in parallel is (3 x i)/(3 + i), ix. | ohm, and 
the P.D. at the ends of the coil is reduced from 30 volts to (10 X f), 
i.c. 7I volts, whereas, had the resistance of the instrument been 
high—say 3000 ohms—the P.D., as the reader will readily perceive, 
would have been practically unaltered by its introduction. Again, 
consider the above instruments joined across mains ke])t at a 



AMMETER 



constant P,D, of 100 volts. The power wasted in the first instrument 
is 10,000 watts (V^/R), and in the second 3J watts; thus, to render 
the power consumption as small as possible, the resistance of the 
voltmeter must clearly have a high value. Voltmeters are therefore 
often fitted with series resistances which not only ensure a high 
resistance, but enable large P.D.s to be dealt with. Thus if the 
series resistance was three times the voltmeter resistance, the 
two could be used for a P.D, four times that for the instrument 
alone, for three-quarters of the total P.D. would be '' used ” on 
the series resistance and only the safe voltage on the instrument. 
Fxprqssed in general terms if V^ be the P.D^. for the voltmeter, 
Rj its resistance, Rg the value of the series resistance, and V^ the 
total P.D. to be measured. 




_ 1^2 +jPlV 

V,. 


V, 
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Examples.—(i) An ammeter of resistance 5 ohms gives a full scale deflection 
when the current is *03 ampere. What resistance must a shunt have to enable 
this ammeter to measure current up to 2 amperes? 

First Method, Since *03 ampere is the greatest current whiclj can be 
allowed to go through the ammeter and the greatest current in the problem 
is 2 amperes, we must use a shunt wliich will take the balance of current, 
viz. 2 — ’03 =- 1*97 ampere. Now:—■ 

Curr. in ammeter _ Res. of shunt ^ . '^3 ^ 

Curr. in shunt ~ Res. of ammeter’ 1-97 3' *' ' ’ 

so that the shunt must have a resi.stance of *076 ohm. 

Second Method, When *03 ampere is going through the ammeter the 
P.D. at its terminals is given by V IR, i.e. it is *03 x 5 = *15 volt, and 
this is also the P.D. at the ends of the shunt. Hence the shunt resistance 
(R V/I) is •15/1-97 ~ -076 ohm. 

Third Method. When *03 ampere goes through the ammeter the total 
current in the circuit is 2 amperes: hence the multiplying potver of the shunt 
must be 2/-03. But the multiplying power is (G - 1 - S)/S; 

- — = —, t.e, 2S *15 ■ • -op; .. b = *076 ohm. 

b *03 

(2) With a P.D. at its terminals of 75 millivolts an instrument gives a full 
scale deflection and passes a current of 15 milliampercs. What series resistance 
must he inserted if the instrument is io he used as a voltmeter reading up to 
15 volts? 

Resistance of instrument — '075/‘Oi5 — 5 ohms. 

I'he maximum current for the instrument is *015 ampere, so tiiat for an 
applied P.D. of 15 volts the total resistance must be 15/^15 — 1000 ohms. 
The in-strument resistance is 5 ohms. Hence a series resistance of jooo — 5 
™ 995 ohms must be u.sod. Or again:— 

V2 K, f R^ . . 15 

V, R, ' •*•075' 5 ^ 

, -075 R, + -375 = 75 ; Rj = 995 ohms. 



CHAPTER XII 

ELECTRICITY AND HEAT 


T he unit of heat generally employed in scientific work—the 
calorie—was deiined on page 278. Now heat is a form of 
energy, and can therefore be measured in terms of the usual 
energy units, ergs, joules, foot-pounds, etc., so that the calorie is 
equivalent to a definite number of each of these units. Joule of 
Manchester and others determined the relationship, and their 
results indicated that i calorie 4*19 X 10’ ergs ~ 4*19 joules. 
Later work by Callendar and Barnes gives 4*184 X 10'^ ergs (at 15° C.). 
The number of units of energy which is equivalent to one calorie is 
referred to as the mechanical equivalent of heat (J): we will assume 
the value 4*18 X 10’ ergs, i.e. 4*18 joules. 


The Laws of Heating Effects of a Current 
(i) By Experiment. —On page 278 it was shown by experiment 
that if a current I amperes flows through a conducting wire of 
resistance R ohms for t seconds, the heat produced is proportional 
to the square of the current, the resistance, and the time, so that 
if H calorics be the heat:— 


H is proportional to PRC H (calories) = kl^Rt, 
where k is a constant still to be determined. Further, since 


R = V/I, where V is the 
P.D in volts at the ends of 
the resistance:— 

H (calories) = hPRt 

kYlt = kWHIR. 

To find k the calorimeter 
of Fig. 269 may be used. 

Join up the apparatus as 
shown in Fig. 340, where A is 
an ammeter to measure the cur¬ 
rent and V a voltmeter joined 
across the coil to give the P.D. 
at its ends. The mass of water 
(say m grammes) in the calori- 
. meter must be known and so 


A.R. 



must the water equivalent (say 


Fig. 340. 
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w grammes) of the calorimeter apparatus (calorimeter, stirrer, coil, thermo¬ 
meter) : the latter is determined by a separate experiment. Pass the current 
(keeping it constant) for a definite time, t seconds, and note the rise in 
temperature (^'^C.), the current (I amperes), and the P.D. (V volts). The 
total heat produced (say H calories) is given by (w + w) But H = kWt \ 

k == H/VB, i.e. A: ~ (m -}- iv) 07^1/, so that k is determined. 

There are several defects in the above simple determination. 
The coil resistance varies with the temperature, so that it is difficult 
to keep both I and V constant: it is not easy to tind the water 
equivalent of the whole apparatus accurately: there are heat losses 
which cannot be accurately estimated. These defects can be largely 
overcome by using Callendar and Barnes continuous flow calorimeter 
(see Textbook on Heat —Archer). Accurate determination gives 
the value of k as *24. Thus when a current of I amperes flows for 
t seconds between two points of a conductor where the P.D. between 
the points is V volts and the resistance R ohms, the heat produced 
in calories (H) is given by the expressions:— 

V2 

Heat in calories ~ H =• *24VI/ -- •24r'^K/ — ... .(i) 

and any of these may be taken as a statement of what is called 
Joule’s Law of the heating effects of currt nts: it is usual to take the 
second, viz. H = •24PR/. 

Again, since one volt lo® e.m. units, we have i e.m. unit 
i/io® volt: hence V e.m. units V/10^ volts. Similarly I e.m. 
current units = lol amperes. Thus if V and I he in e.m. units: — 

H = *24 X (V/io®) X lol X t ^ VB/(4-i8 X lo"^) 

since *24 = 1/4-18. Hence wJieii a current 1 e.m. units flows for 
t seconds between two points of a conductor where the P.D. between 
the points is V e.m. units and the resistance R e.m. units, the heat 
produced in calories (H) is:— 

Ylt _ PRt VH 

^ ~ 4-18 X 10’ 4-i8 X 10^ ^ (4-i8 X kP) R * * * * 

(2) By Considerations of Energy. —We have seen that 
whenever a P.D. exists between two points in a circuit an energy 
transformation occurs between them. In the case of a battery the 
poles of which are joined by an ordinary conductor, the whole of 
the energy supplied by the battery :s transformed into heat partly 
in the battery and partly in the conductor. Should the external 
circuit contain a voltameter or motor, a certain amount of the 
energy is utilised in chemical or mechanical work, the balance again 



Laws of Heating Effects of Currents 


359 


appearing, however, as heat in the circuit. The transformation of 
electrical energy into heat always takes place when a current 
flows through a conductor, and from a consideration of this energy 
the preceding laws of the heating effect can be deduced. We shall, 
in this case, deal first with absolute e.m. units. 

Consider a current-carrying wire; let V denote the P.D. and I 
the current, both in e.m. units, and J^^t t denote the time in seconds 
the current flows. Then (page 285) V ™ energy (in ergs) appearing 
as heat when unit e.m. current flows for one second: VI — energy 

(in ergs) appearing as heat when T e.m. units flow for one second: 
and VI/ = energy (in ergs) appearing as heat when I e.m. units 
flow for t seconds. 

Now the mechanical equivalent of heat is (4-18 X lo"^) ergs per 
calorie; hence if H be the heat in calorics in the case above, 
(4 -i8 X 10’) H ergs will represent the total energy appearing as 
heat in the conductor. Clearly, then, 

(4-i 8 X 10’) H = VI/; H = VI//(4-i8 x 10’), 


so that if V, I, and R are in e.m. units and / in seconds the heat 
(calories) is given by the three expressions in (2) above. 

Again, from our definition of the volt we saw (page 285) that if 
the P.D. in the above case were V volts, the current I amperes, 
and the time of flow / seconds, the work done or energy transformed 
would be VI/ joules, and in this case all the energy appears as heat. 
The mechanical equivalent of heat is 4*18 joules per calorie, so that 
if H calories be the heat, 4*18 H is the equivalent joules. Clearly:— 

4 -i8 H - VI/; .*. H = VI//4-i8, i.e. H - -24 VI/, 


since 1/4*18 — *24. Hence with V, I, and R in volts, amperes, and 
ohms, and / in seconds the heat (calories) is given by (i) above. 

Note that in each case—practical or e.m. units—we can write, 
taking the second expression in illustration:— 


Heat in calories = H === 


PR/ 

“J ' 


where J = mechanical equivalent of heat =4*18 X 10^ (ergs per 
calorie) if I and R are in e.m. units, and = 4*18 (joules per calorie) 
if I and R are in practical units: t = seconds. 


2. Principle of Least Heat 

It should be noted that when a current divides into branch circuits 
(e.g. wires in parallel) it does so in such a way that the heat produced 
is a minimum. This may be shown for a simple case as follows. 
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Consider two wires of resistances and olinis in parallel: 
let the total current be I amperes, and suppose is the portion in 
r, and I2 that in rg. Then:— 

H ■ Heat produced = *24 {^iV^t + 
i.c. H — *24 {IiVj/ ~t' (I - - 
Tf this has a minimum value dViidi^ 0; 

-24 {2I1V 4 - (- i) 2 (1 - Ij) rj} =r.. o; 

/. •48I^r^t *48 (I -- I^) rj, i.e. (1 — TJ u\ 

. ^2 ♦ ^2 

I - rj I2 }\ 

Thus for least late of heat production the current must divide 
inversely as the resistances, and this is how it does divide. 

3. Work Done in the External Circuit other than Heating 

First consider a battery with its poles joined by a simple 
conducting wire. To make our treatment definite we will assume 
practical units: and to avoid the frequent writing of t we will 
assume ^ = i sc'cond. Let the battery ICM.F. b(‘ E volts, the total 
resistance (external + internal) R ohms, and the current I amperes. 
By the action of the battery a quantity of electricity I coulombs 
is, in one second, raised in potential to the extent E volts, and 
therefore the energy supplied by the battery per second is El 
joules [i.e, the power is El watts). The battery supplies this 
energy per second at the expense of the chemical energy of th(" 
materials consumed in it: as already stated the chemical action in 
the battery is such that the products of the action possess less 
chemical energy than the materials from which they are produced, 
and the diherence is the electrical energy supplied. 

In the simple case considered this energy is all transformed into 
heat in the circuit (some outside, some inside), and the energy 
appearing as heat is PR joules per second. Hence El = PR; 

I = E/R, and E = IR. 

Now suppose the external circuit contains a voltameter or 
motor so that some of the energy is devoted to other work— 
chemical or mechanical—in this outside appliance. The appliance 
has a certain resistance, so that we will now call the total resistance 
R, and the current Ij. Let w joules be the energy devoted to this 
additional work every second. I^^Rj joules per second appear as 
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heat in the circuit. EI^ joules per second are produced by the 
battery. Hence:— 

EIi = Ii^Ri+«'; .-. E-.I,R, + ^ .(3) 

But IjRi the product of the total current and the total resistance 
in the circuit is, by Ohm’s law, the effective E.M.F. in the circuit: 
denoting this by E' we have:— 

E - E' + wll, E' -h /. E' -- E -- 


where we are writing e for w Thus in cases where there is work 
other than the generation of heat, the effective or resultant E.M.F. 
(E') is less than the actual F 3 .M.F. (E) of the battery by an amount 
e, where e w/l^ ; in other words, there is a back E.M.F., e, and 
the actual current (Ii) is given by the expression 


I, 



JC - f 

“r“ 


( 4 ) 


if now we write the usual 1 and R for total current and resistance. 
If ^ then e -- o and I -- E/R. 

Again, since e ^ w/l we have w ^ el; iha.i is the energy in 
joules expended per second [or the power in waits) in additional work, 
i.e. other than the generation of heat, is given by the product of the 
hack E.M.jp. and the current strength. 


Example. —A copper sulphate vat has a resistance of *014 ohm and a 
polarisation or hack E.M.F, of *3 volt. The total current required for the proper 
working of the vat is 1000 amperes. Find the total watts supplied to the vat. 

Watts spent in heat in the vat — IV ~ (looo- x *014) 

Watts expended in chemical work = el (-3 x 1000); 

Total watts supplied to the vat = (looo^ x *01 -f (*3 x 1000) 

“ 1^300 watts. 

Further details about the back E.lNI.F.’s which occur in electro¬ 
lysis are given in Chapter XIII. 


4. Rise in Temperature of Conductors 

Joule’s law refers to the heat produced in a conductor, and 
though the rise in temperature depends on the heat, other factors 
exert an influence. If equal amounts of heat were given to two 
wires, A and B, of the same material, A being short and thin, 
B long and thick, the rise in temperature of A would be greater 
than that of B, since the mass to be raised in temperature is 
smaller in A than in B. Again, each wire would be losing heat by 
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radiation, etc., from its surface; experiment shows that, other 
things being the same, the greater the surface area the greater is 
this loss, and, further, the rate of loss of heat is affected by the 
nature of the surrounding gas and its pressure, and by the character 
of the surface, black bodies, for example, emitting radiation more 
freely than while or transparent ones. 

Yet another factor, the capacity for heat of the material, exerts 
an influence; thus, if the same current flows through equal pieces 
of platinum and copper the heat developed in the former is about 
seven times that in the latter, since the resistivity of platinum is 
about seven times that of copper (annealed in both cases), but the 
initial rate of rise in temperature as compared with the copper is 
greater than would be anticipated, for its capacity for heat is only 
about three-lifths that of copper. 

Consider a wire through which a current is flowing. The 
production of heat is accompanied by a rise in temperature until 
finally a steady condition is reached when the heat lost per second 
{hy radiation, conduction, and convection) is exactly equal to the heat 
gained per second. Assuming Newton’s Law of Cooling, if T° C. be 
the elevation of temperature of the wire above the enclosure, the 
heat lost per second is proportional to and it is proportional 
also to the surface area of the wire. If d cm. be the diameter of 
the wire its circumference is ird cm., and if I cm. be its length its 
surface area is irdl sq. cm.; hence— 

Heat lost per second or TTdlli ~ andlT calories, 

where a denotes the emissivity of the material, i.e, the heat (in 
calories) lost in one second from unit area when the temperature 
difference between the body and the enclosure is C. 

Again, if I be the current in amperes and R the resistance of the 
wire in ohms. 


Heat gained per second = •24PR calories; 
andlT = •24PR, i,e. andlT = • 24 PS//(. 7854 ^?^), 


where S is the resistivity of the material; reducing this we get:— 


T = 


1^97 

a 



(5) 


Strictly the formula applies only to bare conductors. From it 
we see that: (i) With a given current the elevation of temperature 
above that of the enclosure does not depend on the length of the 
wire. (2) For the same current the elevation of temperature is 
directly proportional to the resistivity and inversely proportional 
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to the cube of the diameter (hence the high temperature of very 
thin wires). (3) The elevation of temperature is proportional to 
the square of the current. 


(a) From the above formula for the temperature elevation T° C. we get:— 


•097S' 


1 


/ Ta 
V *0978’ 


an expression from wliich, knowing the values of d, a, and S for any conductor 
and the maximum temperature (and therefore T°) which it can be allowed to 
attain, the maximum permissible current for that conductor can be calculated. 
In practice, however, this formula is only very approximate for other factors 
have to be considered. 


(h) In practical electrical work, the term carrying capacity of a conductor 
refers to the greatest current which can be allowed to flow through it without 
heating it so much that there is risk of the insulation being damaged, or 
fire risk. It is clear that a thick wire can safely carry a greater current than 
a thin one, for the thick one has less resistance and a bigger surface area from 
which it can lose heat. The kind of insulation on the wire—how it conducts 
heat, and what temperature rise it can stand—naturally influences the 
decision as to what is the safe current ” for a wire. Some years ago current 
at the rate of 1000 amperes per square inch cross-section for insulated copper 
cable was regarded (in practical work) as a general rule, but to-day the carrying 
capacity is generally taken to be as given in the carefully estimated tables 
issued by the Institution of Electrical Engineers. These tables are based on 
an allowable temperature rise of 20° F. (ii-i°C.) for vulcanised rubber- 
insulated cables, 50° F. (27*7^0.) for impregnated paper insulated cables, 
and 100° F. ( 55 ' 5 ° C.) for bare copper. 

(c) Fuses are wires or strips of material the melting points and dimensions 
of which are such that when placed in a circuit they melt and break the 
circuit if the current exceeds a certain allowable value. Tin, lead, alloy of 
tin and lead, strip zinc, copper, and aluminium are some of the materials 
used as fuses. For currents up to 20 amperes tin or tin-lead alloy (63 per 
cent, tin, 37 per cent, lead) are largely used: copper is suitable where large 
currents are employed. Aluminium is not very satisfactory. 


5. The Incandescent Electric Lamp 

When a body (of sufficiently high melting point—say a platinum 
wire) is raised to a high temperature, some of the radiation from it 
falls within the range we term ''light'': this range comprises 
radiation of wave-lengths from -00075 mm. (red) to *00039 
(violet), i»e. frequencies from, say, 4 x 10^^ to 8 x lo^^ approxi¬ 
mately.* When such a body is heated t|ie first colour a dull red 
appears at about 525° C. This turns to cherry colour at Soo'^ C., 

1? — Velocity 3X10^® (cm. per sec.) 

♦Frequency — Wave length “ ~Wave length (cmT) ‘ 
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and to a bright cherry at 1000"^ C. Bright orange appears at 1200® C., 
whitish at 1300° C., and dazzling white at 1500° C. and above. 

To use such a device as a fine wire heated by a current for 
lighting purposes, the first condition then is that the material 
must have a high melting point to withstand the high temperature 
necessary for a good light to be produced: one reason that platinum 
does not make a practical lamp is that the temperature at which 
it gives out a really good light is too near its melting point. A 
second condition is that the thin wire must not be in contact with 
air (or other medium from which it can get oxygen) or it will soon 
become oxidised and burn out. 

The earliest practical incandescent electric lamp consisted of a 
thin carbon filament in an evacuated glass globe. It was invented 
practically at the same time by Edison in America 
and Swan in England (about 1878-1880) but their 
methods of making the filament differed. The 
carbon filament lamp only gave a yeljowish light, 
and its power consumption was fairly high (21 to 
4 watts per candle-power—see below). Another 
drawback was that the carbon at the high tem¬ 
perature tended, rather readily, to vaporise, which 
resulted in a weakening of the filament and a 
black deposit on the glass which cut off light. 
To-day, the material almost universally used is 
tungsten in the form of a thin filament, and 
there are two main t5/pes of these lamps, viz. 
the vacuum lamp and the gas-filled lamp. The 

Fig. 341. melting point of tungsten is about 3600^0.: 

vacuum lamps are run at about 2100° C., but 
gas-filled lamps are run at a higher temperature—about 2700° C. 

A vacuum lamp is shown "in Fig. 341. The lead-in wires to the 
filament consist of an alloy of nickel and iron, thinly copper-plated 
and with a coating of borate. The expansion of such lead-ins is 
the same as that of the glass, so that the result is a vacuum-tight 
joint with no cracking of the glass due to heating and cooling. 
In operation the tungsten filament disintegrates, thus weakening 
the filament and producing the “ blackening seen in old lamps. 
Usually, when a lamp has been in use for about 1000 hours, some 
20 per cent, of its light-output will have been cut off. The power- 
consumption is about I*I watts per candle-po^er. (See below.) 

The disintegration difficulty is overcome to a great extent in 
the gas-filled lamp, in which the bulb is filled with an inert gas— 
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generally argon with traces of nitrogen. The filament does not 
oxidise for there is no oxygen, whilst the disint('gration of the 
tungsten is much less in tlie gas than in a vacuum: hence the 
filament can be run at a higher temperature giving a much better 
light. Against this, however, there is the fact that in a gas 
convection currents are set up which carry away heat from the 
filament thus tending to lower its temperature. This is reduced 
by having the filament in the form of a close spiral suspended from 
a ring of radial arms in one horizontal plane (Fig. 342): thus only 
the external surface of the helix is exposed to any extent to the 
cooling action of the gas. Finally the bulb has a long neck, and 
the tendency is for any disintc'gration jiarticles to be carried by 
the convection currents upwards into the neck, 
where no useful light is required to pass out. 

The power con3um]'>t ion of the gas-filled lamp 
(larger sizes) is about -5 to ‘6 watt jier candle- 
jiower (see below). 

The idea of the coiled filament of the gas- 
filled lamp is extended in the coiled-coil filament 
where the single spiral is itsell coiled into a 
second spiral (Fig. 343). ThCvSe lamps, if of 
the 230 volt type, give 15 to 20 per cent, more 
light (for the same power consumption): for 
115 volt lamps the gain is less. 

The light output of an incandescent lamp 
varies very much, with small variations of 
potential difference across the terminals. If a 
lamp be run at a higher voltage than its Fui. 342. 
normal its light output is certainly much 
increased, and so is its efficiency (Art. 8), but its “life'' is con¬ 
siderably shortened; a 5 per cent, increase in voltage increases the 
candle-power by about 25 per cent., but it halves the lamp life. 

It should be noted that even the best lamps only radiate from 5 to 10 per 
cent, of their energy in the form of light. Incandescent lamps arc generally 
arranged in parallel on main.s kept at a constant P.D. 

Use has been made above of the expression “ candle-power in 
connexion with the emission of light by a lamp. The intensity or 
luminous intensity of a lamp in any direction really refers to the light 
energy it sends out in one second in that direction (see Art. 7), and in 
practice this intensity is estimated by the lamp's power of producing 
brightness in that direction: two lamps, for example, which, 
when placed in turn at the same distance from a given screen, 
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cause it to appear equally bright, are regarded as having the same 
luminous intensity in that direction, and are said to be of the 
same candle-power (c.p.). The name candle-power originally 
referred to what was known as the British Standard Candle. This 
was a sperm candle I inch diameter, weighing pound, and burning 

120 grains per hour, and it was used 
as the standard for the comparison and 
measurement of other light sources, its 
luminous intensity in any direction being 
called one candle-power. 

A candle of any kind is not an ideal thing 
to use as a working standard for testing 
purposes, and substitutes for it were proposed 
and used, hut these working suhsiiiutes were all 
stated to be, themselves, of so many candle-power. 
A standard used in this country is the Vernon- 
IJarcouri Pentane Lamp: it burns a mixture of air and pentane vapour and 
is taken to have an intensity of 10 c.p., so that a lamp is of i c.p. if its light 
intensity is equal to one-tenth of that of the pentane lamp. There were 
other practical standards, but all these “ flame lamps " have now been 
abandoned as practical working standards and an international candle-power 
has been agreed upon between the chief National Standardising Bodies, 
and the standard lamps now used are 
certain special tungsten incandescent 
electric lamps kept at the National 
Physical Laboratory. 

A lamp does not give out light 
equally in all directions: thus a 
vacuum metal filament lamp sends 
out light fairly equally in direc¬ 
tions at right angles to the axis 
of the lamp (Fig. 344), but little 
in the direction of the axis; and 
it is clear that, owing to the shape 
and arrangement of the filament 
of a gas-filled metal lamp, it cannot 
send out equally in all directions. 

Strictly, then, in stating in general 
or comparative terms the candle-powers of lamps, what is called 
the mean spherical candle-power (M.S.C.P.) should be used: this 
is the mean of the candle-powers in all directions from the centre 
of the light. Curves such as Fig. 344 which give the c.p. in various 
directions are referred to as light distribution curves. 




Ficx. 343. 
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6. Illumination on a Surface 

The illumination at a point on a surface is measured hy the amount 
of light (i.e. luminous energy) falling in one second on unit area round 
about the point. (Note particularly that it is the amount falling on 
unit area per second.) The laws relating to this arc:— {a) The 
illumination on a surface varies directly as the luminous intensity, 
i.e. as the candle-power of the lamp, (b) The illumination varies 
inversely as the square of the distance of the surface from the 
lamp, (c) If the light does not fall normally on the surface the 
illumination varies directly as the cosine of the angle of incidence 
(say 6 °) of the light. For simplicity in what follows we will assume 
the light falls normally { 9 "^ ™ 0°; cos ^ i). It should be 

noted that law (b) is strictly true only for a point source, but it 
may be assumed true if the source is small com])ared with its 
distance: law (b) does not apply to a parallel beam of light. 

Combining laws (a) and (b) above, if E — the illumination on a 
screen due to a source of light of candle-power cp at a distance, 
say, d ft. (we will use British units here—i ft. and i sq. ft.), the 
light falling normally, we can write E is proportional to cpjd^ or 
E = A {cpid^) where ^ is a constant. And if we choose our unit of 
illumination so that when cp = 1 and d == 1 it., the illumination 
E = I, then k is unity and we have:— 

cP 

E = Illumination on screen == A .(6) 

The British unit of illumination referred to is called the foot- 
candle which is therefore defined as the illumination produced 
by a light source of one candle-power at a distance of one foot, 
the light falling normally. The international unit (i metre and i sq. 
metre) is the lux which is the illumination produced by a source 
of one candle-power at a distance of one metre. 

Note that the “ iJlumination ” on a surface does not depend on the nature 
of the surface, but the “ brightness ” does: the latter depends on how much 
of the incident light the surface reflects, i.e. it depends on illumination and 
coefficient of reflection, 

7. Luminous Intensity of a Lamp 

The expression '' luminous intensity of a source of light in any 
direction really refers to the light energy it emits per second in that 
direction: strictly it is the light energy emitted per second along 
a unit solid angle in that direction. The method of measuring solid 
angles and the meaning of unit solid angle were explained on page 81. 
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In practice, as we have seen, the unit in terms of which we 
measure the intensities of lights in various directions is an arbitrary 
one called the candle-power, this being the luminous intensity of 
the British standard candle or yV intensity of the pentane 

standard lamp. We have also seen (Art. 9) that if E be the 
illumination on a screen due to a source of light of candle-power 
(c.p.) at distance d, then ~ E, and if d ^ we have 

(c.p.) ~ E. Hence we can say that the luminous intensity of a 
source of light is represented numerically by the illumination it 
produces on a screen ai unit distance, the light falling normally. 

The International Committee dealing with these matters 
recommended a few years ago that the unit for the measurement of 
the light energy or luminous energy given oid by a source of light per 
second be taken to be the lumen, as it was called. It is usual to call 
the total luminous energy (say Q) emitted by a source of light in one 
second the flux of light, and this unit of light flux—the lumen—is 
defined as the flux of light (light energy per second) which falls on 
unit area of a screen when the illumination is unity. The length 
unit we are using is the foot (British System) and the illumination 
unit the foot-candle, so that a lumen is the light flux which falls on 
one square foot of a, screen when its illumination is one foot-candle. 
Put another way, if a standard candle be at the centre of a sphere 
of I ft. radius the flux of light (light energy per second) on each 
sq. ft. of surface is i lumen. 

Consider a luminous point P sending out light equally in all 
directions, and imagine a sphere of radius d ft. surrounding, P, the 
latter being at the centre. Let Q be the total light energy given 
out by P in one second, i.e. Q is the flux of light in lumens. The 
uniform illumination (foot-candles) of the sphere is Q/47rc^^, for this 
is the luminous energy falling on unit area (i sq. ft.) of the sphere 
in one second. But the illumination is c.p./^^^foot-candles:— 




i.e. c.p. — 


Q. 

477" 


Q = (c.p.)- 


We thus have that the total luminous energy given out per secoiM 
by a source having an intensity of i c.p. in every direction (i 
spherical candle) is 477 lumens, and for other light sources 

Total flux of light = (477 x M.S.C.P.) lumens.(7) 

Methods of determining the luminous intensity (c.p. and lumens) 
of lamps are dealt with on page 452. Note that the lumen-hour is 
the total quantity emitted in one hour when the flux is one lumen. 
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8. Luminous Efficiency of a Lamp 

An expression often met with is the efficiency or luminous 
efficiency of a lamp. It is still often defined thus— 

, . . Candle-power of lamp 

Luminous emciency — „r -TT-“ t — i1 .(^) 

Watts absorbed by lamp 

i.e. as the candle-power emitted per watt absorbed. It is not a bad 
definition although not scientifically perfect, but in modern practice 
the luminous efficiency is defined thus— 

^ „ . Lumens output of lamp , , 

Luminous etf>aency = WattTabsorbcd by lamp. 

i.e. as the light energy in lumens emitted per xmtt absorbed. 

Thus taking the power consumption of the gas-filled tungsten 
lamp to be as given on page 365, viz. say -6 watt per candle (spherical 
candle), the luminous efficiency of the lamp would be i/*6 = 1*6 
c.p. per watt = (47r x i-6) — 20-1 lumens per watt. General 
efficiency values may be given as follows:— 

Carbon filament: •22--36 c.p. per watt ~ 2-8-4*5 lumens per watt. 

Tungsten {Vacuum): -557-675 c.p. per watt = 7-8-5 lumens per watt. 

Tungsten {Gas) : 1-1-2 c.p. per watt — 13*8-25 lumens per watt. 

9. Electric Arc Lamps 

If two carbon rods in contact, end to end, form part of a 
continuous current circuit at a P.D. of about 50 volts, and if when 
the current is flowing the carbons be drawn apart to a distance of 

or ] inch, a lunynous “arc” will be formed between them, the 
arc forming a conducting path from one carbon to the other. 
After a time the ends of the 
carbons become luminous, and 
more so than the arc; about 
85 per cent, of the light is due 
to the positive carbon, 10 per 
cent, to the negative, and 5 
per cent, to the arc. The 
positive carbon assumes a 
crater-like form (Fig. 345), the 
temperature of which is from 
3500° to 4000° C.; the end of 
the negative becomesgradually 
pointed, incandescent matter 

being carried to it from the Fig. 345. 
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positive, and its temj)erature is about 2500*^ C. (Arc lamps for A.C. 
currents are also in use: both carbons of these become pointed.) 

Modem theory indicates that when the carbons are separated 
the negative carbon emits a stream of electrons, the space b(‘irig 
rendered conducting owing to ionisation of the air at the liigli 
temperature: conduction is thus effected by electrons moving in 
the direction negative carbon to positive carbon, and positive ions 
moving in the opposite direction. The bombarding of the positive 
carbon by the electrons and the impact of the positive ions at the 
negative carbon cause considerable heat, but the electrons having 
a much smaller mass than the ions move with a greater velocity, 
and produce more heat (and light) at the positive carbon than 
the ions do at the negative carbon. 

The P.D. (V) necessary to maintain an arc was found to be 
given by a relation of the following type:— 

V ~ + 6L d- ^ volts 

where a, b, d, e are constants, L the length of the arc in mrn., and 
I the current in amperes. From this it follows that an increase in 
the current I causes a decrease in the voltage if the length of the arc L 
remains the same. This curious fact should be noted. It is due 
to the cross-section of the arc increasing and thus lowering the 
resistance in a greater ratio than the increase of current. 

The c.p. of the arc lamp was high in certain directions (of the 
order 1000 +) and the power consumption was of the order *5 to 
•8 watt per candle, but complicated devices were necessary to start 
the arc and keep it at the correct length, and there was the trouble 
of renewing carbons: thus they are now obsolete as sources of 
illumination though still used in projection lanterns, searchlights, 
cinematograph work, arc furnaces, and in arc welding. A modified 
form—the flame arc lamp —has a limited u.se in lighting. 

10. Gas Discharge Lamps 

Under ordinary conditions air and other gases are insulators, 
but when rarefied they become poorer insulators and under certain 
conditions an electric discharge can be made to pass through them. 
Moreover, this discharge is accompanied by the emission of light, 
and thus is utilised in the construction of electric discharge lamps. 

„ One of the most familiar is the neon lamp or neon tube largely 
used for advertising purposes. Thtiy consist of long tubes 
(sometimes shaped into letters) closed at the ends and with an 
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iron electrode at each end, and they contain rarefied neon. Wlien 
joined to an electric supply at high pressure an electric discharge 
passes through the tube, the whole tube glowing with a rich red- 
orange light. It takes a much greater P.D. to start or strike ** 
the discharge than it does to keep it going once it is started. Thus 
a 10 ft. neon tube needs a '' striking voltage of about 3200 volts, 
but, once started, 1500 volts will keep it going: it is usual, therefore, 
to run them on A.C. circuits. In addition, the larger the discharge 
current the lower the voltage across the tube. This behaviour is, 
of course, similar to that of the ordinary arc, and, as already men¬ 
tioned, is due to the fact that the discharge is its own conductor: 
the tube thus has a negative resistance characteristic,'' and in 
order to prevent an excessive flow of current destroying the tube 
an inductance " as it is called (termed a choke) is always connected 
in series with them; this will be explained later (Chapter XVI.). 

The light of the neon lamp penetrates fog very well, and they 
are much used in aerodrome beacons for the guidance of aircraft. 
They are not suitable for general illumination, partly on account of 
the colour, and partly on account of the low candle-power per foot 
run which can be obtained from them. Different shades of colour 
can be obtained by using different coloured tubes, and such lamps 
are being used for illumination. Different coloured lights are also 
obtained by using different gases or a mixture of gases and vapours. 
Thus mercury vapour gives a distinct blue (it also sends out 
ultra-violet rays). A usual type employs mercury vapour and neon 
giving a bluish-white light; if these be used in a yellow uranium 
glass tube the light is green. 

Why the discharge in a rarefied gas is luminous has already been briefly 
referred to, and further details are given in CJiaptcr XIX. The rarefied gas 
in the tube under tlie big P.D. is ionised (page 130). In the subsequent 
movement of the positive ions and electrons in the tube numerous collisions 
will take place with gas particles, in .some cases re.su 1 ting in further electrons 
being ejected from atoms and in other cases positive ions joining up with 
electrons and becoming temporarily neutral again. These two processes 
ionisation and recombination arc constantly going on. Now in ionisation work 
is done, i.e. energy is absorbed, and when recombination takes place this 
energy is given out, i.e. there is a radiation given off, and some of this radiation 
comes within the radiation wc call light. The " kind " of light (i.e, the colour) 
depends on the kind ” of radiation, and this depends on the kind ” of 
ions recombining, i.e. depends on the nature of the gas; thus recombining 
mercury vapour ions result in one kind of radiation and therefore one colour, 
recombining neon ions in another colour, and so on. Thus it is that whilst 
the radiation from a hot body gives a continuous spectrum, that of a luminous 
and ionised gas gives a line (or a band) spectrum. 
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The latest t^^pe of discharge lamp is known as the hot electrode 
discharge lamp, which has been developed for lighting purposes. 
The electrodes of these lamps are rods or filaments which are them¬ 
selves incandescent. Now a hot filament in a vacuum or rarefied 
gas ejects electrons itself and these, by collisions, assist in the 
ionisation of th(‘ rarefied gas. In these lamps, then, much larger 



tube currents are used which results in higher 
candle-powers and lower striking and working volt¬ 
ages : they are largely used for street lighting, factory 
lighting, etc. Fig. 346 shows one form—the Osira 
lamp (G.E.C.). There are two cylindrical bulbs, one 
inside the other, the space between them being a 
vacuum. The inner bulb contains rarefied gases 
and a trace of mercury, and the two electrodes are 
rods of alkaline earth oxides. When the voltage is 
applied a discharge takes place, and as the bulb 
warms up the mercury is volatilised. The discharge 
then contracts into a narrow column stretcliing from 
one electrode to the other. The radiation is deficient 
in red, but the efficiency is from 2 to 3 times that 
of the gas-filled incandescent lamp. Their voltage 
(A.C.) is 200-260. Other types are on the market. 

II. Electric Heating 

Electric heaters usually consist of high resistance 
wire wound in a spiral and mounted on an insulating 
lire-clay base. It is essential that the wire should 
not oxidise very much when hot, for if the oxide 
penetrates deeply the wire burns out. To ensure 
this wires of special alloys are employed. A favourite 
one is Dullray ” (its trade name) which consists 
of about 63 pel cent, iron, 34 per cent, nickel, and 
3 per cent, chromium: its temperature range is up 
to 200° C. “ Glowray " (20 per cent, iron, 65 per 
cent, nickel, 15 per cent, chromium) has a range up 


to 850^ C. Other alloys are also used. Some heaters employ rods 


made of non-metallic compounds with carbon. 


Steel hardenirtg, annealing, and enamelling are often done by electrical 
methods, in “ resistance furnaces." 

In resistance welding the two metals to be welded are clamped together 
and a very strong current is passed across the contact surfaces. The heat 
produced raises the junction to a white lieat, so that on further increasing* 
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live clamping pressure the two metals are joined together. In spot welding 
(which is supplanting rivet ting), the overlapping metals are clamped into 
close contact, a metal rod is pressed against each side, and a heavy current 
is passed from one rod to the other. The heat produced causes the plates to 
join at the contact area in line with the tips of the rods. 

In one method of arc welding an arc is struck between the material to be 
welded and an electrode in the form of a rod of the same material, this rod 
being the anode, 'rhc heat of the arc raises the temperature of the part 
up to a welding heat thus resulting in a “ join,” and at the same dime the 
end of the rod electrode melts and is deposited in the join. In arc furnaces 
the heat is produced by an electric arc in the furnace: they are used for 
the extraction of metals from 
their ores, production of alloys, 
the fixation of atmospheric nitro¬ 
gen in the production of soil 
fertilizers, etc. 


Hot-Wire Ammeters and 
Voltmeters 

The Qssaniidilprinciple only 
of a well-known type will be 
gathered from Fig. 347. The 
current passes through a 
stretched platinum-silver wire 
AB. To the middle of this 
is attached a filament which 
passes over a pulley p and is 
then fastened to a spring S. 

The axle of the pulley also 
carries the pointer P which 
moves over the scale. When current passes the wire is heated and 
expands, and the “ slack ” is immediately taken up by vS which 
pulls the filament, rotates the pulley, and moves the pointer over 
the scale, which is graduated to give the current in amperes, etc. 
(or the pressure in volts, etc., as the case may be). Mounted on 
the axle there is also an aluminium disc (not shown) which, when 
the pointer is deflected, moves between the poles of a small magnet, 
thus making the instrument dead beat (induced currents in the 
disc). The voltmeters are similar to the ammeters but are fitted 
with series resistances in place of shunts. They can be used for 
A.C. as well as D.C., for the heat is proportional to the square of 
the current and does not depend on current direction. 


AMMETER SHUNT 




CHAPTER XIII 

ELECTRICITY AND CHEMISTRY 


S olutions and substances in the liquid state, except metals, 
are in general either non-conductors, e.g, certain oils, a sugar 
solution, or they conduct hut at the same time are decomposed 
by the passage of the current through them: the latter type are 
known as electrolytes (pages 21, 130, 274), and it is with them we are 
mainly concerned in this chapter. 

/ 

^ Faraday's Laws of Electrolysis 

Based on the results of many experiments, Faraday in 1833 
stated the following laws relating to electrolysis:— 

(i) For any given substance, the mass liberated, removed, or 
deposited at an electrode is proportional to the quantity of electricity 
which passes. 

(2) The mass of any substance liberated, removed, or deposited 
by a given quantity of electricity is proportional to the chemical 
equivalent of the substance. 

The first law was given on pages 282-4: thus with the usual 
notation, if w grm. be the mass liberated:— 

w ox 10 oclt or z£’ -- zlt, 

where z = a constant = the electro-chemical equivalent. 

Coming to the second law, suppose a current be passed through 
four voltameters in series containing respectively acidulated water 
and solutions of copper sulphate, silver nitrate, and hydrochloric 
acid. The atomic wdghts of oxygon, hydrogen, copper, silver, and 
chlorine are 16, i-oo8, 63*57, ^07*88, and 35*457 respectively, and 
the valencies are 2, i, 2 (cupric), i, i, so that the chemical equiva¬ 
lents are 8, i*oo8, 31*78, 107*88, and 35*457. if the current 

were passed until i*oo8 milligrammes, say, of hydrogen were 
liberated, in the first and fourth voltameters, about 8 mgrm, of 
oxygen, 3178 mgrm. of copper, 107*88 mgrm. of silver, and 35*457 
mgrm. of chlorine would be liberated in the other voltameters. 

Again, the electro-chemical equivalent of hydrogen, i,e. the 
mass of it liberated when i coulomb passes, is *000010446 grm. 
One gram-equivalent of hydrogen, ix, the number of grammes 
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numerically equal to the chemical equivalent, is i*oo8 grm. Hence 
the number of coulombs which will pass to liberate i-oo8 grm. of 
hydrogen or one grarn-equivalent is evidently i*oo8/-ooooi0446 
= 96496 coulombs. (The figure 96500 is accepted as sufficiently 
accurate.) By the second law this same quantity will pass to 
liberate 8 grm. of oxygen, 107*88 grm. of silver, and so on, and 
these masses in grammes are the respective gram-equivalents. 
Hence 96500 coulombs will have passed if one gram-equivalent^of 
any substance has been liberated. This quantity of electricity, 
96,500 coulombs (9650 e.m. units), is called a faraday. 

It was early surmised from the preceding laws that the electricity 
was actually “ carried ” through the electrolyte by the materials them¬ 
selves which appeared at the electrodes —that the current was carried 
by the atoms or groups of atoms derived from the electrolysis, such 
atoms or groups being charged, some positively, some negatively. 
Faraday called these charged atoms or groups ions (wanderers). 

Now the number of atoms in one gram-equivalent of hydrogen 
may be takeni to be about 6*o6 x I0^‘^ and a liberation of this 
amount of hydrogen in electrolysis means a passage of 96,500 
coulombs. If, then, the charge is carried by the hydrogen atoms 
(strictly, ions as we are now supposing them charged), it follows 
that each hydrogen ion carries a charge 96500/(6*06 x 10^®) 
= 1*59 X io~^® coulomb = 1*59 x 10““^® e.m. unit = 4*77 x io~^® 
e.s. unit (see again page 160). It is important to note that this is 
numerically the same as the charge of an electron —the unit charge 
referrred to on pages 6, 266. 

Further, in the case of any univalent substance the number 
giving the chemical equivalent is the same as the number giving 
the atomic weight, so that the gram-equivalents of aU univalent 
substances contain the same number of atoms. But the gram- 
equivalent carries 96,500 coulombs in each case: hence the charge 
carried by all univalent ions is numerically equal to the unit electron- 
charge 1*59 X io~i® coulomb. 

Take now the case of a bivalent substance, say copper. Its 
atomic weight is 63*57, so that 63*57 grm. of it will contain the same 
number of atoms as i*oo8 grm. of hydrogen. Its chemical equiva¬ 
lent is, how^ever, half its atomic weight, i.e, the gram-equivalent is 
31*78 grm. The gram-equivalent of copper carries the same charge 
as the gram-equivalent of hydrogen (96,500 coulombs), but it only 
contains half the number of atoms, so that each (charged) copper 
atom (ion) must carry double the charge that the (charged) hydrogen 
atom (ion) carries. Thus the charge carried by a bivalent ion is 
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numerically equal to two unit electron*charges, i.e, 2 (1-59 X 
coulomb. Similarly a iervalent ton carries three unit charges, and 
so on. Clearly, the number of unit charges carried by an ion of a 
substance is the same as its valency number. 

Remember tliat H‘, for example, denotes a hydrogen ion with a unit 
positive charge (i.e. the It atom has lost one electron): SO4 “" denotes a 
sulphate ion with two unit negative charges (i.e. the SO4 has gained two 
electrons), and so on. 


2. The Modern (Dissociation) Theory of Electrolysis 

It has been noted that the ordinary types of chemical change 
consist in the transfer or sharing of valency electrons between two 
or more atoms, and the student should again read page 12, which 
deals with this. Thus sodium combines readily with chlorine to 
form the compound sodium chloride or common salt (a “ molecule " 

of which has the symbol NaCl), 
and in the combination the 
.sodium atom's single outer 
electron passes over to the 
chlorine atom so that both 
become ions, the Na positive 
and the Cl negative, and the 
“ combination ” is maintained 
by the electrostatic attraction 
between the oppositely charged 
ions. (This was diagrammati- 
cally indicated in Fig. 6: see also Fig. 348.) Compounds formed 
in this way are* spoken of as betero-polar compounds. 

But a point may be noted about this combination to form sodium chloride. 
Many atoms when they combine to form compounds do certainly form single 
" molecules ” which exist separately. In the case, however, of sodium and 
chlorine combined in the solid state as sodium chloride, Sl crystal strzicture 
results in which all the ions of sodium ( + ) are bound to all the ions of chlorine 
(—) to form a symmetrical three dimension “ space-lattice this orderly 
arrangement of the sodium and chlorine ions is indicated in Fig. 349 (black 
dots = chlorine: white dots ~ sodium). Thus there are no “ molecules ’* of 
sodium chloride as such in the solid, but ions of sodium and chlorine built up 
into a cubical lattice. Similar remarks apply to other compounds of the 
hetero-polar type when in the solid state. All this is a detail at present but it is 
worth noting. The positive ions in a metal also form a lattice structure 
(page 129), the "free*' electrons drifting through the avenues between 
the positive ions when current flows. 



OUTER SHELL OUTER SHELL 

OF SODIUM ATOM OF FLUORINE ATOM 
Fig. 348. Sodium atom (electrons i, 
8, i) combining with fluorine atom 
(2, 7) to form sodium fluoride 
((2. 8) (2, 8)). 
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Many compounds, especially organic, are not formed by the 
transfer of electrons as indicated above, but by the sharing of 
electrons between the combining atoms. The case of a chlorine 
molecule (Clg) also formed in this way was pictured in Fig. 7. 

Now returning to our sodium chloride, when this is dissolved in 
water some of it is immediately ‘‘ dissociated or ionised,*' or 
split up into sodium ions which have a unit positive charge and 
chlorine ions which have a unit negative charge, these two sets of 
ions being now able to move about independently in the liquid. 
This dissociation is caused by the electrical forces due to the water's 
charged groups neutralising the forces by which the Na and Cl ions 
are held together in the solid substance. It is reasonable to 
surmise that this may be possible 
since the force of attraction 
between two charges is reduced 
to i/K of its value in air if they 
are put into a medium of di¬ 
electric constant K (page 160), 
and the dielectric constant of 
water is very high, viz. 80— 
hence the lessening of the forces 
binding the Na and Cl ions 
together. Such dissociation 
renders the solutions conduct¬ 
ing and they are electrolytes. 

Electrolytes are classified into 
add, alkali, and salt electrolytes. 

Substances, which when dissolved in 
water dissociate and produce hydro¬ 
gen ions arc known as acids: thus sulpliuric acid (llaSO^) dissociates into two 
hydrogen ions each with a unit positive charge and one sulphate ion or 
sulphion with two unit negative charges, viz. IIaS04^ 2 -f SO4—. Sub¬ 

stances which dissociate and produce hydroxyl or OH ions are alkalis: thus 
caustic soda (NaOH) dissociates into a sodium ion with a unit positive charge 
and a hydroxyl ion with a unit negative charge, viz. NaOH ^ Na + -f OH“. 
Substances which produce neither hydrogen nor hydroxyl ions are salt electro¬ 
lytes: thus copper sulphate dissociates thus: CuSO* = Cu+ + -f SO^- *•. 

Remember that such an expression as “ a strong acid " has no connexion 
with the concentration. The strength of an acid is measured by its capacity 
to produce hydrogen ions (H+) in solution. Similarly the strength of an 
alkali is measured by its capacity to produce hydroxyl ions (OH)". 

The explanation of electrolysis is now clear. The positive and 
negative ions \ve moving about in a haphazard fashion. Now 
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suppose the electrodes are inserted and a battery joined up to them. 
The anode is at a high potential (say positively charged), and the 
cathode at a lower potential (say negatively charged), and the 
haphazard movement becomes a directed movement. The positive 
ions move through the liquid towards the (negative) cathode, take 
electrons from the cathode to neutralise their positive charges, and 
the ions thus become ordinary atoms with their usual chemical 
properties. (The battery, of course, maintains a flow " of electrons 
—the current—in the connecting wire from its negative pole to the 
cathode.) The negative ions move through the liquid towards the 
(positive) anode, give up their negative charges [electrons) to the anode, 
and thus become ordinary atoms with their usual chemical properties. 
(The battery maintains a flow of electrons in the connecting 
wire in the direction anode to positive pole.) How this discharg¬ 
ing of the ions at the electrodes occurs, and what the final result 
will be, depend on [a) tlie nature of the ions, [b) the material of the 
electrodes, and [c) the solution there. Two particular cases were 
noted on page 275, and further cases are given in Art. 3. 

It was urged against the dissociation theory that the mere fact 
of dissolving in water would be insufficient to break down the firm 
bond between, say, the sodium and chlorine atoms in sodium 
chloride: it must be remembered, howc'ver, that it is the affinity 
between oppositely charged ions that is involved (for sodium 
chloride is already in ion form in the solii’ state), and the possibility 
of dissociation on dissolving in water is indicated by the high 
dielectric constant (80) of water. 

Again, it is known that Ohm's law applies to electrolytes, and 
that some electrolysis occurs hpwever small the applied P.D. 
provided there is no back or polarisation E.M.F.: hence it is clear 
that none of the electrical energy supplied by the battery to the 
voltameter can possibly be used in bringing about the dissociation 
into ions—the ions must already exist in the dissociated condition. 

It was also argued that it vvould be diflicult for a sodium ion to 
exist in an aqueous solution since a sodium atom reacted so 
vigorously with water, but this again was assuming ions and atoms 
to have the same chemical properties, which, of course, is not the 
case, as the electronic theory very clearly indicates: in fact we 
now know that this very activity of the sodium atom in water is 
mainly due to its tendency to lose an electron and become an ion. 

The colour of electrolytic solutions is always an additive' 
property, a fact which seems to support the theory. Thus, the 
colour of copper chloride molecules is yellow, a concentrated 
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solution of the salt is green, and a dilute solution blue. This is 
explained by assuming that in the concentrated solution dissociation 
is incomplete, and the green colour results from the combination 
of yellow due to undissociated copper chloride molecules and blue 
due to the copper ions, while in the dilute solution where the 
dissociation is complete the colour is the blue of the copper ions. 
Certain other properties of electrolytes are also additive. 

There is additional and ample evidence outside the domain of " Electricity " 
to support the dissociation theory, but for details some work on Physical 
Chemistry must be consulted. We have, for example, mentioned the fact 
(page 264) that substances in solution exert a pressure (osmotic pressure — 
see also Art. 15), and work by Pfeifer and Van't Hoff showed that the pressure 
wa^ in many cases proportional to the concentration of the solute (dissolved 
substance), i.e. proportional say to the number of molecules of the dissolved 
substance present in i c.c. Now in the case of electrolytes, abnormally 
high results were obtained in osmotic pressure determinations, but these are 
at once explained if it is assumed that the number of active " particles " per 
c.c. of the solution is given, not by the number of molecules of the dissolved 
substance per c.c., but by a greater number, viz. by the number of free ions 
(and undissociated molecules) per c.c. 

Again, allied to the above, is the lowering of the freezing point, the raising 
of the boiling point, and the change in vapour pressure brought about by 
dissolving substances in water—and all these factors can be shown to depend 
on concentration.” By measuring the lowering of the freezing point or 
the raising of the boiling point brought about by dissolving a known mass 
of substance, the molecular weight can be found. In the case of electrolytes 
the results seemed to indicate that too many molecules "were present, which, 
of course, would be explained if some or all the molecules were dissociated 
into ions. At great dilution the molecular weight found was, in some tests, 
only a half of the true molecular weight, thus indicating that every molecule 
had then dissociated into two ions (in some cases the value was about a third, 
indicating three ions). 

3. Some Cases of Electrolysis 

(i) Dilute Sulphuric Acid with Platinum Electrodes.-^ 
A simple type of voltameter (or coulometer) for this experiment is 
shown in Fig. 350; the vertical tubes placed over the electrodes 
enable the gases given off to be collected and examined. 

The solution contains positive hydrogen ions and negative 
sulphate ions or sulphions (there may also be some OH- and HS04~ 
ions—see below), the total charges on the opposite ions being 
equal as the solution is not charged. When the battery is joined 
up the positive hydrogen ions (6+) travel to the negative cathode: 
here they,take electrons from the cathode, become neutralised or 
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ordinary hydrogen atoms (H) which join up to form molecules 
(Ha), and hydrogen is given off. The negative sulphate ions 
(SO^--*) travel to the positive anode where they give up their 
electrons and become neutralised. But an uncharged group SO4 is 
incapable of a separate existence: it reacts with water, forming 
sulphuric acid and liberating oxygen which is given off. (In recent 
years another way of regarding these reactions at the electrodes has 
been found which leads to the same final conclusions: this will be 
briefly referred to later.) 

Thus the net result is hydrogen given off at the cathode and 
oxygen at the anode, and it will be found that the volume of 
hydrogen is about twice the volume of oxygen (actually it is just 
as if water (H2O) itself had been electrolysed). Of course, for 

every i grm., say, of 
hydrogen liberated 
about 8 grm. of oxygen 
are liberated, but the 
density of oxygen is 
about 16 times that of 
hydrogen under like 
conditions, so that the 
volume of oxygen is 
about half that of 
hydrogen as stated. 
The case, then,of dilute 
sulphuric acid may be 
represented by the 
following scheme in 
which e denotes the unit (electron) negative charge:— 

H2SO4 ^ 2 + SO4- “ 

Cathode ^ ^- ^ Anode 

2 H+ + 26 (--ve) ” 2 H S04~ - — 2^ (~ve) = SO4 

2 H - H 2 2 SO4 + 2 HoO = 2 H2SO4 + Oa 

Note that electrons are taken from the cathode and electrons are given to 
the anode, and the battery keeps up its circulation of electrons which con¬ 
stitutes the current in the connecting wires, viz. electrons in the direction 
negative pole to cathode, anode to positive pole. 

If the acid is about 50 per cent., there is a large proportion of 
HSO4"” ions, and if a. high current density is used, say by employing 
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a point anode, the conditions are favourable for the production of 
persulphuric acid (HgSgOg), thus:— 

+HSOr 

Cathode --^ ^-► Anode 

(-ve) - H HSOr ^ (“Ve) - HSO^ 

2 H - H2 2 HSO4 - ILS.Oy 

Even a dilute solution of the acid may dissociate or ionise in 
two stages thus:— 

H2SO4 H+ -1- HSO4- 2 H+ + SO4- - 
and many substances dissociate in two or more stages in ibis way. 

For most practical purposes pure water is regarded as undis¬ 
sociated and non-conducting, but as a matter of fact it is slightly 
ionised into positive hydrogen ions and negative hydroxyl ions 
thus: H2O = Ii+ -b (OH)- (more strictly 2 HgO = + OH“) 

and is therefore slightly conducting. (HgO^ “ hydroxcmiimi ion.) 

(2) Copper Sulphate Solution with Platinum Electrodes. 
—Read again pages 275-6. The case may be represented by the 
following scheme:— 

CUSO4 ^ Cu+ + + SO4- “ 

I I 

Cathode < -^ -► Anode 

Cu-^ + + (~ve) = Cu SO4 2 c (~-ve) — SO4 

2 SO4 H 2 H2O - 2 HoSO, O2 

(3) Copper Sulphate Solution with Copper Electrodes.— 
The scheme is as follows:— 

CUSO4 ^ Cu+ -j- SO4— 

Cathode ..^ ^--- > Anode 

Cu+ + 4 - 2 ^ (—ve) = Cu 504“ ~ —■ 2e (—ve) = SO4 

SO4 + Cu = CUSO4 

The anode action is perhaps better put thus: The anode 
dissolves, i.e. copper (as positive copper ions Cu+ +) passes from it 
into solution forming, with the SO4 [i.e. SO4—), copper sulphate. 
The change might, in fact, be depicted thus: Cu (of anode) = 
Cu'^' (into solution) -f 2e (~ve) (to battery): Cu'^ + 4- 504“ “ — 
CUSO4. For further details see pages 275-6. 

(4) Caustic Soda (Sodium Hydroxide) Solution with 
Platinum Electrodes. —In (2) and (3) secondary reactions as they 
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are called have occurred only at the anode. In this case they take 
place at both electrodes: hydrogen is given off at the cathode and 
caustic soda formed again, whilst oxygen is given off at the anode. 

NaOH ^ Na+ + OH- 

Cathode -^ ^-► Anodt 

Na"^ + e (—ve) — Na OH‘~ - e (—vc) =; OH 

2 Na + 2 HgO - 2 NaOH + Hg 4 OH - 2 HoO + Og 

4. Back E.M.F. in Electrolysis 

In many cases the ions appearing at the electrodes alter the 
character of the latter. Thus when current passes through dilute 
sulphuric acid between platinum electrodes, some hydrogen forms 
a layer on the cathode and oxygen appears at the anode. The 
observed effect is an apparent increase in resistance, but the real 

effect is to produce an E.M.F. 
which is opposite in direction 
to that maintaining the current. 
The value of this back or polari¬ 
sation E.M.F. in the case con¬ 
sidered is about 1*49 volts: that 
it does exist can be shown by 
the arrangement of Fig. 351 
(see also page 361). 

V is the voltameter with plati¬ 
num electrodes, and G is a galvano¬ 
meter. With the key S on stud a current passes through V in the direction 
A (anode) to K (cathode), and electrolysis ensues. After a time S is moved 
to b, thus cutting out the battery and joimng V to G. A current flows 
through G in the direction ASGKA, i.e, through V in the opposite direction 
to the previous current: this continues, but decreases, until the gases at the 
electrodes are used up. A modification of this simple experiment is necessary 
if it is desired to measure the back E.M.F. 

In a copper sulphate voltameter fitted with platinum electrodes 
copper is deposited on the platinum cathode and the back E.M.F. 
is about 1-17 volts. Consider, however, this voltameter fitted with 
copper electrodes, the latter being in such a condition that they are 
readily acted on by the sulphion SO4; the "equations*' for the 
chemical actions at the electrodes may be written:— 


(Cathode) CUSO4 == Cu + SO4.1^,.... (a) 

(Anode) Cu + SO4 CUSO4 .W 
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Equation (b) is of a similar type to that of Art. i, page 261. 
As in that case energy is liberated, and further, as in the simple cell, 
a forward E.M.F. is the result. Equation {a) is the converse of (6); 
it represents a condition in which energy is absorbed, and, like the 
polarisation of the high-potential plate in the simple cell, an opposite 
E.M.F. is the result. These effects are equal, and cancel each other; 
hence when copper sulphate is subjected to electrolysis, the electrodes 
being copper plates which can readily be acted on by the SO4, there is 
on the whole no back E.M.F. (There may be a slight E.M.F. due to 
changes in concentration, the latter slightly increasing near the 
anode and decreasing near the cathode as electrolysis proceeds.) 

It is found that in the case, say, of dilute sulphuric acid, whilst 
a small current will flow and a little decomposition will occur when 
the applied P.D. on the voltameter is less than 1-49 volts, very 
little gas will be given 


off and the current 
will soon cease. This 
is, of course, owing to 
the existence of the 
back E.M.F. for the 
applied P.D. must 
evidently be greater 
than the maximum 
value of this back 
E.M.F. if a continued 
current is to flow. 
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Fig. 352. I'lG. 353. 


It is instructive to apply various P.D.'s to the voltameter, note the steady 
current at each step, and plot a P.D.-Current graph. Fig. 352 shows the 
method, and Fig. 353 the result. From the latter figure it looks as if Ohm's 
law docs not apply, but the explanation is that the back E.M.F. gradually 
increases and at any stage is nearly equal (and, of course, opposite) to any 
applied P.D. less than about 1-5 volts. 


5. Calculation of Back E.M.F. from Thermo-Chemical Data 

As an illustration we will take the electrolysis of dilute sulphuric 
acid. When i grm. of water is formed by the combustion of 
hydrogen in oxygen there is a liberation of about 3800 calories of 
heat. We may therefore take this as the amount of energy required 
to bring about the complete electrolysis'’ of one gramme of water. 
If I ampere flows through the electrolytic cell for i second 
0-000094014 grm. of water is decomposed (for the electro-ciiemical 
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equivalent of hydrogen is ‘000010446 and of oxygen it is ‘000083568). 
Hence the energy required for this decomposition is:— 

3800 X 0*000094014 X 4*i8 X 10’ ergs 1*49 x 10’ ergs. 

Again, the work done in opposition to the back E.M.F. (e volts) 
is ^ X I X 10’ ergs per second for I amperes, or e x 10^ ergs pci 
second for i ampere; hence:— 

^ X 10*^ = 1*49 X 10’; /. e = 1*49 volts. 

This is the minimum E.M.F. necessary to balance the maximum 
back E.M.F., and it is thus seen why a cell of less voltage than 
this is not sufficient for the electrolysis of dilute sulphuric acid (or 
water). It would, of course, start a current, but when polarisation 
begins, the back E.M.F. due to it rises until it equals the E.M.F. 
of the cell, when the current will cease. 


6. The Conductivity of Electrolytes 

The specific resistance or resisiiviiy (S) of an electrolyte is defined 
in the same way as for a metallic conductor (page 301), viz. as the 
resistance of a cm. cube uf it. 

The specific conductivity or conductance (k:) is the reciprocal of 
the resistivity, viz. i/S (the unit of conductivity is the mho —page 
292). Since the ions of the dissolved substance carry the current, 
it is to be expected that the specific conductivity will depend on the 
concentration, for if we consider a column of the electrolyte from 
anode to cathode, it is 'iiear that if the number of carriers in the 
column be increased, more will be driven upon the electrodes in a 
given time, and the conductivity will be greater. Put another way, 
the specific conductivity (/c) will decrease with increasing dilution. 

Since, then, the conductivity depends on concentration, in order 
to properly compare different electrolytes their conductivities must 
be dealt with at corresponding, i,e, equivalent, concentrations. 
It is usual therefore to deal with what is termed the equivalent 
conductivity (y) which is defined as measured by the specific con¬ 
ductivity (k) multiplied by the volume V in c,c. containing one 
gram-equivalent of the electrolyte (the c.c, is chosen as unit of volume 
because k is defined in terms of the rm.-cube); i.e ,— 

Equivalent conductivity = y = kW, 


Again, as the concentration (c) is the number of gram-equivalents 
per c.c,, V is clearly i/c and y = k/c: hence:— 


Equivalent conductivity (y) 


kV- 


c 


.Specific conductivity 
Concentration 
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Frequently the molecular conductivity (fi) is used: it is defined 
as measured by the specific conductivity (k) multiplied by the 
volume (V^) in c.c. containing one gram-molecule of the electrolyte: 
thus /X ~ (fjL and y are, of course, the same for an electrolyte 
in which the ions are univalent). 

Although, as already stated, the specific conductivity (k) gets 
less as the solution is progressively diluted, it is found that the 
equivalent conductivity (y )—and the molecular conductivity (/x )— 
increase with dilution until a maximum limiting value is reached. 
The limiting value approached by y as the solution is diluted is 
called the equivalent conductivity at infinite dilution (y ) To 
calculate y^ (it cannot be determined experimentally at infinite 
dilution) the value of y is determined over a range of dilutions, the 
values plotted on a graph, and y^^ read off by extrapolation. 

Now the current passing through an electrolyte clearly depends 
on {a) the number of ions present, (6) the charge they carry, and 
(c) their mobility or the ease with which they travel through the 
liquid. Arrhenius assumed that (c) did not vary with dilution (this 
is nearly true for weak electrolytes but it does not hold for strong 
electrolytes—see below), and of course {h) is constant for any 
particular electrolyte. Hence the only reason for the increased 
equivalent conductivity on dilution seems to be that more ions arc 
produced on increasing the dilution. At infinite dilution Arrhenius 
supposed the electrolyte completely dissociated. 

The conductivity increases with rise in temperature (page 304). 
The effect is probably due to a change in mobility of ions, not to a 
change in their number. Also the change in mobility may be 
affected by a change in viscosity of the solution. 

As an illustration the following table gives the conductivities of 
potassium chloride solution at 18° C. and at various dilutions. 
Note that k gets less, but y increases with increasing dilution. 


Conductivities of KCl Solution at 18° C. 


Concentration, 
Gram.-Equiv. per 
c.c. 

c 

Volume Con¬ 
taining 

I Gram.-Equiv. 
V. 

Specific 

Conductivity 

K 

Equivalent 

Conductivity 

y 

0*001 

1,000 

0*0983 

98-3 

0*0001 

10,000 

0*0112 

112*0 

0*00001 

100,000 

0*001224 

122*4 

0*000001 

1,000,000 

0*0001273 

127*3 

0*0000001 

10,000,000 

0*00001291 

129*1 

0 

oc 

— i 

( 13 G 


I. T. E. 


25 
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It has been stated that the increase in equivalent conductivity 
with increasing dilution is due, in the case of weak electrolytes, 
mainly to the production of more ions. Strong electrolytes are, 
however, completely dissociated at all dilutions, and changes in 
conductivity on dilution are not therefore due to changes in the 
number of ions but to changes in their speed caused by changes in 
the electrical forces (attraction) between ions of opposite sign: on 
dilution the ions will be further apart and these interionic forces 
less, so that the ions will be less retarded in their movement by the 
“ pull back '' of opposite ions, their speed will be greater, and the 
conductivity will increase. At infinite dilution the interionic forces 
will be negligible and the conductivity a maximum. 

Strong electrolytes include all salts and many acids and bases: weak 
electrolytes include most organic acids and bases and a few inorganic, e.^. 

hydrogen sulphide, car- 
bcvnic acid, ammonium 
hydroxide (Refer to 
some book on Chemistry.) 

The experimental 
methods of finding the 
conductivities of elec¬ 
trolytes are dealt with 
ii the chapter on Elec¬ 
trical Measurements. 

7. Ratio of Ionic Velocities. Transport Numbers 

It is known that changes in concentration occur in an electrolyte 
during the process of electrolysis; Hittorf has explained this in 
terms of the difference between the velocities of the positive and 
negative ions, and has shown how the Yotio of the velocities may 
be determined from the changes in concentration. 

Consider Fig. 354, in which the dots represent positive ions 
(cations) and the circles negative ions (anions), and imagine the 
velocity of the cation to be double that of the anion. The first 
two rows indicate the condition before the current passes; there 
are eight molecules in each compartment. The second two rows 
indicate the condition an instant later, when the current is pacing. 
At the cathode 3 ions (cations) have been deposited, the cathode 
space contains 7 molecules and has therefore lost i \iolecule ; at the 
anode 3 ions (anions) have also been deposited, but the anode space 
contains only 6 molecules and has therefore lost 2 molecules. Still 
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later, the third two rows indicate the condition: 6 ions have been 
deposited at each electrode; the cathode space has 6 molecules and 
its loss is therefore 2 molecules] the anode space has 4 molecules 
and its loss is therefore 4 molecules. Clearly— 

Loss in concentration at cathode ___ x __ Velocity of anion . 

Loss in concentration at anode 2 Velocity of cation 

Cathode space loss_ v 

Anode space loss u . 

where v is the velocity of the negative ion (anion) and u the velocity 
of the positive ion (cation). Further:— 

Cathode space loss __ v Anode space loss _ u 
Total loss « + v’ Total loss u f-v 

Since u and v are the speeds of migration of the cation and anion, 
the total quantity of electricity carried is proportional to {u -f ^^)- 
Of this total, if n is the fraction carried by the anions, {1 — n) will 
be the fraction carried by the cations: then 


n ~ - and 

u -f V 


n ~ ~ - — 
u V 


(2) 


and the values obtained for n and (i — n), i.e, for vl{u + and 
u/(u+v) are called the transport or migration numbers of the 
anions and cations respectively. Further, n/(i — n) — vju. 

From (i) above it is clear that a chemical analysis of the 
concentrations of the solutions in the neighbourhood of the cathode 
and anode after the passage of a current will give the transport 
numbers and the ratio of the ionic velocities v : u. 


The method is slightly mcxlitied when one of the ions dissolves in solution. 
Thus take the case of a solution of copper sulphate with copper electrodes: 
here copper is deposited on the cathode, and an equal amount passes into 
solution at the anode, so that there is increase in concentration at the anode 
and decrease at the cathode (see Art. 8). 


8. Experimental Determination of Transport Numbers 

The common form of transport number tube used in elementary 
work is shown in Fig. 355. The longer limb, fitted with a tap, 
contains the anode, and the shorter limb the cathode. The two 
limbs are connected by a short wide tube. The form of the 
apparatus is sufftcient to prevent mixing to any marked extent 
during the experiment. The anode and cathode are in the form of 
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flat metal spirals. The leads to the electrodes are insulated within 
the vessel by glass tubes. 

As an illustration we will take the case of the determination of the transport 
numbers of the silver and nitrate ions in a silver nitrate solution: we will 
assume both electrodes are silver so that silver from the anode will pass into 
solution in this case. The cell is filled with a solution of silver nitrate. The 
electrodes A and C are connected with the positive and negative terminals 
of a source of direct current at about i lo volts. In series with the cell is an 
ammeter B, a silver voltameter D, and an adjustable resistance R. A small 
current of about o oi ampere is passed. After, say, three hours about half 
the solution from the anode compartment is withdrawn and analysed. The 

total amount of silver deposited 
in the silver voltameter D is 
also noted. 

In an actual experiment 
the silver nitrate solution in 
the transport tube originally 
contained 25-382 mgrm. of 
silver in 25 c.c. of wSolution. 
After electrolysis 25 c.c. of 
the anode solution contained 
39-041 mgrm. of silver. In 
the silver voltameter 25-92 
mgrm. of silver were deposi¬ 
ted on the cathode. 

Now the increase in the 
concentration of the silver 
in the anode limb should 
have been 25-92 mgrm., due 
to the discharge of the NO3 
ions at the anode and silver 
going into solution (page 
276). But the increase was only 39*041 — 25-382 = 13-659 mgrm. 
Therefore 25-92 — 13*659 = 12-261 mgrm. of silver must have 
migrated out of the compartment. Hence:— 





) 

L_j li 




B 


Fig. 355. 


Transport number for silver ion = i — 
Transpoi't number for nitrate ion = n 


U + V 
V __ 
U V 


12-261 


^ 0 * 473 . 


25*92 
I - *473=0-527, 


vju = ■5271-473 = I-I. 
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Transport Numbers of Anions (n) 


1 

Salt 

Transport Number j 
OF Anion (n) 

Salt 

Transport Number 
of Anion (w) 

KCl 

0-508 

NaCl 

0-611 

AgNO, 

0-528 

4 CuSO* 

0-632 

K 1 

0-508 

HCl 

0-172 


The transport numbers of the cations are, of course, (i — w), e.g. for 
sodium (Na) i — -Gii ~ -389. The figures are for M/io solutions at 18° C. 


9. Actual Velocities of Ions 

As already noted, the facts of Art. 8 merely enable the ratio of 

V to u to be determined, but a further step by Kohlrausch provides 
a means of finding {u + v), and from the two sets of results ti and 

V can be separately determined. It is clear that the actual velocity 
of an ion in any experiment will depend on the P.D. applied, ix. 
it will depend on the potential gradient in the solution. This must 
therefore be specified, and it has been agreed to state actual velocities 
in cm, per sec, for a potential gradient of i volt per cm. 

We have seen that by the ionic theory the current through an 
electrolyte depends on (i) the number of ions involved, (2) the 
charge carried by each ion, (3) the velocity of the ions. Thus, in 
a dilute solution of potassium chloride containing c gram-equivalents 
per C.C., let the charges carried by a gram-equivalent of the K 
and Cl ions be q and — q units, and let the speed of these ions be 
u and V cm. per sec. respectively. The current across one square 
centimetre in the electrolyte will then consist of the transfer of 
cqu units of positive in one direction, and cqv units of negative in 
the opposite direction, that is, the current is measured by cq (u + v) 
or 96500c {u + since q, the charge carried by a gram-equivalent 

= 96500 coulombs. The current is also given by k where k is 

dX 

the specific conductivity of the liquid and dNjdx the gradient of 
potential in the direction of the current. Hence:— 


96500c (w -f v) = /c - - 


dV . / , V K 1 dV 

dx' • • - Q 96500 dx * 

and for the required potential gradient of i volt per cm., we have 

K 


(u +v) = - X ~ 

' c 96500 


X 0*000010362. 


( 3 ) 


Hence (u + v), the sum of the actual velocities of the ions, can 
be calculated from kIc, the equivalent conductivity (y) of the 
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elecbolyte: and this latter is known since c is the known concen¬ 
tration and K -- i/S, where S is the resistivity found by the 
methods of page 441. Knowing {u + v) and vju, the separate 
values V and u are determined. 

Velocities of Ions 

(In cm. per sec, under a potential gradient of 1 volt per cm.) 

K = 0*00067 Cu “ 0*00046 SO4 — 0*00071 

H — 0*00326 Cl — o*ooo6S NO3 — 0*00064 

Ag — 0*00057 OH 0*00181 I “ o*ooo68 


To be exact, the preceding theory only apphe.s to cases where all the 
molecules are dissociated (infinite dilution), hhirther, these “ drift " velocities 

are small: thev are superimposed on 
the movements due to thermal agita¬ 
tion and must not be confused with 
the speeds of ions indiscriminately in 
all directions with which " osmotic 
pressure is associated. The velocity 
of an ion in cm. per sec. under a 
potential gradient of one volt per cm. 
is referred to as its actual mobility. 

10. Observing the Migration of 
Ions. Direct Determination 
of Velocities 

Tlu; actual migration of ions 
under the influence of an applied 
Fig. 356. Migration of ions. p j) ^an be observed by the 

apparatus of Fig. 356. A moder¬ 
ately dilute solution of a coloured electrolyte such as copper sulphate 
or potassium chromate containing 3-5 per cent, agar agar is intro¬ 
duced into a U-tube and allowed to set to a jelly. The position of 
the coloured boundary in each limb is marked and a solution of a 
colourless salt such as potassium sulphate introduced above the 
jelly. Ions can travel through the jelly at almost the same speed 
as through water; the jelly is used to prevent diffusion of one solu¬ 
tion into the other. A current of o*3-o-4 amps. (200 volts) is 
passed through the U-tubes, platinum electrodes being used. 

In the case of copper sulphate solution the copper ion is blue in 
solution, and a blue boundary can be seen moving towards the 
cathode. In the case of potassium chromate the chromate ion is 
yellow, and a yellow boundary is seen to move towards the anode. 
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Using a modified apparatus (Fig. 357) it is possible to measure 
the velocities with some accuracy. The first determination was 
made by Lodge in 1885. The two vessels containing dilute 
sulphuric acid were connected by a tube containing a slightly 
alkaline agar agar jelly solution of sodium chloride and a trace of 
phenol phthalein. A current was passed, and as electrolysis went 
on the velocity of transfer of the H ion was indicated and measured 
by the rate at which the phenol phthalein indication of the formation 
of HCl travelled along the tube. Wlietham and Orme Masson used 
similar methods with various electrolytes and indicators. 

II. Ionic or Partial Conductivities 

Returning to the question of the conductivity of electrolytes 
(Art. 6) Kohlrausch, from an exhaustive study of conductivities, 
came to the conclusion that the equivalent conductivity at infinite 
dilution (y^) was 
made up of two parts, 
one (say x) due to the 
cation, and one (say 
y) due to the anion (x 
and y are, of course, 
in the same units as 
the conductivity). 

He found also that 
for any one salt the 357. Measurement of ionic mobility, 

ratio of the terms was 

also the ratio of the velocities of the ions. We can therefore write— 

X +y, 

where x : y = u : v. The terms x and y are called the ionic or 
partial conductivities of the cation and anion respectively. 

We have seen that the transport number of an anion (n) is 
equal to v/(u + v), and as v/u = yjx we can write n = yl{x + y): 
hence y ^ n {x -\-y)\ y = wy^. Now y^^ can be obtained by 
extrapolating, while n can be obtained from a determination of 
transport numbers. From these data the ionic or partial conduc¬ 
tivities can be calculated. P'or example in the case of potassium 
chloride the equivalent conductivity at 18® = 131, and the transport 
number {n) for the anion chlorine (Cl“) is *508. 

/. Ionic conductivity of Cl == wy^ = -508 x 131 = 66-55; 

Ionic conductivity of K = (i — w) y^ = -492 x 131 == 64-45. 
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Ionic or Partial Conductivities C.-Infinite Dilution) 


Cations 

Anions 

H 



Cl 

00*5 

Na 

• • . 

,* • 44*5 

1 

.. 67 

K 

•. . 

. .. (>4-4 

NOs .. 

.. .. 61 

Li 

.. 

• * 35-5 

OH .. 

.. 174 

Ag 


•. 

i SO, .. 

.. 68-5 


By means of such values as these we can calculate, of course 
the equivalent conductivity of an electrolyte at infinite dilution 
Thus the equivalent conduct!vdty of potassium sulphate (I K2SO4) 
at infinite dilution 64*4 -f 68*5 = 132*9. 

Again, from (3), Art. 9, we have kJc {= y j ™ 9^500 (w + i')- 
where u and v are the actual velocities of 
the cations and anions in cm. per sec. under 
a P.D. of I volt per cm. Comparing with 
the above, viz. y_^ == a; + y (and x/y — ujv), 
we have 96500?^ x, or ii ~ x/gd^oo, i.e. 

Absolute velocity of an ion 

^ Ionic conductivity 
96500 

Thus the ionic conductivity of the hydro¬ 
gen ion is 318, so that its actual velocity 
^318/96500 —*0033 cm. per second (approx.). 

12. Various Forms of Primary Cells 

In a ** primary cell the cell materials 
are used up by the chemical action, so that the active materials have 
to be renewed. The various primary cells were mainly devices to 
eliminate that form of polarisationcaused in the simple cell by the 
hydrogen appearing at the high potential plate (see again pages 261-8). 

(i) The Daniell's Cell. —^This cell (Fig. 358) consists of an 
outer copper pot C forming the high-potential plate. The pot 
contains a strong solution of copper sulphate used as the depolariser, 
i.e, the substance which prevents polarisation. In this stands an 
unglazed earthenware pot (a " porous ** pot) P containing dilute 
sulphuric acid (or zinc sulphate) and a rod of amalgamated zinc Z, 
which is the low-potential plate. When H and L are joined by a 
wire current flows, the conventional direction being from H to L 
outside and Z to C inside. 
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Considering first the equations for the chemical action we have:— 

Zn + == ZnS04 -f- 

so that the zinc is used up, zinc sulphate formed, and hydrogen liberated. 
This hydrogen encounters the copper sulphate with the result:— 

Hj + CuSO^ == H2SO4 + Cu: 

copper instead of hydrogen is deposited on the pot and polarisation prevented. 

In the outside wire the current is really a flowof elections 
from L to H. Inside the cell the solutions are dissociated, so that 
in the porous pot there are positive H ions and negative sulphions, 
SO4, whilst in the outer compartment there are positive Cu ions 
and negative SO4 ions. H+ ions in the inner compartment move 
through P towards the copper plate (page 266), but they combine 
with 504-" ” ions from the copper sulphate forming sulphuric acid. 
The Cu+ + ions also move towards the copper, give up their 
charge ” {i.e, are neutralised by elec¬ 
trons drawn from the copper plate, 
such electrons being the current in 
the wire '' flowing " towards H), and 
are deposited there. S04“ *" ions in 
both compartments move towards the 
zinc, and those reaching it join with 
positive zinc ions from the plate form¬ 
ing zinc sulphate: the electrons of the 
zinc plate corresponding to the positive 
zinc ions which have gone into solution 
flow '' in the wire in the direction L 
to H constituting the current outside. 

The ‘‘ carriers ” in the cell are thus positive hydrogen ions and 
positive copper ions in one direction (towards the copper) and 
negative sulphions, SO4, in the other direction (towards the zinc). 
The E.M.F, of the cell is about i*i volts, and is fairly constant. 

Note that when the cell is giving current Zn passes into solution from the 
zinc plate, and Cu is deposited from the solution on the copper. If an equal 
current be passed for the same time through the cell in the opposite direction 
an equal amount of Cu will pass from the copper plate into solution, and an 
equal amount of Zn will be deposited from the solution on the zinc. The 
Daniell is therefore spoken of as a reversible cell (the Joule heating effecit in 
it is, however, irreversible—see pages 289, 290). 

(2) The Leclanch^ Cell.— The low-potential of this cell 
(Fig- 359) is a rod of zinc in a solution of ammonium chloride 
(sal-ammoniac) contained in a glass vessel. A rod of carbon forms 
th« high-potential: this is in a porous pot, and is surrounded by 


ZINC ROD 


CARBON PLATE 4. 


SOLUTION OF 
SALAMMONIAC 

CRUSHED _ 
MANAQANESE ^ 
DIOXIDE AND 
CHARCOAL IN 
POROUS POT 



Fig. 359. 
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broken carbon and black oxide (dioxide) of manganese which is the 
depolariser. The chemical reactions are:— 


+ 2 NH,C 1 = 

ZnClg + 2 NH3 + Hg - 

. (I) 

Ammonium 

Zinc Ammonia 



Chloride 


Hg + 2 MnOa 

Mn203 -j- H2O ........ 

.(2) 

Black 

Brown 


Oxide of 

Oxide of 


Manganese 

Manganese 



The hydrogcm, however, is liberated quicker than the MnOg can 
use it up, so that after a time polarisation sets in and the current 
falls off. If allowed to rest for a few minutes the MnOg performs 
its work as per equation (2), and the cell regains its strength: thus 
they are suitable for intermittent work (bell-ringing and telephone 
calls). The E.M.F. is about 1*5 volts. There are various modified 
forms of the cell on the market, e.g, the 
agglomerate block and the sack types, but we 
need not describe them here. 

The student should now think out the action 
from the ionic point of view as in (i) above. 

(3) The Dry Cell. —Nearly all the various 
forms of so-called dry cells are modifications of 
the Leclanch6. They are really not “ dry : if 
they were they would not work. A well-known 
type (Fig. 360) consists of a zinc cylinder, next 
to which is a paste, W, composed of plaster of 
Fig. 3t)o. Paris, flour, zinc chloride, sal-ammoniac, and 

water, 'v Adjoining this is a second paste, B, 
of carbon, manganese dioxide, zinc chloride, sal-ammoniac, and 
water. C is a rod of carbon, forming the high-potential element 
of the cell. The whole is covered with a case of millboard, is 
sealed with pitch, and is provided with a vent for the escape of gas. 
The E.M.F. is about the same as that of an ordinary Leclanch6. 

(4) The Weston Standard Cell. —On page 293 reference was 
made to the Weston cell being used as an E.M.F. standard at the 
National Physical Laboratory. One form of this Weston Cadmium 
Standard Cell, as it is usually referred to, is shown in Fig. 361. 
Here mercury M is the positive pole, an amalgam of mercury and 
cadmium (A) the negative pole, cadmium sulphate (C and S) the 
electrolyte, and mercurous sulphate paste (P) the depolariser. 
(C = crystals of, and S == a saturated solution of, cadmium 
sulphate.) Expressed in international units the E.M.F. of the 







E.M.F. Calculation from Thermo-Chemistry 395 


Weston is 1*0183 volts at 20° C., and its P2.M.F. is slightly less if 
its temperature is above 20° C. At temperature f C. the E.M.F. is:— 
E, ~ Ejjo — *0000406 {t -* 20) — -00000095 {t — 20 )2 -f -ooooooo (t — 20)®. 

The Clark standard cell uses mercury as the positive electrode, and a zinc 
rod as the negative electrode. Upon the mercury (which is at the bottom 
oi the glass container) is a paste made of mercurous sulphate and a saturated 
solution of zinc sulphate. Upon this rests a saturated solution of zinc sulphate 
into which dips the zinc rod. Some crystals of zinc sulphate rest on the 
paste to ensure that the solution is saturated. Its E.M.F. at 15® C. is usually 
taken as 1*434 volts, and falls with rise in temperature: at C. it is:— 

E« = 1*434 {I *“ *00077 {t - 15}} volts. 



13. Calculation of E.M.F. of Cell from Thermo-Chemical Data 

It has been indicated that the source of energy of the current 
from a cell is the chemical action which takes place in it. Consider, 
for example, the Danieirs cell in which 
zinc is dissolved at one electrode and 
copper liberated at the other electrode. 

When I coulomb (say i ampere for 
I sec.) passes through the cell *0003388 
grm. of zinc (electro-chemical equivalent) 
is dissolved and *0003293 grm. of copper 
is liberated. 

Now when i grm. of zinc is dissolved 
in sulphuric acid in a calorimeter 1630 
calories of heat, i.e. 1630 X 4*18 x 
ergs of energy, are liberated: hence if 
•0003388 grm. of zinc be dissolved 

(1630 X 4*i8 X 10’) X *0003388 = 2*31 X 10’ ergs will be liber¬ 
ated. Thus from the point of view of the zinc action in the cell, 
When I coulomb passes the energy liberated is 2*31 x 10’ ergs. 

Again, i grm. of copper dissolved hberates 881 calories of heat, 
i.e. 881 X 4*18 X 10’ ergs of energy, so that if *0003293 grm. be 
dissolved the energy liberated would be (881 x 4*18 X 10’) x 
•0003293 == 1*21 X 10^ ergs. But in the cell this amount of copper 
*0003293 grm. is separated out and deposited on the plate when i 
coulomb passes: hence the coulomb will require this amount of 
energy, i*2i x 10’ ergs, to deposit the copper from solution. Clearly 
then, the balance of the energy, viz.— 

(2-31 X 10’) — (i*2i X lo"^) = i*i X 10^ ergs, 
represents the output energy when i coulomb passes. 
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Now if E volts be the E.M.F. of the cell, E joules, i,e, E X lo’ 
ergs, is the energy output when i coulomb passes; 

E X lo’ = i*i X lo^ i.e, E = i*i volts. 

The above assumes that the net energy liberated by the chemical 
changes is entirely changed into energy of current. In the case of 
the Danieirs cell this assumption is very nearly correct. In some 
cells, however, some of the energy is liberated directly in the form 
of heat, and only the remainder is available for current: such cells 
become hotter when running, and decrease in E.M.F. as the 
temperature rises, as in the case of the Clark and Weston cells. 
In some cells, on the other hand, heat energy is draw^n directly from 
the cell and goes to increase the energy available for current: the 
cell then becomes colder when running, and its E.M.F. increases 
with rise in temperature. For a fuller mathtmiatical treatment of 
this see Advanced Textbook of Electricity and Magnetism. 

In fact it can be proved that the E.M.F. is given by the expression 
E — h TtfE/iT, wliere h = heat in energy 
units, due to the chemical changes when unit 
quantity passes, dEjdT — rate of change of 
E.M.F. with temperature, and T = absolute 
temperature. If dEjdT be positive E > A; 
thus the heat of the cell itself is drawn upon 
to maintain the c irrent, and the cell cools 
when running. If dE/dT be negative the 
opposite will be the case. If dE/dT ™ O we have E = A: this was assumed 
in the calculation above. (The equation is known as the equation of 
Helmholtz or of Willard Gibbs—or as the Gibbs-Helmholtz equation.) 

14. Grouping of Cells 

In connexion with this section, note that the E.M.F. of a cell does not 
depend on size of plates nor on their distance apart : it depends only on the 
materials employed in its construction (and on its temperature—and concen¬ 
tration of solutions). The internal resistance does depend on size: the further 
the plates are apart and the smaller the plates the greater the resistance. 

(i) Series Grouping (Fig. 362).~Here the negative pole of 
one cell is joined to the positive pole of the next. If there are n 
cells each of E.M.F. E and resistance r, the combined E.M.F. is 
nE and the total internal resistance nv, hence, if I be the current 
and R the external resistance, 

nE 

nr + R’ 


-wvvvwy- 


Fig. 362. 


I 
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Extreme Cases. — [a) If the external 
resistance be very large compared with 
the internal, the latter may be neglected 
and I = wE/R; this is n times the 
current that one cell would give, (fe) Fig. 363. 

If the external resistance be very small 

compared with the internal, the former may be neglected and 
I = E/r; this is the current which one cell alone would give. 
Thus a series grouping lends itself to a large external resistance. 

(2) Parallel Grouping (Fig. 363). —Here all the high potential 
plates are connected, forming, as it were, one large plate, and 
similarly all the low potential plates are connected. Since the 
E.M.F. does not depend on size of plates the combined E.M.F. is 
simply that of one cell, viz. E. The total internal resistance is, 
however, i/n that of one cell, viz. rjn, and the external (i.e. total) 
current I is given by 

I == 

(rln) + R 

Extreme Cases. — (a) If the external resistance be very large 
this becomes E/R, the current which one cell alone would give. 
(b) If the external resistance be very small I becomes nE/r; this is 
n times the current that one cell would give. Thus a parallel 
grouping lends itself to a low external resistance. 



(3) Mixed Grouping (Fig. 364).—Using the above facts, 

(a) E.M.F. of each row = 4E. Resistance of each row = 4^. 
(6) E.M.F. of 3 rows in parallel = 4E. Resistance = 4^/3; 
4E . sE 

Urhr+R’ “ WP)TR' 


1 = 


-vvw 

\ 

NHHH 



Fig. 364. 


if there are s cells in series per row and 
p rows in parallel. 

(4) Grouping for Maximum Cur¬ 
rent. —Dividing numerator and denomin¬ 
ator of (3) by s, we have 

1 =_E_ 

-{rIp) + (R/s) 

The numerator is constant, hence I 
will be a maximum when the denominator 
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is least. But the latter is the sum of two terms whose product 
is constant, and therefore will be least when the terms are equal; 
hence I will be a maximum if 


s p p 

Thus to secure the greatest current the resistance o f the battery {srjp) 
must he made as near as possible equal to the external resistance (R). 

As an illustration let us find the grouping for maximum current from 
24 cells each of resistance 4 ohms, the external resistance being 6 ohms. 


sp 24; p 
sy 

Now R or sy — ^R; 

P 


24IS. 

4^ 


(>p) 


6 24 36 

- X — ; 

45 5 


36, i.e. s = 6. 


The grouping is 6 cells in senes per row, 4 rows in parallel. 


10V 


(5) Cells of Different E.M.F.'s in Parallel.— In the above 
cases the cells have been of equal E.M.F.'s. 
If cells and batteries of unequal E.M.F.'s 
are in parallel, application of Kirchhoff’s 
Laws will enable the solutions to be 
obtained. The method will be best under¬ 
stood from an example. 



poles are connected 
each branch. 


Example .—A battery vj 10 volts and internal 
resistance *5 ohm is connected in parallel with one 
of 12 volts and internal resistance *8 ohm. The 
by an external resistance of 20 ohms. Find the current in 


Let Fig. 365 represent the details. Taking the top battery and the outside 
circuit, and applying Kirchhoff s law (page 297) we get:— 

20I + *511 =- 10.(1) 

Taking now the bottom battery and the outside circuit we get:— 

20I + -Sla -- 12.(2) 

Dividing (i) by -5 and (2) by -8 gives:— 

40I 4- Tj = 20 and 25I -f- — 15 

Adding these and remembering that Ij 4 = I, we get:— 

661 = 35i .*. I = 25 ampere. 

Substituting this in (i)— 

•5li = 10 - = — Jg; Ti = ~ |g ampere, 

and substituting in (2)— 

•8I2 = 12 ~ I2 ^ amperes. 

Thus the current through the stronger battery is 115/66 amperes, of 
which 35/66 ampere flows through the external resi.stance and 80/66 amperes 
flow back through the weaker battery. 
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(6) Battery Efficiency. —The efficiency of a battery is 
measured by the ratio of the power in the external circuit to the total 
power developed. If the external circuit does not contain any 
arrangement involving additional work {e.g. a voltameter) the 
whole of the power outside appears as heat; hence if r be the 
internal and R the external resistance, 


Efficiency 


P(R"+^) 


R 

R+r 


Terminal P.D. 


E.M.F. 

and this is nearer unity (loo per cent.) the smaller the value of r. 


If the battery has to do work apart from heating, the efficiency 
of the system refers to the ratio of the power spent in this useful work 
to the total power developed: hence if e be the back E.M.F., 


Efficiency = —- = 



Back^E.M.I^ 
Battery E.M.F, 


Since El ™ PR -f- <?I = I^R -{- w, where w ^ el ^ power spent in useful 
work (page 361) we get on solving the equation:— 


I 


I 

T 



^/(l-^/4k ) - w 


Now if w exceeds E*/4R the expression under the root sign becomes negative; 
hence the greatest value which w can have is E^/4R, in which case I ~ ^E/R. 
Thus when there is maximum useful power (w) in the external circuit the efficiency 
(w^EI) is J or 50 per cent, and the back E.M.F. = ^E. 


15. Electrode Potentials. Measuring Electrode Potentials 

We saw in Chapter IX. that when a metal plate is placed in a 
solution containing ions of the same metal, the osmotic pressure of 
the ions in solution tends to drive positive ions to the plate, whilst 
the solution pressure of the ions of the plate tends to drive positive 
ions to the solution, and that when equilibrium is established there 
is a P.D. at the boundary (page 264). As explained, the P.D. between 
the metal and the solution is called an electrode potential, and the 
E.M.F. of a cell, as usually measured, is numerically equal to the 
algebraic sum of all the single electrode potentials (and other 
P.D.’s due to contacts of dissimilar substances) occurring in it. 

To measure a single electrode potential, say that between zinc 
and sulphuric acid (H+ is the +ve ion in the solution here), another 
rnetallic junction must be put in the liquid to connect it to the 
measuring instrument, and this introduces another contact P.D.— 
a difficulty and a source of error. One method was to take, say. 

Zinc I Sulphuric acid | Mercury, 
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and as the capillary electrometer was considered to give the potential 
difference HaS04 | Hg and the total P.D. between the zinc and 

mercury can be determined, the 



remaining single potential differ¬ 
ence Zn I H2SO4 was found. 

The capillary electrometer is an 
application of the elfect of electric 
currents on the surface tension of 
the boundary between mercury and 
an acid. At the contact a P.D. is 
set up such that the mercury is 
positive to the acid, and the surface 
tension depends upon this P.D,, 
becoming a maximum when this 
P.D. is reduced to zero. In Fig. 
366 the vessel B contains mercury 


Fig, 366. 


and dilute sulphuric acid; A is a 


tube drawn out to a fine point and 


containing mercury. B is joined to the h'.gh potential end and A to the low 
potential end of an adjustable resistance tnrough which a current is passing, 


so that this applied potential difference, 


viz. current x resistance, may be varied. 
Now if the surface tension increases the 
meniscus will rise in A, while if the surface 
tension decreases it will fall. By adjusting 
the resistance the applied P.D. is altered 
until the mercury in A reaches its highest 
point, in which case the mercury in A and 
the acid are at the same potential; the 
P.D. given by the product of the resistance 
and the current is then equal to the 
P.D. between mercury and acid since the 
two are exactly balancing. The electrode 
potential HjS04lFIg is thus known. 

Earlier determinations of single 
electrode potentials showed, however, 
wide discrepancies, and it was realised 
that we must base our values of elec¬ 
trode potentials upon a standard elec- 
trade potential which we would agree 
arbitrarily to regard as zero, and Nemsc 
suggested the hydrogen electrode for 



this purpoM. Hydrogen gas in contact with a solution containing 
hydrogen ions acts like a metal in a solution containing ions of 
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the same metal, i.e. there is an electrode potential. If the gas is 
at a pressure of one atmosphere and the solution has a concen¬ 
tration of hydrogen ions of one gram-ion per litre the electrode 
potential is taken as being zero, and all other electrode potentials 
are measured from this. It is clear that by suitably combining 
this electrode with the Zn|H2S04 above, the electrode potential 
between Zn and H2SO4 relative to the hydrogen standard as zero 
will be determined. The normal hydrogen electrode standard 
itself (Fig. 367) consists of a strip of platinum coated with finely 
divided platinum and immersed in a solution of hydrochloric acid, 
and a stream of hydrogen gas is bubbled through the solution. 

The hydrogen standard electrode is not an ideally convenient 
one to use in practical testing, and 
usually what is called a standard 
calomel electrode (Fig. 368) is em¬ 
ployed in experiment, this having 
been standardised in terms of the 
hydrogen standard. The bottom 
of the tube in Fig. 368 is covered 
with a layer of dry mercury, above 
this a layer of a paste made by 
working together in a mortar mer¬ 
cury, calomel (Hg2Cl2), and a little 
potassium chloride (KCl) solution, 
and then a normal solution of 
potassium chloride which has pre- 3^8. 

viously been saturated with calo¬ 
mel. Metallic connexion with the mercury is made by a platinum 
wire sealed through a glass tube. The side tube is a syphon tube, 
which is filled with normal potassium chloride solution, by means 
of which the electrode may be combined with other electrodes in 
solutions {e,g, in the case of our Zn | H2SO4 test the end of this 
tube is put in the H2SO4). The P.D. of the calomel electrode 
referred to the hydrogen standard is 0-2816 volt at 25° C., the 
mercury being positive (the P.D. is essentially at the calomel- 
potassium chloride junction). Thus to find the P,D. (Ej) for a 
metal M and its solution we combine with the calomel electrode:— 

M I M solution I KCl | HgaCla | Hg 
Ej - y E2 == *2816, 

and as the total P.D. between M and Hg is readily determined, the 
magnitude (and direction) of Ei is found. 



t. T. E. 


26 
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The ^electrode potentials of a few elements in equilibrium with 
their ions in a normal solution are given below. These values are 
based on the hydrogen standard as explained above. 


Electrode Potentials—Referred to Hydrogen Standard 
(Metal in contact with a normal solution of its ions) 


Metal 

Ion 

Potential 

Volts 

Metal 

1 Ion 

! 

1 Potential 

1 V'olts 

H 

H + 

000 

Fc 

Fe'^' 

- 0*44 

K 

K+ 

— 2*02 

Sn 

Sn+ + 

— 0-14 

Na 

Na+ 

- 271 

Cu 

('11+ + 

-i- 0*34 

Mg 

Mg+ + 

— 

Hg 


o*8o 

Zn 

Zn+ + 

— O'Jh 

Ag 

Ag^ 

-f o-8o 


The above table enables us to calculate the E.M.F. of a cell 
constructed of two metals in contact with solulions of their salts, 
the concentration being i gram-ion per litre. Take a Danielhs 
cell of this type 

Cu I CUSO4 I ZnS04 1 Zn | Cu wire. 

The contacts CuS04|ZnS04 and Zn|Cu have smah P.D.’s and may 
be neglected. The electrode potential Cu|CuS04 is + *34, i.c, the 
copper is above the solution: the value for ZnlZnS04 is — *76, i.c, 
the zinc is below the solution. The E.M.F. is tiierefore 

*34 + 76 volt. 


(1) Mathematically it can be shown that the P.D. at the boundary of a 
metal and a normal solution of its salt (at ordinary room temperature 17® C.) 
is given by the formula:— 


0058 


log, 




volts 


where n — valency of metal, P » solution pressure of metal, and p = 
osmotic pressure of ions in solution. It follows that for every tenfold increase 
or decrease in the osmotic pressure (whicli is proportional to the concentra¬ 
tion) there is a change in the P.D. of •058|« volt. To obtain the E.M.F. of a 
Daniell {or other reversible celff we would find the algebraic sum of two 
expressions of this type, one for the Zn|ZnS04, the other for the'CuSOijCu. 
For the concentration cell of Fig. 263 we would have:— 




•058 

n 


Pi *<558 , 


Si 

Cl 


where Cg and =« concentrations of the stronger and weaker solutions 
respectively (strictly an expression for the P.D. at the contact of the solutions 
should also be included). For a full treatment and proofs see Advanced 
Textbook of Electricity and Magnetism. 
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(2) Now consider again the. electrolysis oi copper sulphate with copper elec¬ 
trodes. Before joining up the battery there is an electrode potential at the 
surface of each plate, the copper being -f *34 volt relative to the solution. 
If one plate be made more negative, copper ions will be deposited on it from 
the solution to keep up the equilibrium P.D. If the other plate be made 
more positive copper ions will pass from it into solution for the same reason. 
Thus we can electrolyse copper sulphate in this voltameter merely by keeping 
one electrode (anode) at a little higher potential and the other (cathode) at a 
little lower potential than the equilibrium potential, i.e. only a small P.D. 
need bo applied. 

There are ions in the solution as well as Cu+ ions, but copper will 
be deposited at the cathode rather than hydrogen unless the cathode be made 
at least -34 volt more negative. Further, there are OH" as well as SO4— 
ions, but copper will be dissolved at the anode rather than the liberation of 
these, for both of the.se would necessitate the anode being much more 
positive (about *9 and nearly 2 respectively). With a platinum anode no 
copper (or platinum) can be dissolved at the anode, and OH" ions liberated 
join up to form water and oxygen, viz. 

4 OH = 2 Hfi + O2. 

16. Accumulators or Secondary Cells 
In the usual accumulator lead 
plates are used: the following experi¬ 
ment will show the principle (com- Fig. 369. 

pare with Art. 4). 

Consider two lead plates, A and K (Fig. 369), in dilute sulphuric acid, 
and let a current be passed in at A. The solution is decomposed, oxygen 
appearing at the anode A, hydrogen at the cathode K. Some oxygen at A 
combines with the surface lead (Pb) forming a dark brown peroxide of lead 
(PbOj); the hydrogen at K mostly rises to the surface. 

When the " charging ” process, as it is termed, has continued for some 
time, disconnect the battery and join A and K through a voltmeter V; this 
will read about 2 volts at first, a (conventional) current will flow through the 
outside circuit in the direction A to K, and, decreasing gradually, will after 
a time cease. On examining the plates it will be found that the peroxide 
has disappeared, and both plates have lead sulphate (PbSOi) on them. 

The charging process may now be repeated by passing a (conventional) 
current in at A. Tlie liberated oxygen at A will convert the lead sulphate 
there into lead peroxide, while the hydrogen at K will reduce the lead 
sulphate there to the metallic state: thus the plates are again in their 
formed " condition, viz. PbOj at A and Pb at K, and the cell is again ready 
to supply a current (Fig. 370). 

Such an arrangement is called an accumulator or secondary cell 
or storage cell: the anode A is the positive plate and the cathode K 
the negative plate of the accumulator. 
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" It was noted that on the first “ charge ** the negative K remained 
more or less in the initial condition and as such it does not very 
readily combine to form lead sulphate when the cell is discharging. 
This defect is overcome (and also more PbOg produced at the 
positive) by using the alternate charge process introduced by 
Plante. The current is first passed through in the direction A to 
K. and A is peroxidised; it is then reversed, in which step the 
oxygen at K forms PbOg there, while the hydrogen at A reduces 
the existing PbOg to porous spongy lead. This is several times 



Fig. 370. (a) Charging; (b) Discharging: (c) Recharging. 


repeated, with the final result that the last anode or positive has a 
thick coating of dark brown lead peroxide, while the last cathode 
or negative is thickly coated mainly with metallic lead of a greyish 
colour in diporovs spongy condition, readily acted on during discharge. 
To obviate the tedious formation of the Plants plates Faure 
coated the plates, prior to charging, with a paste of red lead 
(PbaOJ and sulphuric acid; on charging, the red lead on the 
cathode becomes quickly reduced to spongy metal, that on the 
anode becomes peroxidised. [I^ter, litharge (PbO) was used, and 
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it is always used for negative plates nowadays.] Then the Sellon- 
Volckmar plates were introduced, which, being constructed in the 
form of grids, more effectively secured the paste. Thus accumu¬ 
lators follow in general two main types—(i) the Plante “ formed 
cell, and (2) the Faure or pasted grid cell; frequently they are of a 
composite character, having Plante positives and pasted negatives, 
since pasted positives, particularly in power station batteries, are 
liable to disintegration (falling of paste). 

17. Chemical Changes During Discharge and Charge 

We need only take one type of cell, say one of the Plants type. 
Consider a charged cell: the positive is coated with the peroxide 
PbOg, while the negative is coated with spongy lead. (The + plate 
is chocolate-brown in colour, and the — plate greyish.) 

(i) Chemical Changes during Discharge.** In discharging the current is 
taken from the cell in the direction positive to negative plate in the outside 
circuit \ hence, in the cell, hydrogen appears at the positive and oxygen at 
the negative. The hydrogen at the positive combines with the peroxide:— 


PbOa -f H3 PbO 4 - H .,0 .(i) 

PbO + HaS04 - PbS04 -I- H ,0 .(2) 

The oxygen at the negative acts on the lead thus:— 

2 Pb 4- O2 == 2 PbO.(3) 

2 PbO 4 - 2 HaS04 = 2PbS04 + 2 Hp.(4) 


At the end of " discharge " therefore, we have PbS04 at both plates (and 
traces of that PbO, but we need not consider this here). 

(2) Chemical Changes during " Charge** In charging, i.e. passing a 
current from the positive to the negative plate in the liquid, oxygen is liberated 
at the former and hydrogen at the latter plate. The oxygen at the positive 


combines with the PbS04 thus:— 

2 PbS04 4- O4 4- 2 H ,0 == 2 PbOa 4 - 2 H3SO4.(5) 

The hydrogen at the negative combines with the PbS04 thus:— 

PbS 04 4“ H. = Pb 4 HPO4 .(6) 


At the end of " charge " therefore, we have PbO, at the positive plate 
and Pb at the negative as stated above. 

It will be observed that the actions represented by the charging 
equations (5) and (6) increase the density of the electrolyte, while 
the discharging actions represented by (2) and {4) weaken it. The 
specific gravity of the acid is a good test of the condition of the 
cells; when fully charged the specific gravity ranges from 1*205 to 
1*215, and when discharged from 1*17 to 1*19. The actual figures 
vary with the type of cell and are given by the makers. 










4 o6 


Electricity and Chemistry 


i8. A Few Details about Accumulators 

A few plate details will be gathered from Figs. 371 and 372. 
One type of accumulator made by the Chloride Co. employs a 
paste negative, but the positive is rather unusual. For this a plate 
with circular holes is cast, the material being an alloy of lead with 
antimony. Pure lead in the form of a tape is passed through 
gimpers, which rib and cut it into definite lengths. These are 
rolled into coils and pressed into the circular holes in the plate, the 
whole being next subjected to a pressure of over 70 tons in a 
hydraulic press (Fig. 372). 

To keep' the internal resistance of a}iy cell low the plates should be large 
and near together. Fig. 373 shows liow the plates arc arranged to secure 



both these conditions: glass tube separators (or ebonite forks, or celluloid, 
or specially prepared wood) are put between the plates to prevent internal 
contact and short circuit. 

The E.M.F. is about 2 volts: when freshly charged it exceeds this, but it 
soon drops to about 2 volts, keeps fairly steady at this for some time, and 
then falls. When the E.M.F. has dropped to about 1*85 volts the cell should 
be regarded as discharged; with an E.M.F. below this it should not be worked, 
for the formation of a large amount of a hard lead sulphate (not to be confused 
with the ordinary sulphate formed during normal discharge) will make the 
recharge difficult, will Ije conducive to buckling or bending of the plates with 
the consequent risk of short circuit, and will shorten the life of the cell. 

The capacity of an accumulator is measured in ampere-hours: thus if a cell 
has a capacity of 704 ampere-hours and the greatest discharge current as stated 
by the makers is 64 amperes, it will be able to give this current for 11 hours. 
Such a cell would, however, give a smaller current of, say, 32 amperes for 
more than 22 hours, for the capacity is greater if the discharge current is less. 
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The quantity efiSciency is the ratio of the ampere-hours given out at 
discharge to the ampere-hours put in at charge: it is of the order 90 per cent. 
The energy efficiency is the ratio of the watt-hours discharged to the watt- 
hoiirs of charge: it is of the order 75 per cent. 

There must be a good space between the plates and the bottom of the 
containing vessel to hold any active material which may fall from the plates. 

Quite a different type of cell is the Edison accumulator which 
does not employ lead. The positives are perforated nickel plated 
steel tubes filled with alternate layers of nickel flakes and nickel 
hydroxide. The negatives are nickel plated steel frames provided 
with rectangular holes which contain the active material, viz. 
powdered iron oxide and graphite. The electrolyte is a solution of 
caustic potash with a little lithium hydrate. E.M.F. is 1*33 volts. 

19. Some Practical Applications of Electrolysis 

Amongst the practical applications of electrolysis are such 



Fig. 372. Portion ol “ Chlorhh;Positive. Pig. 373. 

processes as electro-plating, electrotyping, the production of certain 
chemicals, the extraction and refining of certain metals, etc. For 
full details, however, some book on Applied Electricity or Chemistry 
must l)e consulted. 

{a) Electro-plating. Silver plating for example is arranged 
thus:—Articles to be silver plated are first cleaned and then 
immersed in a weak solution of mercuric chloride: this produces on 
them a slight coating of mercury which is found to take a better 
deposit of silver. They are then arranged as qathodes in a plating 
vat (voltameter) the anode being a silver plate and the electrolyte 
a silver solution (see below). Small currents are used—about *012 
ampere per square inch of cathode surface. Good quality silver 
plate is made by first depositing a layer of copper and then the 
silver: the'"best quality uses first a coating of nickel, for, being 





4o8 Electricity and Chemistry 

white, it is not so notice¬ 
able as copper when the 
silver begins to wear oft. 
The following points may 
be noted:— 

Silver plating. Anode — 
Silver; Electrolyte = Solu¬ 
tion of double cyanide of 
silver and potassium. 

Copper plating. Anode ^ = 
Copper; Electrolyte ~ Solu¬ 
tion of copper sulphate. 

Fic.. 374. Nickel plating. Anode 

Nickel; Electrolyte == Solu¬ 
tion of nickel-ammonium sulphate and ammonium sulphate. 

Chromium plating. Anode — Chromium; Electrolyte -- Solution of chromic 
acid and chromic sulphate with small quantities of chromium carbonate. 

Electro-gilding. Anode = Gold; Electrolyte — Solution of double cyan¬ 
ide of gold and potassium. 

(h) Extraction of Metals. The ores of many 
metals can be subjected to electrolysis when 
they are in a fused condition and the pure metal 
extracted. In the important case of aluminium, 
for example, the electrolyte is a fused mixture of 
alumina (aluminium oxide), cryolite, and fluor¬ 
spar, only the alumina, howeVer, being decom¬ 
posed. The electrolysis is carried out in an j 
iron box furnace F (Fig. 374), the bottom and z 

sides of which are thickly lined inside with i 

blocks of carbon K. The anode consists of 
a number of carbon blocks A dipping into the ? 

open top of F, and the carbon lining K serves * 

as the cathode. A very heavy current is passed, g 
and the heat produced fuses the mixture. The 5 
alumina is electrolysed and aluminium in a j 
molten condition collects at the bottom D of | 
the furnace, from whence it is drawn at suitable ^ 
intervals through E into the casting trough M. 

(c) Metal Refining. To obtain metals in a 
high state of purity, e.g. copper for electrical 
work, the process of electrolysis is often used. jytic Condensers. 













Practical Applications 409 

(d) The Electrolytic Condenser. Mention was made of this on page 
217. If two platinum plates be put a short distance apart in certain 
alkaline solutions and a current be passed, it is found that the 
current gets less and finally drops almost to zero. This is due 
to the fact that the electrolysis causes a deposit on the anode of a 
thin film which is an insulator, and in a short time the deposition 
is sufficiently complete to stop the current. The electrolyte is still, 
of course, a conductor, $0 that we now have a condenser, the anode 
being one plate, the electrolyte (and case) the other plate," and 
the film the dielectric. The film is very thin so that the capacitance 
can be great. Plates are often formed into rolls as shown in 
Fig. 375. In wireless receivers a type is frequently used in which 
the electrolyte is ammonium borate contained in a paste of a 
fatty organic compound. 



CHAPTER XIV 

THERMO-ELECTRIC EFFECTS 

B efore proceeding with this chapter the student should again 
read page 270 (2), where it is explained that wLen two different 
metals are in contact, electrons diffuse in both directions 
across the junction, and finally, when equilibrium is established, a 
P.D. exists at the contact, the magnitude of which depends on the 
metals and the junction temperature. If two metals make a circuit 
as in Fig. 204/ (b) the two junction P.D.^s will cancel each other, 
but if one junction be heated the contact P.D. there alters, the two 
no longer balance, and current flows: this current is known as a 
thermo-electric current. 

I. The Seebeck Effect 

Fig. 376 represents pieces of copper and iron joined at A and B, 

and G is a mirror galvano¬ 
meter. If both junctions be 
initially at 0° C., and B be 
then gradually heated, a 
current will flow in the direc¬ 
tion indicated, viz, cop]:>er 
to iron through the hot 
junction, and iron to copper 
through the cold junction 
(thermo-electric current). 
This current will increase until the hot junction is at a temperature 
of about 270'^ C. (different for different specimens), at which stage 
the maximum current will be flowing. If heating be continued the 
current will decrease, and will be zero when the hot junction is at 
540° C. On heating B still further, the current will increase again, 
but it will be reversed in direction, i.e. it will flow from iron to copper 
through the junction B. The production of currents in this way 
was discovered by Seebeck in 1821 (the phenomenon of inversion of 
E.M.F. was discovered in 1823 by Gumming), and the effect is 
referred to as the Seebeck effect. 

If both junctions of the copper-iron couple be initially at 10® C. 
(say) instead of at o® C,, there will again be maximum current when 
the hot junction is at 270® C., but there will be zero current and 
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reversal in this case when the hot junction is at 530° C. The 
temperature of the hot junction at which maximum current flows is a 
constant for a given couple, and is known as the neutral temperature 
for that couple. The temperature of the hot junction at which 
there is zero current and reversal is a variable one, being always as 
much above the neutral temperature as the cold junction is below it. 

Other pairs of metals will indicate similar results, the numerics being, of 
course, different: best results are with bismuth and antimony (current from 
bismuth to antimony through the hot junction). These E.M.F.'s are small; 
thus with a copper-iron couple with junctions at o® C, and ioo° C. the E.M.F. 
is only about *0013 volt. 

Suppose the two junctions of a couple are initially at a tempera¬ 
ture T"’ C., that one of the junctions is then raised in temperature 
by a very small amount ^T, and that d\i is the corresponding small 
E.M.F. developed: the ratio dEldJ measures what is termed the 
thermo-electric power of the two metals, i.e. of the couple, at tempera¬ 
ture T. We might also define it as the rate of change of E.M.F. 
V'ith the. temperature of one junction {dEfdT ); or a simple definition 
might be given as follows: Consider a couple with its “cold'' 
junction at temperature (T — i)°C. and its “hot" junction at 
temperature (T + C., that is, the mean temperature is T® C. 

and the temperature difference between the junctions is i® C.: 
then the E.M.F. developed may be taken to measure the thermo¬ 
electric power of the couple at T® C, 

It will be seen presently that if one junction of a couple be at Tj® C. and 
the other at Tg® C., then, provided that one of these is not above and the other 
below the neutral temperature B, the total E.M.F. is given by the product of 
the thermo-electric power at the mean temperature i (Tj -f Tg) and the 
difference in temperature (Tg — Tj). If be below and Tg above the neutral 
temperature d, the actual E.M.F. in the circuit is found thus: Total E.M.F. 
-- (F.M.F. with junctions at T^ and 0 ) — (E.M.F. with junctions at 0 and Tg). 

Two simple laws which have been established by experiment 
may be briefly noted here. The law of intermediate temperatures 
states that the E.M.F. for a couple with junctions at temperatures 
t^ and is equal to the sum of the E.M.F.'s for any number of 
successive stops into which the given temperature range may be 
divided: that is:— 

e‘» = e'* + e‘» + e'* + . . . + e‘" 

h h '2 *3 <„-i 

' where t^, 4, 4 , etc., are successive temperatures between 4 and 4 - 
The law of intermediate metals practically states that the insertion 
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of another metal into a couple circuit does not change the total 
E.M.F. provided that the added metal is entirely at the temperature of 
the part of the circuit where it is inserted: thus in Fig. 376 the insertion 
of the copper coil of the galvanometer into the iron wire may be 
take!ii as causing no change in the E.M.F. in the couple circuit: 
this is evident from the facts given on page 270. 

2. Graphical Representation of E.M.F. in a Couple Circuit 

(1) Consider a copper-iron couple with one junction kept at 
0° C. and the other gradually heated, and suppose the total E.M.F. 
is measured at various stages during the experiment. If the results 
be plotted, temperatures along the horizontal and total E.M.F.'s 

vertically, a curve such as 
ONB (Fig. 377) is obtained. 
The point N indicates 
maximum E.M.F. (= NK) 
with the hot junction at 
the neutral temperature 
270 °C., and B indicates 
zero E.M.F. and reversal 
with the hot junction at 
540° C. In normal cases 
the E M.F. goes on increas¬ 
ing in the reversed direc¬ 
tion, the curve beyond B 
being a geometrical con¬ 
tinuation of the parabolic 
segment ONB. The experi¬ 
mental method of measur¬ 
ing the total E.M.F, in a couple circuit is described in Chapter XV. 

If with this couple the cold junction be at 100® C. instead of o® C. then the 
E.M.F. curve can be obtained from ONB simply by changing the origin O 
to O' and taking O'B' as axis of temperature and O'Y' as axis of E.M.F. 
N again indicates maximum E.M.F. (= N^) at 270® C., but B' now indicates 
zero E.M.F. and reversal at 440° C. 

(2) To include the total E.M.F. parabolic curves such as Fig. 
377 for dll possible couples on one diagram would result in con¬ 
siderable complication, and another method suggested by Prof. 
Tait is usually employed. Instead of mapping total E.M.F. against 
temperature as above, the thermo-electric powers (dEfdT), i.e. say 
the E.M.F/s with unit difference of temperature between the 
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junctions are marked off on the vertical. Thus in Fig. 378 the 
ordinate TR represents the thermoHslectric power of a couple at 
T® C., Le. TR represents the E.M.F. when the cold junction is at 
(T — J)® and the hot junction at (T + the mean temperature 
being T® C. Similarly TjP is the thermo-electric jx)wer for the 
couple at temperature Tj® and T^Q that at temperature Tg®, and so 
on. For nearly all couples the curve obtained by joining the tops 
of the ordinates is a straight line such as LN. The point N evidently 
corresponds to the neutral temperature for the couple, for the 
thermo-electric power at this temperature is nil (remember the 
E.M.F. is always nil when the neutral temperature for the couple 
is the mean of the hot and cold junction temperatures: when the 
hot junction itself is at the neutral temperature the E.M.F. is a 
maximum). 


The total E.M.F. in the couple circuit when the cold junction is, 
say, at T^® and the hot junction 
at Tg®, can be found from the 5 
diagram. Considering first the p 

nan ow dotted strip, the verti- metals a and b 

cal TR is the E.M.F. when the 6^ 
junctions are (T — i)® and ^ 

(T -f J)®. The area of the strip f 

is TR X width of strip, and as ^ .tJ temr ™ 

the width is unity the area is (^*4) 


(T-^) (Tt|) 


numerically the same as TR, 


Fig. 378- 


i.e. the area of the strip re])re- 

sents the E.M.F. For junctions at T^ and Tg the total E.M.F. will 
be obtained by adding up a number of such narrow strips from 
T^P to TgQ, and the sum of these will be the whole area TiPQTg: 
thus the area TjPQTg represents the total E.M.F. with junctions 
at temperatures Tj® and Tg® respectively. 


In fact at any temperature T the value of the ordinate is dEjdT (Art. i). 
For a small increment of temperature dT at this temperature the increment 
(ifE) in the E.M.F. is given by (d'Ejd'T) dT, the product of the rate of change 
of E.M.F. with temperature and the change in temperature. In the figure 
the width of the dotted strip corresponds to dT and the area to the E.M.F.- 
viz. (dEjdT) (TT. For the total E.M.F. with junctions Tf and Tf we add up 
a number of these very narrow areas giving the total area T^PQTg. 


For reasons which will be explained later, curves such as LN 
are drawn for all the metals using lead as the other metal of the couple, 
and the diagram obtained is called a thermo-electric diagram: from 
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such a diagram the total E.M.F. in a couple consisting of any two 
metals with junctions at any two temperatures can be found. The 
complete thermo-electric diagram is explained in Art. 7, but one or 
two points may be briefly noted at this stage in an elementary way. 

Suppose AjAg (Fig. 379) is the thermo-electric power line for a 
couple, say, of a metal A and lead, and B^Bg ^ couple of 

metal B and lead. T^D^ is therefore the thermo-electric power at 
temperature Tj"' for the metal A and lead: T^Dg is the thermo¬ 
electric power at temperature Tj"^ for the metal B and lead: hence 
DjDg is the thermo-electric power at Tj° for a couple composed of 
metals A and B, and similar remarks apply to other temperatures. 

Again from the preceding the area DgTiTgCg represents the total 
E.M.F. for a couple consisting of metal B and lead when the cold 
junction is at T^ and the hot at Tg”. Similarly the area DiTiTgCj 

represents the total 
E.M.P'. for a metal A and 
lead couple with the 
same junction tempera¬ 
tures Tj"'' and T3'". Hence 
the difference of these 
two areas, viz. the area 
DiDgCgCi represents the 
total E.M.F. for a couple 
consisiing of metals A 
and B with a cold junction 
at Ti° and a hot junction 
Fig. 379. atTg^. Further, D^DgCgC^ 

is a trapezium, the area 
of which is given by m x bb: but ad represents the thermo¬ 
electric power for the A and B couple at the mean temperature of 
the junctions (Tg^), and bb is the temperature difference between 
the junctions (Tg ~ TJ, so that as stated in Art. i:— 



Total E.M.F. 


Thermo-electric power Difference in temperature 
at mean temperature ^ of junctions. 


The lines are so drawn on a thermo-electric diagram that the 
E.M.F. acts counterclockwise round the circuit. Thus in Fig. 379 
with a couple consisting of the metals A and B with junctions at 
Ti° and Tg® the E.M.F. acts as indicated by the arrow, it acts 
from A to B (lower line to upper line) across the hot junction and 
B to A across the cold. 
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The crossing point N of the A and B lines indicates the neutral 
temperature (T4°) for the A.B couple (the thermo-electric power at 
this temperature for this couple is zero). If the cold junction for 
the couple be kept at and the other junction be gradually 
heated, the area representing the total E.M.F. increases: when the 
hot junction is at the E.M.F. area is the triangle D^NDg and the 
E.M.F. is a maximum. If the hot junction be raised above the 
E.M.F. decreases for the 13 line is now below the A line instead of 
above it as before and E.M.F.'s added now are opposite: thus if 
the hot junction is at the triangle area on the right of N (viz. 
triangle NFiFg) must be subtracted from the triangle area (DiNDg) 
on the left to obtain the resultant E.M.F. area. If the hot junction 
be raised as much above T4° as the cold junction is below T4° the 
triangle on the right becomes equal to that on the left and the 
resultant E.M.F. is zero. Raising 
the hot junction beyond this brings 
on an E.M.F. again, but it will be 
in the opposite direction. 

From the diagram we can 
obtain an expression for the total 
E.M.F, in terms of the various 
temperatures. From Fig. 380 we 
have (denoting the neutral tem¬ 
perature by T„ and the two junction 
temperatures by Tj and Tg):— 

E.M.F. = Area = Triangle AjAgN - Triangle 

/. E.M.F. - i (AjAj X CN) - i (B,Ba X DN). 

But (similar triangles) AjAj oc CN and B^Bj x DN; 

E.M.F. X CN2 - DN-*. 

Now CN == (T„ - Tj) and DN - (Tn - Tg); 

/. E.M.F. X (T„ - T,r - (Tn - T,)^ 
i.e. E.M.F. X (T,«* ^ 2lVr„ - T,,* + iT.TJ x (Tj - T,) (T^ + - 2TJ; 

■ E.M.F. = A (T. - T,) - T.) •..(i) 

where k is a constant depending on the metals (see Art. 6). Clearly, the 
E.M.F. is zero: (i) if Tj «= Tj, i.e. junctions at the same temperature, and 
( 2 ) if (Ti -f Tj )/2 = Tn, i.e. if the mean of the hot and cold junction tempera¬ 
tures is equal to the neutral temperature: both these facts have been 
previously mentioned. 
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^4* The Peltier Effect 

Fig. 381 again depicts a copper-iron couple, but with a battery 
in the circuit. Experiment shows that with current passing as 
indicated heat is absorbed at the junction B oxid generated at junction 
A, and by comparing Figs. 376 and 381 it will be seen that that 
particular junction is cooled which must be heated in order to give 
a thermo-current in the same direction as the battery current; 
thus in Fig. 381 the junction B would have to be heated in order to 
give a thermo-current in the direction of the arrows, and when a 
battery is joined up so as to give a current in this direction the 
junction B is cooled. This discovery was made by Peltier in 1834, 
and it is known as the Peltier effect. In practice the whole circuit 
of Fig. 381 would be heated by the usual Joule (or PR/) heating 
effect for these Peltier effects are usually very small in comparison 
and special arrangements have to be made to detect and measure 
them (see below). It follows directly from the above that when a 

thermo-electric cur- 

m COPPER o—► rent flows in a circuit 

2 such as Fig. 376 heat 

-►o will be absorbed at 

8 the hot junction and 

liberated at the cold 
junction owing to 
PELTIER EFFECT these Peltier junc- 

PiG. 381. tion effects. 

As in Art. I the 

explanation of the Peltier effect also lies fundamentally in the 
fact that contact of dissimilar substances gives rise to potential 
differences at the contact. When iron touches copper there is, 
as we have seen, a contact PD, the iron being above the copper; 
thus at B (Fig. 381) the battery current traverses a junction 
where there is a slight up-gradient of potential due to the contact, 
so that it gains energy which is absorbed as heat and a cooling 
effect results; at A the current traverses a junction in the direction 
of the contact down-gradient of potential, so that it gives out 
energy and a heating effect results. * 

The energy (ergs) absorbed or evolved at a junction when unit 
e.m. current flows for one second, i,e, when unit e.m. quantity 
passes measures what is termed the Peltier coefficient (P) of the 
junction* If a cuit^nt I e.m. flows for / seconds the energy absorbed 
or evolved at the Junction will be PI/ ergs. But if V be the contact 
P.D. at the junction in e.m. units, this energy is equal to VI/ ergs 
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(page 306). Hence P = V, and thus the Peltier coefficient of a 
junction is numerically equal to the contact P.D. at the junction 
in e.m, units. We have expressed the coefficient in erg^ per e.m. 
quantity unit: if the coefficient be expressed in joules per coulomb 
it will be numerically equal to the contact P.D. in volts. 

Note that the Joule heating effect is proportional to the square of the 
current and is not reversible (page 290). The Peltier effect is proportional to 
the current and is reversible: thus with current going as in Fig. 381 energy is 
absorbed at B and there is a cooling effect, but if the current be reversed in 
direction energy will be liberated at B and there will be a heating effect. 

The existence of the Peltier effect may be shown by the apparatus of 
Fig. 382(a), in winch fairly thick rods of bismuth and antimony are used. 
When current passes the Joule heating is the same at both junctions, but the 
Peltier effect causes a generation of 
heat at one junction (on the left) 
and an absorption of heat at the 
other junction (on the right), and 
the index moves as indicated, i,e. 
away from the junction where more 
heat is developed. If the current 
is reversed the index will move in 
the opposite direction. 

Jog. 382(6) depicts another 
method which will be understood 
on reading the next chapter. Two 
equal coils X and Y are wrapped 
round the junctions, joined to a 
Wheatstone bridge and a balance 
obtained. Current is then passed 
through the rod, the junction at X is 
heated more than that at Y, the resistance of coil X therefore increases 
more than that of Y, and the bridge balance is upset. 

Similarly the value of the Peltier coefficient (P) may be determined by 
an experiment of the following type; Let (say) a copper-iron junction be 
immersed in water, and let a current I pass for t seconds in the direction iron 
to copper; if Hj be the heat produced and J the mechanical equivalent: 

JHi = I*Rf + Fit. 

If H, be the heat produced when the same current passes for the same time 
in the opposite direction, 

JH2 = FKt - Fit. 

The Peltier effect is a heating effect in the first case and a cooling effect in 
the second case. By subtraction 

J (H, ^ 

^ zlt 



1. T. E. 


V 



4iB 


Thermo-Electric Effects 


4. The Thomson (or Kelvin) Effect 

From theoretical considerations which are referred to later 
and by experiment, Lord Kelvin (then Sir William Thomson) 
showed (in 1856) that there is an absorption or evolution of energy 
(heat) if a current flows along a conductor when different parts of 
the conductor are at different temperatures, the absorption or 
evolution depending on the direction of the current. Thus if one 
end of a copper wire be at 0° C. and the other end at 100° C., and a 
current be passed from the cold to the hot end, heat will be absorbed, 
but if the current be passed in 4 he opposite direction heat will be 
evolved (it is therefore a reversible effect). This—the absorption 
or evolution of energy (heat) when a current flows in an unequally 
heated conductor—is known as the Thomson effect (or Kelvin 
effect), and the fundamental explanation is somewhat similar to 
that of the Peltier. 

In an unequally heated conductor different parts are at diffeient 

potentials In the 
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case of copper the 
hotter parts are 
at a higher poten- 
tial than the 
colder; hence if a 
current passes as 
Fig. 383. (ii) indicated along 

the copper wire of 
3S3 (^) heat will be absorbed in the part AB and evolved in 
the part BC; on the whole the Joule heating effect will predomi¬ 
nate, but if two points M and N equidistant from B be selected, 
N will be at a higher temperature than M owing to the effect we 
are considering. In the case of iron the colder parts are at the 
higher potential; hence if a current passes as indicated along the 
iron wire of Fig. 383 (b) heat will be evolved in the part AB and 
absorbed in the part BC. 

To summarise: heat is absorbed when a current flows from 
cold '' to '' hot ” in copper, and heat is evolved when the current 
flows from hot to cold; heat is evolved when a current flows from 
cold to hot in iron, and heat is absorbed when the current flows 
from hot to cold. The Thomson effect in silver, zinc, antimony, 
and cadmium resembles that in copper, and is said to be positive; 
bismuth, cobalt, platinum, and nickel resemble iron, and the 
Thomson effect in them is said to be negative. In lead the Thomson 
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effect is nil (for this reason lead is used as the base line in thermo¬ 
electric diagrams and thermo-electric powers plotted with respect 
to lead—pages 413, 421-6). 

The heat energy in ergs absorbed or evolved (by Thomson effect) 
when unit e,m. current flows for one second {i.e, when unit e.m. 
quantity passes) between two points of the conductor which differ 
in temperature by 1° C. measures what is called the Thomson 
coefficient (a) or Kelvin coefficient. From the definition of the 
P.D. between two points it is clear that the Thomson coefficient 
may also be defined as numerically equal to the difference of 
potential in e.m. units per degree Centigrade. If the coefficient be 
expressed in joules per coulomb per degree Centigrade it will be 


numerically equal to the P.D. in volts per 
degree Centigrade. 

To determine the energy, say, absorbed 
in this way by unit quantity of electricity 
in passing along a conductor from a point 
where the temperature is T^ to one where 
the tempiTature is Tg it is evident that, 
since a is not a constant but varies with 
the temperature, the difference of tempera¬ 
ture Tg — Tj must be divided into infinitely 
small steps each denoted by dT ; then the 
energy gained at each step is a.c/T, when* 
or has its proper value for each step and 


j a^T is the energy gained by unit quantity 

of electricity in passing from a point at 
temperature T^ to one at temperature Tg. 


IRON 



Fig. 384. 


The existence of the Tliomson effect may be shown by the apparatus of 
Fig. 384. The Joule heating is the same at M as at N. On the left, however, 
the current is flowing *' cold ” to “ hot " in iron and heat is evolved, whilst 
on the right heat is absorbed (Thomson effect): the index moves away 
from the hotter part. i.e. away from N. If the current be reversed the 
index moves in the opposite direction. An exact determination of the 
Thomson coefficient is difficult. 


5 . Origin of the E.M.F. in a Thermo-Electric Circuit 

Consider again a couple, one junction '' hot'' the other " cold,“ 
and therefore a thermo-electric current flowing in the circuit. It 
has been indicated that when this current is flowing heat (energy) 
is absorbed at the hot junction and evolved at the cold junction 
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(Peltier). Moreover, the current is flowiilg along one metal from 
its high temperature end to its low temperature end, and heat will 
again be either absorbed or eyolved (Thomson) according to the 
kind of metal. Finally, the current flows along the other metal 
from its low temperature end to its high temperature end, and heat 
is again either evolved or absorbed (Thomson) according to the 
kind of metal. On the whole, more energy is absorbed than is 'evolved, 
and the difference represents the source of the E.M.F. 

It was reasoning of this sort which led Thomson to predict the existence 
of the Thomson effect. If the hot junction of a roux'>le is at the neutral 
temperature the thermo-electric power there is nil, there is no contact P.I)., 
no Peltier effect, and no energy absorbed. But at the cold junction there is a 
heating effect, i.e. energy is evolved there, lienee he showed that energy 
must be absorbed in one or both of the wires in virtue of the difference of 
temperature between the ends, or that energy may be absorbed in one wire and 
generated in the other, but that the quantity of energy absorbed in the couple 
circuit must on the whole be greater than that given out. 

By considering the amounts of energy absorbed and evolved in 
a thermo-electric circuit in the manner indicated above, we can 
find an expression for the total E.M.F. in the circuit in terms of 
the Peltier and Thomson coefficients and the temperatures. Take 
the case of a couple circuit of two metals A and B with junctions 
at temperature T^ and Tg, the latter being the higher. Let P^ and 
Pg denote the Peltier coefficients at T^ and Tg, and and a,, the 
Thomson coefficients for the metals A and B. T^ien, assuming the 
current to pass from A to B at the hot junction, the energy gained 
by unit quantity of electricity in passing round the circuit (we 
assume unit quantity to pass as E.M.F. is numerically equal to 
energy per unit quantity —page 2(S5) is:— 

Pg for the Peltier effect at junction Tg, 

— Pi for the Peltier effect at junction T^ (energy evolved ); 

J (jffT for the Thomson effect in metal A, 

— f * affT for the Thomson effect in metal B (energy evolved). 

Hence total gain by unit quantity for the complete circuit is:— 
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and since this total is numerically equal to the E.M.F. we have:— 
E.M.F. = E = P, - P, + J',' .(2) 

If we consider a circuit with junctions at T and T + dT, where 
d^l is infinitely small, the result is more simply expressed, for the 
Peltier coefficients may be written as P and P + dV, where dV is 
the difference in P corresponding to the difference in temperature 
dT, and and cr„ are the values of the Thomson coefficients for 
the temperature T. Hence the four gains of energy given above 
are respectively P + dT, — P, crJT, and — (j^^dT, and we therefore 
have for dT. the infinitely small electromotive force in the circuit 

dH -= dV + (a, - crj dT .(3) 

Note that in the above the Thomson coefficients for A and B 
have the same sign (both positive); thus em^rgy is absorbed in A 
(current going from cold to hot) and evolved in B (current going from 
hot to cold). In the copper iron couple energy is absorbed in the 
copper (cold to hot) and also absorbed in the iron (hot to cold); 
their Thomson coefficients have opposite signs, 

6. Obtaining further Relations by Application of Thermodynamics 

In a thermo-electric circuit the Peltier and Thomson effects are, 
as we have seen, reversible, so that if we can neglect the Joule effect 
in the conductors (which is irreversible) we can regard such a circuit 
as being one in which all operations are completely reversible, and 
can apply to it the laws of the reversible heat engine which the 
student encounters in his study of Heat and Thermodynamics. 
And as the Joule heating is proportional to the square of the current 
it will be small and negligible if the E.M.F. in the circuit (and 
therefore the current) is small. 

Now it is shown in Thermodynamics that round a reversible 
cycle the algebraic sum of the expressions:— 

Heat energy taken in (or given out) 

Absolute temperature at which it is taken in (or given out) 

for all parts of the cycle is zero, i,e, = o. (The student should 

note particularly that absolute temperatures are now being used: 
T® C. = 273 + T Absolute.) Hence in a thermo-electric circuit, 
with junctions at absolute temperatures T and T -f dT, since 
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quantities of energy P -f dF, — P, Cj^dT, and — a^^dJ are absorbed 
at temperatures T -f dT, T, T, and T, it follows that:— 


p + 

P , - -h) 

T -r j 

dT — 0 

T -Fdi: 


i.e. dF — 

j - O', 

II 

0 


- a„) = ^dT 

-dF ... 


and substituting this value in the expression given in Art. 5, for 
dE, viz. dE dF + — aj dT, we get 

P dF 

dE - and P === ..(5) 

and the last relation means that for any two substances forming a 



thermo-electric couple circuit the Peltier coefficient at any temperature 
is given hy the product of the thermo-electric power at that temperature 
and the absolute temperature. 

Now consider a couple consisting of a metal B and lead with, 
say, the hot junction at 100° C. or 373"" Absolute. In the diagram 
(Fig. 385(a)) BB' is the thermo-electric power line of B with respect 
to lead which is taken as the base or zero line, so that PQ measures 
the thermo-electric power {dEjdT) for the couple at 100° C. (373® A.), 
the temperature of the hot junction.^ Ab'olute temperatures are 
marked on the horizontal so that the origin O is absolute zero 
(— 273® C.) and not o®C. OQ measures, Jihen, the absolute tem¬ 
perature (T) of the hot junction, and by (5) above the Peltier 
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coefficient at the hot junction (TdEldT) is measured by OQ x PQ. 
i,e, by the area of the rectangle OQP^. 

Again from (4) we have: cr^ — 


Now 



Hence — or^ 


Differentiating: 

dE _ / _ ii'E 

dJ VdTP'^dl) Vp’ 


and if the metal A is lead for which is zero, we have: — 

. . dE. . 

denoting — by jy we have:— 

= :.aJT = T.dy .(6) 

The last expression indicates that the Thomson effect in the 
metal B with its ends at temperatures T® and T® -f dT (Absolute) 
is given by the product of the absolute temperature T and the 
difference in the thermo-electric powers at the two ends. Further, 
a simple application of the Calculus will show that the Thomson 

effect in the metal with ends at T^: and Tg i^iz. |^,^cr^?T ^ is given by 

the product of the difference of the thermo-electric powers [with respect 
to lead) at the ends and the mean absolute temperature. 

Thus in Fig. 385(6) the Thomson effect in B with its ends at o® C. 
and 100® C. is measured by the area ^PRr for this area — pr x ab 
= [Op — Or) X ab ^ difference in thermo-electric powers (with 
respect to lead) at o® C. and at 100° C. x mean absolute temperature. 


Treating the Thermo-Electric Couple Analytically. The 
mathematically minded student should note the following brief 
indication of an analytical treatment of the thermo-electric couple:— 

(i) In the total E.M.F. curve of Fig. 377 the origin was at o®C. Now 
assume the origin at absolute zero (— 273^0,). The curve, being practically 
a parabola, may be expressed by the equation:— 

E = aT -h bT^ .. (m) 

where E is the E.M.F. in a couple with one junction at absolute zero and the 
other at absolute temperature T, and a and h are constants depending upon 
the metals. Hence the E.M.F. with junctions at and T, is given by 

= a (T, - T,) + b (T,» - T,*) .(») 
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(2) Again from (m) above we get by differentiating:— 

d^jdT — <2 -f- 26T; or y — a + 26T.(o) 

where we are again writing y for the thermo-electric power dlB^ldT. This is 
the equation of a straight line in which 2h represents, in the usual way, the 
tangent of the angle made by the line and the positive direction of the axis 
of temperature, and a is the intercept on the axis of thermo-electric power. 

(3) Further if T„ be the neutral temperature then the thermo-electric 
power (y) at this temperature is zero and we have:— 

a + 2bT^ = O. T„ - a!2b and a = ~ 2bT„ . (p) 

and substituting this for a in the total E.M.F. expression (w) for our couple 
with junction temperatures Tj and we get:— 

_ E;J> = 2 b (T, - - T„).(?) 

which corresponds with the total E.M.F. formula on page 415 if /e = — 26. 



(4) The Peltier coefficient P ~ TdKjdT and substituting (c?) for dT^jdT gives 
P == aT -f 26T®. Further since (cta — ajj) — — TdyjdT (see above), and form 
(o) dyjdT = 26 we have (<ta — au) — — 26T. Now using these substitutions 
in the formula for the net gain of energy per unit quantity (by Peltier and 
Thomson) of Art. 5, page 421, we get for the net gain a(T, — Tj) -f 6(Ta* — Tj*) 
wMich is the expression obtained above (in (n) and therefore (^)) for the E.M.F. 

7. The Thermo-Electric Diagram 

We can now consider the construction and application of the 
thermo-electric diagram. 

In the diagram absolute temperatures are taken as abscissae and 
thermo-electric powers as ordinates, and lead is taken as the 
standard and base line since the Thomson effect in lead is nil. 
The thermo-electric power lines are mainly straight, and the diagram 
is so drawn that for any pair of lines the E.M.F. acts one particular 
way round the circuit, viz. counterclockwise: when the current 
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goes from a lower to a higher point there is gain of energy (absorbed), 
when fr( 5 m a higher to a lower point there is loss of energy (evolved). 
Fig. 386 gives a rough diagram for copper, iron, and lead. 

In Fig. 386 TjA is the thermo-electric power for lead and copper 
at absolute temperature T^ and T^D is the thermo-electric power for 
lead and iron at T^; hence AD is the thermo-electric power for 
copper and iron at absolute temperature Tj. Similarly BC is the 
thermo-electric power for copper and iron at absolute temperature Tg. 
At T^ (270° C.) the thermo-electric power for copper and iron is nil. 

Consider now a copper iron couple with junctions at T^ Absolut 
(say 0° C.) and Tg Absolute (200” C.); a thermo-electric current will 
be flowing in the direction copper to iron through the hot junction 
[counterclockwise in the diagram). Since the total EM.F. is given 
by the product of the thermo-electric power at the mean temperature of 
the junctions and the difference in tem¬ 
perature of the junctions it is evidently 
represented on the diagram by the 
product PO X TjTg where PQ is the 
thermo-electric power at T (100° C.); 
but PQ X T^Tg is the area (shaded) 
of the trapezium ABCD so that the 
total E.M.F. is represented by the area 
ABCD on the diagram. 

The current passes along the copper 
from cold to hot (low to high point) and therefore (Art. 4), energy 
is absorbed. Since this Thomson effect [energy absorbed per unit 
quantity) is given by the product of the mean absolute temperature 
and the difference between the thermo-electric powers [copper lead 
couple) at the ends it is evidently represented on the diagram 
by ab X OT where OT is the mean absolute temperature and 
ab = Oh — Oa ^ TgB — T^A; but ab x OT is the area aAB6 so 
that the Thomson Effect in the copper is represented by the area 
aABb on the diagram. 

The current passes from copper to iron through the hot junction 
(low to high point) and therefore (Art. 3), energy is absorbed. Since 
this Peltier Effect [energy absorbed per unit quantity) is given by the 
product of the thermo-electric power of copper and iron at this tem¬ 
perature and the absolute temperature it is evidently represented on 
the diagram by BC x OTg, i.e. by BC x B6; but BC Bi is the 
area &BCc so that the Peltier Effect at the hot junction is represented 
by the area bBCc on the diagram. 
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The current passes along the iron from hot to cold (low to high 
point) and in this case energy is again absorbed (Art. 4). As in 
the cases of the copper the Thomson Effect in the iron is represented 
by the area cCDd on the diagram. 



Fig. 388. 


The current passes from iron to copper 
through the cold junction (high to low 
point) and energy is evolved (Art. 3). This 
Peltier Effect at the cold junction is repre¬ 
sented by the area aADd on the diagram 
as in the case of the hot junction. 

Clearly the total energy absorbed per unit 
quantity is represented by 

a^m + bBCc + cCDd - aADd = ABCD, 
and this, as previously indicated, represents 
the E.M,F. 

For reference, the diagram for a number 
of metals is given in the Appendix. 

8. A Few Practical Applications 

There are many useful practical appli¬ 
cations of thermo-electric currents: a few 
are briefly indicated below to show the 
general idea. 

The thermopile (Fig. 387) consists of a number 
of bismuth-antimony couples arranged in series so 
as to multiply the effect. If one set of junctions 
be protected as indicated, while radiant heat be 
allowed to fall on the other set, the galvanometer 
joined to the instrument will be deflected, and 
the deflection may be used as a measure of the 
heat falling on the exposed junctions. 

The thermo-electric pyrometer is used for the 
measurement of >iigh temperature, e.g, that of a 
furnace. The junction, with long, low resistance 
leads attached, is placed in the furnace, and the 
thermo-current produced gives a reading on a 
suitable measuring instrument in the circuit, such 
reading depending on the temperature: the in¬ 
strument is graduated to read the temperature 


direct. A pyrometer for work up to 1400® C. is 


shown in Fig. 388. The couple consists of a platinum and a platinum-iridium 
alloy. Two long wires of these are threaded through fine porcelain tubes 
and their ends fused together at the bottom, and the whole is placed in a 
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wider porcelain tube provided with a boxwood head fitted with terminals 
to couple up the measuring instrument: the junction is placed in the furnace 
and, as stated, the measuring instrument can be arranged to read the 
temperature of the junction and furnace direct. 

Incidentally, a resistance pyrometer is rather similar in appearance to 
Fig. 388, At the end of the tube is a coil of platinum which when placed in 
the furnace increases in resistance so that its resistance at any temperature 
can be used as a measure of the temperature. 

Different couples, of cource, give different thermo-E.M.F.'s, and the 
temperature of the hot junction which gives maximum current (neutral 
temperature) is different for different couples. Thus the 
alloy “ Ferry ” and the alloy “ Brightray,” if used as a 
couple, give an increasing E.M.F. as the temperature rises 
up to iooo° C. (max. E.M.F. = about 65 millivolts), a 
copper and constantin (eureka) couple give an increasing 
E.M.F. up to 500° C., a platinum and platinum-rhodium 
couple up to 1600° C., and an iron and nickel couple up 
to about 300® C. 

The thermo-galvanometer is largely used in measure¬ 
ments on small alternating or rapidly varying currents, 
e.g, m telephone circuits and in the receiving aerials of 
wireless. A loop of silver wire hangs by a quartz fibre 
in between the poles N, S of a magnet (Fig. 389). The 
lower ends of the loop are attached to pieces of bismuth 
and antimony respectively, joined at tlie bottom. Below 
this junction is situated the '' heater," which is a filament 
of wire or a quartz fibre platinised. When the current to 
be measured passes through the heater, part of the heat 
developed by the current is radiated to the bismuth-anti¬ 
mony j unction: a thermo-current is set up in the direction bismuth to antimony 
through the junction, and the loop is deflected just as in the case of the moving 
coil galvanometer. It can be used for alternating as well as continuous cur¬ 
rents in the heater because the heat produced does not depend oyt current direction. 

Professor Boys' radio-micrometer is similar to the above, the heater being 
omitted and the junction of the bismuth and antimony carrying a very thin 
blackened copper disc. When radiation falls on the disc a thermo-current 
flows and the coil is deflected. The instrument is extremely sensitive. 

The thermo-milliammeter is a highly sensitive form of ammeter which 
works on the same principle and it is now extensively used for small high 
frequency current measurements (from about 500 cycles up to radio fre¬ 
quencies). The heater, in one type, is a fine constantin wire in a vacuum 
bulb and a tellurium-bismuth junction is soldered to it. 





CHAPTER XV 

ELECTRICAL MEASUREMENTS 

T he Wheatstone bridge or Wheatstone net is an arrangement for 
the measurement of resistance. In it there are four 
resistances, three of which are known (or one is known and 
the ratio of the other two is known), and the fourth is the resistance 
to be determined. 

I. The Principle of the Wheatstone Fridge 

With the arrangement of the four resistances P, Q, R, S, batterv 
and galvanometer as in Fig. 390 it is clear that taking a point D on 
the branch ADC, there must be on the branch AEC some point 
(say E) at the same potential as D, so that on joining D and E 
through the galvanometer there will be no deflection. Connexion 
between D and Y will result in a current from Y to D, for Y is 
above E and therefore above D in potential; connexion between 
D and Z will result in a current from D to Z. As D and E, then, 
are at the same potential we have:— 

P.D. between A and D P.D. betvven A and E 

P.D. between D and C P.D. between E and C 

Current in AD x Res AD _ Current in AE x Res. AE 

Current in DC x Res. DC Current in EC X Res. EC ^ 

But Current in AD = that in DC. Cunent in AE ~ that in EC; 

Resistance AD _ Resistance AE P R 

Resistance DC Resistance EC S Q 

Thus an unknown resistance P can 
be found if (i) R, Q, and S are known, 
or (2) the resistance of one of the adjacent 
conductors, viz. R or S, is known and 
the ratio of the other two is also known. 
The Metre Bridge and the Post Office 
Box are two practical applications. 

An examination of Fig. 390 will show that 
if the positions of the galvanometer and battery 
be interchanged the relation above will still 
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hold when adjusted for no deflection: the sensitiveness of the bridge may, 
however, be quite diflercnt in the two cases (the greater the galvanometer 
current due to a small lack of balance the more sensitive is the arrangement). 
It can be shown that the most sensitive arrangement is obtained by the 
following rule:—Whichever has the higher resistance—battery or galvano¬ 
meter—should be put across from the junction of the two higher resist¬ 
ances to the junction of the two lower resistances (see Advanced Textbook 
of Blectnctty and Magnetism). 

Fig. 390 is the same as Fir:. 278 (page 298). As an exercise the student 
should apply the method there indicated (Kirchhoff's laws) to Fig. 390 and 
work out the expression for the current in the galvanometer: he will find that 
lus result is clearly zero if RS t.e. if P/S = R/Q. 


2. The Metre or Slide-Wire Bridge 

In its simplest form (Fig. 391) this consists of three thick bars 
of copper fixed to a board and provided with two gaps for the 
insertion of the resistance to be measured and a standard known 
resistance. A straight, hard uni¬ 
form wire of fairly high resistance 
(platinoid or platinum iridium), 
usually I metre in length, joins the 
two copper end pieces and has 
behind it a graduated scale. By 
means of a slider, contact can be 
made at any point on the wire, 
the position being indicated by a 
pointer attached to the .slider and 
moving over the scale. The battery 

circuit includes a key K, P is the unknown resistance and S a 
standard known resistance of somewhat similar magnitude. The 
experiment consists in (i) closing K and (2) finding a point of 
contact E at which the galvanometer is not deflected. We then 
have (compare the figure with Fig. 390)— 

Re.sistance P _ Res. AE _ Length AE. 

Resistance S Res. EC Length EC" 

Length AE 
Length EC 

but several corrections for accurate work are necessary. 



Res, of P 


X Res. S, 


Errors and Corrections in Metre Bridge Work.—T he main 
sources of error are as follows:— 

(r) Lack of uniformity in the-bridge wire. To eliminate, the 
wire must be calibrated so that the ratio Res. AE/ReS. EC is known. 
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(2) The i^on-coincidence of the pointer with the edge of the 
tapper (which presses on the wire). To eliminate, interchange the 
coils and take the mean of the two results. [Explain this) 

(3) Errors due to thermo-electric effects. To eliminate, use a 
reversing key in the battery circuit and balance with current in 
opposite directions. [Explain this,) 

{4) Variation of the resistance of the coils owing to temperature 
changes. To reduce this the current must be small, and flow for 
short intervals of time. 

(5) Resistance of the end pieces too large and unequal to be 
neglected. These are determined experimentally as equivalent to 
so many divisions (say a and of bridge wire, and these are added 
to the respective sections AE and EC each time a test is made. 


End Corrections for Metre Bridge. Join up as in Fig. 391, E a-nd S being 
in this case known resistances, so that the ratio PjS ~ r (say) is known. 
Let the resistance of the end A be equal to a divisions of the wire and that 
of C equal to p divisions of the wdre. Secure a balance and let AE ~ 
divisions and AC == L divisions; then 

P -fa . . 

(ir:- ,/,) t- ^ ... 

Interchange P and S and balance; let d2 = balancing distance from A:— 

.(2) 

s d,+ a . 

From (i) (dj -f a) - r (L - rfi) -f rjS.(3) 

From (2) r (d^ 4 - a) (L — -f jS; 

(d.^ + a) f - d^) fP .( 4 ) 

Eliminating by subtracting (3) and (4) gives— 

(3?, 4 - r (di — d^ — 
a ~~ r 'i ~ 1 

and since r, d^, and d^ are known, a is determined, p can similarly be found. 


3. The Carey Foster Bridge 

392 will serve to explain the principle of the Carey Foster 
method of bridge measurement. In this case P and S are two 
nearly equal or equal ‘resistances, whilst Rj and are the two 
resistances under examination. Let x be the resistance of the end 
X, y the resistance of the end Y, and L the total length of bridge 
wire, and let p denote the resistance per unit length. Balancing as 
indicated we have:— 

P __Ri + ^ _ 

S R 2 + + p (L — 4) 
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Now let Rj and Rg be interchanged and let 4 the balancing 
distance from the end X; hence:— 

E_ R2 + ^ + p 4 

S R2 + JV + /> (E 4 ) 

._Ri + ^ + p 4 ^ _ 

Rg + jv + P (L — 4) R^ + jy + p (L — 4) 

Adding i to each side we get:— 

R2 4 " j ^ 4 " Ri + ^_Ri + y ~ f~ pE + R 2 4 “ 

Rg Hh y "h pE — p4 Rj 4“ 4" pE — p4 

Here the numerators are the same, hence the denominators are 
equal; equating the denominators we get 

Rj — Rg = p (4 ” 4) = of the part (4 — 4)> 

and thus the difference between the two resistances Rj and Rg is equal 

to the resistance of the 
bridge wire between the 
two balancing points. 
The result does not 
involve the end pieces 
or the values of P and 
S. The resistance of 
the length (4 — 4) 
may be taken from 
the calibration curve 
of the bridge wire, and 
if Rg be known Rj 
is determined. 

This method can be employed for calibration of bridge wire " if — R, 
be accurately known, for p = (R, — R2)/(/, — l^): thus if either P or S can 
be slightly altered at will, so as to bring the balancing points to various parts 
of the wire, p for the parts in question can be determined. 



4, The Callendar and GriflSth’s Bridge 

This bridge was devised for use with the platinum resistance 
thermometer (resistance pyrometer—page 426) for the measurement 
of temperature. In Fig. 393 the arms P and S of the bridge are 
equal. Leads join the thermometer pt to the gap in the arm Q, 
and a similar pair of dummy leads close to the main ones is connected 
to a gap in the arm R; thus the resistance of the leads to the 
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thermometer is eliminated. The wire ah is 50 cm. long and its 
resistance is *25 ohm, so that i cm. of it ~ -005 ohm. At r there 
are eight coils, the resistances being *1, *2, *4, *8, i*6, 3*2, 6*4, and 
12-8 ohms, and one or more of these can be brought into the circuit 
as desired: note that the first coil has a resistance equal to 20 cm. 
of ab, the next equal to 40 cm., and so on. The tapper consists of 
a slider E which connects ah and cd. The battery (not shown) 
joins the P.R. and S.Q. junctions as usual. The thermometer 
itself consists of a platinum coil in a tube of glazed porcelain (or 
glass according to its range). 

In testing, the thermometer is subjected to the unknown 
temj.)eraturc and the bridge balanced for no deflection, by altering 
r and the position of E: if this occurs with the slider x cm. from 
the centre of ah :— 

f ^ + pjc 

S Q I -\- pt h — px* 

where I is the resistance of the leads, h the 
resistance of half the wire ah, p the resist-* 
ance of one cm. of it, and pt the resistance 
of the platinum coil of the thermometer: 
but P is equal to S, hence 

/ + />^ + 6 -- px = / + f -f 6 + px\ 

X 

pi " r -}- 2 px “ r H- 

100 

Having thus found the resistance pt 
of the thermometer, the ttunperature to Fig. 393. 

which it is exposed is known since the 

variation of the re.sistance of platinum with temperature is known 
(page 237). 

The above deals only with the electrical part—the " bridge ” attachment 
to the resistance thermometer. For details of electrical thermometry and 
pyrometry and the method of making the apparatus " direct reading," some 
work on Heat must be consulted. 

5. The Post Office Box 

Another form of Wheatstone bridge is the Post Office Box\ in 
dealing with this we shall for convenience write the relation of 
Art. I, viz, P/S == R/Q, in the form R/P = Q/S, and shall assume 
S to be the unknown resistance. The Box consists of a number of 
coils of kno5vh resistance arranged so as to form three arms of a 

28 
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Wheatstone bridge, the fourth being the resistance to be determined. 
The method in which the coils are arranged is shown in Fig. 394. 
Their ends are attached to brass blocks separated by conical gaps, 
into which conical brass plugs can be inserted. By inserting a plug 
that particular resistance is cut out of circuit, for the current will 

pass from one block to the 
next through the plug; 
removing a plug necessi¬ 
tates the current going 
through the coil, thus add 
ing that resistance to the 
circuit- The coils are 
doubled upon themselves 
as shown so as to eliminate 
the eifects of inductance 
(Chapter XVI.). 

A plan of the box and 
The arms P and R are 
known as the ratio arms; each consists of three coils of 10, 100, 
and 1000 ohms resistance. Q is called the rheostat arm, and consists 
of a series of coils whereby resistances ranging from i to 11,110 
ohms can be obtained. S is the unknown resistance. The lettering 
of the box is identical ^\Tth Fig. 390. The manipulations will be 
understood by considering the following experiment. Join up as 
indicated:— 

(a) Make R = 

10 ohms and P ~ 10 
ohms. By taking 
out plugs in Q en* 
deavour to find a 
resistance such that' 
on closing first the 
battery key and 
then the galvano¬ 
meter key there is 
no deflection. Since 
R = P, Q must I e Fig. 395. 

equal to S to secure 

a balance. In an actual test 2 ohms in Q at this stage gave a deflection to the 
right and 3 ohms gave a deflection to the left; hence S was between 2 and 3 ohms. 

{b) Make R = 100 ohms keeping P = 10 ohms. Since R is now equal to 
loP, Q must be equal to loS for a balance; hence in the test it was only 
necessary at this stage to work with resistances between 20 and 30 ohms in Q. 








'•.—S 






!L* 





Fig. 394 - 

its connexions is shown in Fig 395. 
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On taking 23 ohms the deflection was to the right and 24 ohms gave a deflection 
to the left; hence S was between 2*3 and 2*4 ohms. 

(c) Msike R = icx )0 ohms keeping? = 10 ohms. Since R = looP, Q must 
be equal to looS for a balance; in the test it was therefore only necessary to 
work with between 230 and 240 ohms in Q. On taking 237 ohms the galvano¬ 
meter was not deflected; hence S was 2-37 ohms. 

(d) A Step Further. Should two consecutive resistances in the third step 

still produce deflections in opposite directions, the true value may be found 
by interpolation. If 237 ohms gave a deflection of 9 divisions to the right, 
and 238 gave 12 to the left, a balance would be obtained if Q could be made 
equal to 237 i.e. 237*43 ohms; in this case the value of S would be 

2*3743 ohms. 

If the unknown resistance is very large, R must retain its value, 10 ohms, 
throughout, and P must be made equal to (say) 1000, R being of P, Q 
must be of the unknown to .secure a balance. Thus, if 1208 from Q 
gives no deflection, the value of S may be taken as 120,800 olims. 


6. Measurement of 
High Resistance 

The Wtieatstone 
bridge is unsuitable 
for the measurement 
of high resistances of 
the order of a meg¬ 
ohm, since the con¬ 
ditions for sensitive¬ 
ness would usually be 
violated. Of the many 



methods in use two will be brietiy indicated. 


(i) Substitution Method. —This is a good laboratory method 
capable of giving accurate results. In Fig. 39!) B is a convenient 
battery, R a high resistance of the order 100,000 ohms (adjustable), 
G a high resistance galvanometer (reflecting), K a key, and X the 
liigh resistance to be measured. The procedure is as follows:— 

With the lever on stud a the deflection Dj of the galvanometer is obtained. 
A known resistance r is now introduced, X being cut out of circuit by moving 
the lever to stud h. The i^esistance (also r if necessary) is adjusted, the 
total R between C and D being kept constant, until a deflection Dg of somewhat 
similar magnitude to is obtained. If e be the P.D. between C and D, 
e^ the P.D. between C and E, Ij the current in the galvanometer in the first 
case, and I^ the current in it in the second case, 

"" G'+'X ’ ” G^~’ 

.1, eG + y RG + f. 

I, e,’G -{- X' D, R, G + X* 

. _ DjR (G + *-) - D.R.G 

D,K, 
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The resistance of the insulation of a cable may be found by this 
method. The cable is coiled up in a metal tank containing water, 
the ends only being outside, and these are well insulated to prevent 
leakage. One end of the copper core is joined via the key (stud a) 
to the galvanometer, the other end of the core being left " free," 
and the metal tank, which through the water is in contact with 

the outside of the insula- 
K A- tion, is joined to the end 

D of the high resistance 
R; thus the insulation 
takes the place of X in 
Fig. 396. A slight modi- 
lication is indicated in 
3 Q 7 - Roth ends of 
tlie cable are brought 
together at A and joined 

aaaaaaa***.. to the key K, a metal 

^AAAAAAAA/ AAt- 0 being joined to 

I D. To avoid surface 

!• 'll hakage the potential of 

Fig. 397. the cover just below the 

core A is raised to the 
same potential as the core: this is done by tlie wire w as indicated, 
and it is clear that no leakage current can pass through the 
galvanometer, the latter only indicating the current flowing through 
the insulation. It is usual to immerse the cable for 24 hours and 
then to measure the resistance ''after one minute’s electrification.” 


" The resistivity S of the insulation (in ohms per inch cube, .say) may be found 
from the relation (13), page 305, if the 
above measured resistance be expres.sed in 
ohms and tlie length in inches. 

(2) Condenser Loss of Charge 
Method. —This may be used to find 
(a) The dielectric resistance of the Fig. 398. 

condenser itself, (d) *The value of a 

high resistance through which the condenser is caused to discharge. 
(c) The capacitance of the condenser. 



(a) In Fig. 398 C is the condenser of which the dielectric resistance R is 
required, E is a quadrant electrometer, and K a well insulated key. The 
key K is closed and when the deflection of E is steady K is opened, thus 
disconnecting the battery from E and R. The charge on the condenser 
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very gradually " leaks through ” the dielectric and the P.l). falls: this is shown 
by the falling deflection of E. Time readings of the deflection are taken 
and a curve plotted with time as abscissae and deflections as ordinates. 
Taking any two points on the curve let denote the deflection corresponding 
to the, first point and Vg that to the second, and let t seconds be the time 
interval between the two; the dielectric resistance R of the condenser is 
found from the relation 

R = -^^ (see below), 

2-30-6 C log,, 

where C is the capacitance of the condenser. With C in microfarads R will 
be in megohms. It is assumed that the leakage only takes place at the 
condenser. 


{b) Modify the arrangement as shown in Fig. 399 where R is the high 
resistance (several megohms) to be measured. The experiment and calcula 
tion are the same as above, the discharge now being considered to take place 
through the resistance R: thus R is determined. The discharge in this ceise 
is fairly rapid: the time taken for a condenser of a few microfarads to discharge 
through a resistance of a megohm is only of the order of seconds. 


(c) From the expression for R 
we get C =:= //(2*3026 R log^o^il^’z) 
so that the capacitance C is found 
if R be known. 

The expression for R used 
above may be established 
thus:—If Q = charge on the 
condenser at any instant, V ~ 
have: Q = CV, and therefore 



I*Tg. 399 . 


the P.D., and C — ca}>acitance, we 
(neglecting sign) dQldt CdVjdt. 
But dQldt is the leakage current and is equal to V/R: hence:— 


dt ' R' 



I 

V 


dV, 


and on integrating (limits and Vg) we arrive at the result:— 


which is the formula used (on converting to common logarithms), 
the potentials \\ and Vg being proportional to deflections. Again:— 


log^J 


RC 


'rc_ Y*- 




Vi’ 


Va = '‘S- 


and if t = RC we have Vg = VjC ^ = YJe. Thus if a charged 
condenser has its coats connected by a wire of resistance R ohms, 
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the potential (and 
charge) will fall to 
ije, ix. 1/271828 of 
its initial value, in a 
time RC seconds. 
RC seconds is called 
the time constant of 
a condenser of 
capacitance C dis¬ 
charging through a 
resistance R. 

7. Measurement of Low Resistance 

In Fig. 400 AC is a (calibrated) low resistance wire joined to an 
accumulator B and an adjustable resistance r. The unknown 
resistance X and a standard low resistance of somewhat similar 
magnitude S are connected in series, and the two put in parallel 
with the wire. G is a galvanometer. The test is as follows:— 

Join one terminal of the galvanoin(!ter to one end of the unknown, and 

by means of the movable contact find a point a on the wire such that the 
galvanometer is not deflected. Repeat this at the other end of the unknown, 
and at both ends of S, as shown by the dotted lines in the hgiire. Clearly 
then since the P.D, at the ends of X = P.D. between a and a\ and the P.D. 
at the ends of S — P.D. between h and b\ we have:— 

P.D. on_X _ P.D. between a and a\ , Res. X _ Res. aa' 

P.D. on S P.D. between h and b'* *' Rcs7^ Res. 66'* 

and this may be written Dength aa'/Dength 66' if the wire be quite uniform ; 
thus X is determined. 

8. Measurement of Battery Resistance 

Many ordinary laboratory tests are not a great success, for the 
resistance depends upon the current 
(decreasing as the current increases) and 
polarisation affects several determina¬ 
tions; the following methods are typical 
and illustrate important principles:— 

(i) By the P.d. on Open and Closed 
Circuit. —If a voltmeter V be joined to 
the poles of a battery, then if the resist¬ 
ance of V be very high so that it takes 
only a tiny current, we may assume the 
battery to be ''on o|>en circuit,” so that 
the reading of V is the E.M.F. of the 




Fig. 400. Measurement of Low Resistance 
(Dynamo armature Section). 


Fig. 401. 
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battery, say E volts. If a known standard resistance R ohms be 
now joined up as shown (Fig. 401) the battery supplies a current I 
equal to E/(B + R) where B is the battery resistance (we again 
neglect the tiny current in V). If e be the reading of V now, then 
e is the terminal potential difference, t.e, the P.D. at the ends of 
R, and e -= IR. Hence:— 

E I(B + R) B+R. 

..b=-^xr. 

The electrometer method is similar. The cell or battery is connected to 
an electrometer and the deflection is observed; this is a measure of the 
H.M.F. (E), for the cell is on open circuit in this case. The poles are then 
joined by a wire of resistance R and the deflection ^2 is observed; this is a 
measure of the terminal potential difference (e). Here, 
as ab(3vc, 


i.e. B = 


~~ 


The same principle is utilised in the potentio- 
meter method: this is a good laboratory method, 
and is described on page 446. 

(1;) By a Condenser and Ballistic Gal- 
VANOMETER.— In Fig. 402 B is the cell, the p/* *-1 

resistance of which (6) is required, C is a L* .J 

condenser, BG a ballistic galvanometer, K a 
charge and discharge key, and r a known resist¬ 
ance: the experiment is carried out as follows:— 

With r disconnected from B, charge the condenser by depressing K, and 
note the^rs^ of BG; let this be Discharge the condenser. Connect 
the poles of B by the resistance r and again charge C, noting the first swing, 
do, of BG. Discharge the condenser. 

If E be the E.M.F. of the cell and e its terminal P.D. when joined by r, 

the charge given to the condenser in the first case is CE and in the second 

case Ce, where C denotes the capacitance of the condenser; hence d^ : d.^ ^ 

("E : CfJ = E : e. Again, the current in r is given by E/(6 -j- r), and also by 

ejr; hence E : f « (6 -{- r) : r. Clearly then 

b y di , d^ — da 

--^ -* X r, 

(3) By Mange's Method. —In this method the cell is placed in 
the arm of the Wheatstone bridge ordinarily occupied by the 
resistance to be measured (S), and the usual battery branch 
contains a key K only (Fig. 403); the galvanometer will be deflected 
for a current will certainly flow through it. Resistances are then 
adjusted until the galvanometer deflection remains the same whether 
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the key K is open or closed. It can be shown that the usual 
calculation then applies, viz. Res. (S) of cell/Q ~ P/R, and 
since Q, P, and R are known, S can be determined. 

The truth of this may be p)roved 
mathematically by an application 
of Kirchhoft’s laws (see Advanced 
Textbook of Electricity and Magnet¬ 
ism), but it can be seen thus:— 

Wlien K is closed a current goes 
through it just the same as if the 
branch CKA contained a battery in 
the usual way, and, in general, this 
would cause a deflection of G which, 
in this case, means an alteration in 
the deflection of G (for G already 
has a current in it). If, then, 
resistances are adjusted until there 
is no alteration of deflection, matters evidently correspond to the 
no deflection condition of the ordinary case, and the same relationship 
must exist between the four resistances as in the usual balanced bridge. 



9. Measurement of Galvanometer Resistance 


(i) The best method is to remove the needle and suspension in 
the case of a moving needle galvanometer, or clamp the coil of a 
moving coil galvanometer, and measure the resistance ip the usual 
way by the Wheatstone bridge arrangement: this necessitates, of 
course, the use of a second galvanometer. 

Jhere are several more or less vsimple methods of finding the 
resistance of a galvanometer, but although 
they illustrate important points in theory, 
they are not of great accuracy: we briefly 
indicate two methods, the first suitable 
for one of low sensitiveness. 

(2) In Fig. 404 G is the galt'anometer under 
test, S and R are two resistance boxes, S being of 
moderately low value and R of higher value: 
both S and R can, of course, be varied. S and 
K are adjusted so that a fairly large deflection of 
G is obtained and the S and R values (say Sj 
and Rj) are noted. S is shunting the galvanometer, and for the current in 
G we therefore have (it is S/(G *f S) of total current—page 353) 



Si 

G-f 


E 


R, -j- 


S^G 
G S* 


X 
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where E — E.M.F. of the cell and G = resistance of galvanometer (Rj and R2 
are usually large compared with the resistance of the cell, so that the latter 
is neglected). 

S and R are now both altered and adjusted until, with their new values 
{say Sa and Ra), the galvanometer deflection is the same as before, so that 
the same current is flowing in it. Hence:— 

^ K ^ Sa _ E _ 

G + S.G - G 4 S/ “ S,G ’ 

^ G 4- S, + G + ST 

and on solving this for G we get the result:— 

/ ' — SjSa (Rj R2) 

" SiRo -‘SaKi • 


(3) Kelvin s method resembles the Mance’s method for the 
resistance of a cell. The galvanometer to be tested is placed in 
the arm of the Wheatstone bridge ordinarily occupied by the 


resistance to be measured (S in 
Fig. 405), and a key is placed in the 
the usual galvanometer branch DE : 
the galvanometer will be deflected, 
for current will be passing through 
it. Resistances are then adjusted 
until the galvanometer deflection is 
the same whether the key referred to is 
open or closed. It is clear that, 
when this is so, no current passes 
between D and E through the key 
when the latter is closed (if it did 
the galvanometer deflection would 
change) and therefore the points D 
and E (Fig. 405) are at the sam 
calculation may be applied. 



potential: hence the usual 


10. Measurement of the Resistance of Electrolytes 

The main difficulty is that in most cases a back E.M.F. is set up, 
which, with ordinary methods of testing, would appear as a resist¬ 
ance, and, further, the back E.M.F. itself is not constant. In 
practice special electrolytic cells are used, and the electrodes are of 
platinum coated with platinum black." The following methods, 
amongst others, have been resorted to:— 

(i) Kohlrausch's A.C. Method. —^This is a metre bridge 
method, the electrolyte being in one gap and a known standard 
resistance in this other. Alternating current is used instead of the 
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continuous current from a battery, so that the latter is replaced by 
the secondary of a small induction coil (page 481) or by a step-down 
transformer connected to the A.C. mains (page 485), or an oscillating 
(wireless) valve (Chap. XXI.): as the current is rapidly 
alternating in direction, the opposite polarising effects 
at the electrodes cancel each other. To detect the 
balancing point on the bridge wire the usual 
galvanometer must be replaced by one which can be 
employed with, and is sensitive to, small alternating 
currents, or, if the frequency of the A.C. supplied is 
within the range of audible frequencies, a telephone 
can be used, the balancing point being that for which 
the sound in the receiver is a minimum. The usual 
Fig. 406. bridge calculation is applied. 

It should be noted that the induction coil docs not give a 
true alternating current; in any case it must be used without its condenser 
(page 483) or the current from it will be more or less a pulsating direct 
current. The valve method is now mainly used. 

Different forms of electrolytic cell arc used according as the 
conductivity is high or low. Fig. 406 is a type suitable for solutions 
of low conductivity (high resistance). The horizontal electrodes, 
are made of stout platinum foil fitting as closely as possible into a 
cylindrical vessel. A stout platinum wire from each is sealed into 
a glass tube. The electrodes are held in position by an ebonite 
cover. Connecting wires pass down the glass tubes, contact with 
the electrodes being made by means of a little mercury introduced 
into each tube. The distance between the electrodes can be varied 
(Fig. 407 shows a type suitable for solutions of high conductivity). 

The resistance determined (say R) is that of the column of 
electrolyte from one elec¬ 
trode to the other. If / be 
the distance between the 
electrodes of Fig. 406, a 
their cross-sectional area, 
and S the resistivity of 
the electrolyte, then R = 

Slja, and from this, having 
found R, S is determined: Fig. 407. 

the specific conductivity 

K^x/S, and the equivalent conductivity y t= #cV, where V = volume 
(c.cm.) containing one gram-equivalent (page 384). Strictly, a is 
the cross-section of the effective liquid column, and there are end 
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effects (Fig. 408) when the electrodes do not touch the walls of 
the tube. It is therefore more usual, in practice, to determine the 
resistance of a standard solution (generally a potassium chloride 
solution) in the same cell and from the known con- 
ductivity of this solution to calculate the cell 
constant/' i.e, the factor by which any experimental 
result must be multiplied to give the actual resistivity, 

S, of the electrolyte. 

(2) Stroud-Henderson Method. —This again is a 
bridge method, but continuous current from a battery, 
and the usual galvanometer, are employed: it is 
indicated in Fig. 409:— 

The lesistances S and Q are made equal and large. The 
resistance P is that of a tube of the liquid under test. The resist¬ 
ance K is partly that of another tube of the liquid exactly like the first, 
except that it is shorter and partly made up by an adjustable resistance. 
This adjustable resistance, r, is altered until the galvanometer shows no 
deliection, in which case the resistance r equals that of a column of the 
liquid equa* to the difference in length of the two tubes. Thus, although 
continuous current is employed, since the polarisation effects are the same 
in both arms of the bridge, their effect on the result is eliminated. 

II. The Principle of the Potentiometer 

One of the best methods for measuring E.M.F.’s and P.D.'s is 
that known as the " potentiometer " method. In Fig. 410 AB is a 
long uniform wire joined to a battery E, the end A to the positive 

pole: there is a fall of potential 
from A to B along the wire. Now 
imagine another circuit AGK joined 
up as shown, G being a galvanometer. 
A current will flow in this branch in 
the direction AGK, and G will be 
deflected. This current will depend 
on the P.D. between A and K pro¬ 
duced by E: thus if K be moved to 
the left the P.D. will be less and the 
deflection less: if it be moved to the 
Fig. 409. right the P.D. will be greater and 

the deflection greater. 

In Fig. 411 a cell S has been put in the lower branch, its positive 
pole also being joined to A. Its E.M.F, tends to send a current 
through the lower branch in the direction KSGA whilst the I\D. 




Fig. 408. 
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between A and K produced by E tends to send a current in the 
opposite direction AGSK. Clearly then (assuming S to be of 
smaller E.M.F. than E) it will be possible to find a position for K 



Fig. 410. Fig. 411. 


where these two opposing influences are equal, so that no current 
flows in the branch AGSK, and the galvanometer will not be 
deflected. If then we alter K until there is no deflection, we can 
say that the E.M.F, of the cell S is equal to the P.D. between A and 
K produced by E. This is the principle of the potentiometer. 

Note that when a balance is obtained no current is being taken 
from the cell S: it is on '‘open circuit." 

12. Measurements with the Potentiometer 

A simple laboratory type of potentiometer is shown in Fig. 412. 
It consists of six uniform wires each i metre in length joined in 
series by thick copper bars: scales graduated in millimetres are 
placed alongside the wires. This wire has its ends connected to an 
accumulator E (sometimes two or three in sefies), the positive pole 
being joined to A. 

The positive terminal of a standard cell S—a Weston of E.M.F., 



.say, 1*019 volts—is joined to A, the negative being joined through 
a resistance R and a galvanometer G to the sliding contact K. 
The position of K is adjusted until G is not deflected. Then R is 
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made less for greater sensitiveness, and K again slightly changed if 
necessary: lastly R is removed and K finally adjusted until there 
is no movement of the galvanometer. If mm. is this final 




Fig, 413. Fig. 414. 


ppsition of K from the end A, we know that the P.D. at the ends 
of this length of wire is equal to the E.M.F. of the standard cell S 
(viz. 1*019 volts). 

To Measure the E.M.F. of a Cell. —Remove S and place, say, 
a Leclanche cell (L) there, its positive pole being joined to A. 
Repeat the experiment. Suppose d^ mm. is the distance of K from 
A when the galvanometer is not deflected: then the P.D. at the ends 
of length d,^ of wire is equal to the E.M.F. of the Leclanche. 

E.M.F. of L __ P.D, on d^ __ Curr. in d2 X Res. d^ __ Res. d^^ 

E.M.F. of S ~ P.D. on Curr. in d^ x Res. d^ Res. d^' 

and resistances d^ and d-^^ are proportional to lengths d^ and d^ \— 

/. E.M.F, of Leclanche = /i*oiq x volts. 

I ^ij 

Below we indicate several tests with the potentiometer. 

(l) To Measure the P.D. on a Circuit. To measure the P.D. at the ends 
of a resistance R (Fig. 413) which is part of 

a current circuit, we treat R in the same way POTENTIOMETER WIRE 

as the Leclanche above, having first got a a 
“ balance " with the standard cell (dy mm.). 

Join the high potential end X to A of the 
potentiometer, and the low potential end Y 
througha galvanometer to the sliding contact 
K and find the position for no deflection: if 
it is mm, from A 

P.D.betweenXandY=|i‘0i9 X volts. 

If the P.D. is a high one, say that between the electric light mains 
(Fig. 414), a high resistance CF, say of 10,000 ohms, is put across them, and 
the P.D. for a part CB of, say, 50 ohms is measured as above: if this be 
1*25 volts the total P.D. is 1*25 x 10.000/50 — 250 volts. 



- 

Fig. 415. 
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[2) To Measure the Current in a Circuit. 
The current to be measured is sent through a 
standard low resistance of •!, *01, or *001 ohm, 
according to circumstances, and the P.D. at 
the ends of this standard is determined in the 
usual manner (Fig. 415); the P.D. thus 
found, divided by the resistance of the 
standard, gives the current required. 


Fig. 416. (3) To Measure a Resistance. The resist¬ 

ance X (Fig. 416) to be measured is put in 
series with a standard resistance S, an accumulator, and an adjustable resist¬ 
ance. The P.D. at the ends of the unknown resistance is balanced on ti e 
potentiometer, as in the preceding cases. This is repeated with the standard 
S, and— 


Res. of X — 


P.D. at end s of X 
1 \D. at ends of S 


X Res. of S = 



where dy and are the balancing distances in mm. from A. 


(4) To Measure the Resistance of a Cell. This is a better form of the 
first experiment of Art. 8, and is indicated in Fig. 417. With Kj open find the 
position of K for no deflection of G: let be the balancing distance from A. 
Now close Kj so that the cell gives a current through R and again find tlie 
position of K for no deflection: let d^ be the balancing distance from A. 
In the first case the P.D. at the ends of is balancing the E.M.F. (E) of the 
cell for no current is being taken from it: in the second case the P.D. at tlje 
ends of d^ is balancing the terminal P.D. (^) when current is flowing throng!) 
R. Now the current in R is given by ejR and it is also given by E/(R 4 b) 
where b is the resistance of the cell. Hence:—■ 


- • ?.±-* = • 6 = R^!_:rA 

R + fc ■” R’ •• R « rf,’ •• rf. 


(5) To Measure the E.M.F. in a Thermo-Electric Circuit. In a thermo¬ 
electric circuit the E.M.F. may generally be measured by a suitable modifica¬ 
tion of the potentiometer method. As the E.M.F., usually expressed in 
microvolts, is very small, the difference of potential along the potentiometer 
must be small and so subdivided that a difference of one-millionth of a volt 


may easily be read. The principle 
of one method of arranging this is 
indicated in Fig. 418. If the wire 
be divided into 1000 divisions the 
P.D. for each division will be about 
i/io’ of the E.M.F. of the battery, 
and may therefore be small enough 
to admit of sufficiently accurate 
measurement. Consider carefully 
this outline diagram. 

A simpler laboratory arrange¬ 
ment is shown in Fig. 419. The 
resistance S is fairly large—at least 



Fig. 417. 
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about 500 ohms. SC is a standard cell, and E an accumulator. ILet 
p =:= the resistance of i cm. of the potentiometer wire AB. Close and 
adjust R until there is no deflection of G: the P.D. on S is now equal to 
the E.M.F. of SC (say i*oi8 volts). Now (P.D. on AB}/(P.D. on S) 
= (Res. of AB)/(Res. of S) = (p x AB)/S so that:— 

P.D. on I cm. of wire = - --- 

Open Ki and close K^, thus joining up the Cu-Fe couple and G to the wire, 
and adjust K for no deflection: if d cm. be the balancing distance from A the 
required E.M.F. is (p X i-oi8 x (Hot junction on right in Fig. 419.) 


13. A Modern Potentiometer 

Modifications in the form of the potentiometer have been 
introduced (a) to increase its accuracy, (i) to simplify its use. As a 
simple example we will take one type of the Crompton potentiometer. 



Fig. 418. Fig. 419. 


Fig. 420 shows the principle of the construction, and Fig. 421 an 
actual instrument. It consists of a wire divided into, say, fifteen 
segments of equal resistance; fourteen of these are formed into 
coils, their ends being connected to the numbered studs shown 
diagramatically at E on the right, the fifteenth being a wire lying 
over a scale ^bout 25 inches in length divided into 1000 equal parts. 

In series with the potentiometer coils and wire {i,e. in the 
accumulator circuit) are two adjustable resistances; these are 
shown at G and on the left, and are for the purpose of altering 
the P.D. at the ends of the fifteen segments, i,e, altering the P.D. 
applied to the potentiometer by the accumulator. C is the sliding 
contact which moves along the wire, and E is another contact by 
which one or more of the coils at E can be used with the wire for 
the galvanometer circuit. The accumulator is connected to the 
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terminals A, the galvanometer to terminals B, the standard cell to 
terminals i, any unknown E.M.F/s or P.D/s to the terminals 2, 
3, 4, 5, 6, and the double contact switch K at the centre enables 



any of these to be put into the galvanometer circuit. The reader 
should examine these connexions and compare with Fig. 412. 

Working with one accumulator (and using, say, tlic Clark standard ctUl-— 
E.M.FC 1*433 volts) it is customary to standardise tlie instrument so that the 
total P.D. at the ends of the potontioniCter coils E and wire is 1-5 volts. To 
secure this, the contact arm at E is placed on stud 14, and the sliding contact 
C at division 330 on the scale (the zero of the scale is on the right where the 
wire joins the coils E); the centre switch K is now set on studs i, thus bringing 
the stardard cell into the galvanometer circuit, and the resistances G and .G‘ 



Fig, 421, The six pairs of terminals 1-6 are seen in the rear. 


n series with the accumulator, E coils, and wire are adjusted till the galvano* 
meter is not deflected. Clearly the P.D. for each coil at E and for the wire is 
now 1*433/14*33 OJ* and for each of the 1000 divisions *0001 volt. 

The E.M.F. to be measured is now t«*ought into the galvanometer circuit 
by moving the centre switch K to the corresponding studs. With C on the 
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extreme right of the wire the revolving arm at E is adjusted till two successive 
contacts give deflections in opposite directions: E is now placed on the stud of 
lower value and C adjusted for no deflection. If this occurs with the arm E 


on stud 10 and the slider C on 
division 646, the E.M.F. is— 

{{10 X a) -f- (646 X *0001)) volts, 

i.e. 1*0646 volts. 

The galvanometer key (Fig. 420) 
completes the circuit through two 
resistances which arc short circuited 
in succession as the key is depressed. 



K, K2 

Fig. 422 


14. Measurement of Capacitance 

The student should j 5 rst read again pages 227-231. The 
capacitance of a condenser may be found by using a ballistic 
galvanomeicY as follows (Fig. 422). By closing Kj charge the 
condenser by the battery of constant E.M.F. (E): then open 
and close Kg thus discharging through the ballistic galvanometer 
BG, and note the first swing (say mm.) of tlie spot of light along 
the scale. Repeat with a standard condemstu' of known capacitance 
and let mm. be the first swing. If Cj and Cg be the capacitances 
the quantities discharged are ECj and ECg, and the quantities are 
proportional to the first swings: hence 

ECl Cj _ dy 

ECg "" Cg "" (^2^ " 


and as Cg is known, is determined. 

More accurate results may be obtained by null methods, which 
depend upon adjusting for no deflection of the galvanometer. 

Two of the best known null methods 
are given btflow. 

DeSauty’s Bridge Method. In Fig. 423 
K, is the condenser the capacitance Cj of 
which is required, and Kj a standard of 
capacitance The resistances R, and Rg 
are adjusted until, on making contact at a 
and charging tlie condensers, the galvano¬ 
meter is not deflected. When this is so, 
Fig. 423. the potentials at B and C are equal, and 

since D is a common point, the P.D. on the 
condenser is the same as that on the condenser Kg. If V be this P.D., Qj the 
charge on Kj, and Qg the charge on Kg we have V QpCj and V = QJC^. so 
that C,/C2 -- Q1/Q2. But has passed through Kj and Q. through i’l the 

2y 



I. T, E. 
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same short interval of time, and as current divides inversely as resistances wc 
can write Q1/Q2 ” hence:— 

^ R2. . p 

~ K/ •* ^ Hi 

The condensers cire discharged by moving the key to contact b. 

Kelvin’s Mixture Method. The principle is shown in Fig. .424. The 
condenser C is charged to the P.I). (Vj) between A and B, and condenser S 
to the P.D. (V2) between B and E. By adjusting the resistances P and Q 
these two P.D.’s can be made to have the inverse ratio of the capacitances. 
When this is so we liave (calling the capacitances C and S) Vj/V^a S/C or 
V^C ~ V^S, that is the condensets have equal charqes: and further, since 



c s 



Vj/Vg — P/Q we have when this adjustment for equal charges is made:— 


S 

C 





and thus C is determined. To test the cciuality of the charges, the condensers 
after charging must first have their oppositely charged plates connected, so 
that the two charges are " mixed ” and tend to neutralise: then the combined 
condensers are discharged through a galvanometer. Xf the charges are 
equal there will be no deflection. The operations therefore consist of charging, 
mixing, and discharging through the galvanometer, and P and Q are adjusted 
until there is no deflection on doing this. 

Fig. 425 gives the actual connexions for readily performing the three 
operations. Turning ICj to D charges, turning it to B mixes, and then 
closing Ka discharges through the ballistic galvanometer. 
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15. Absolute Value of the Capacitance of a Condenser 

A capacitance can be found without the use of a known standard 
condenser by (t) charging the condenser and measuring the P.D, 
(V) between its plates by an electrometer, and (2) discharging it 
through a ballistic galvanometer thus measuring its charge Q 
(page 351): its capacitance — Q/V. (Care must be taken with the 
units.) Another method is indicated in Fig. 426 in which only the 
ballistic galvanometer is e npJoyt d. 

R is a high resistance ot alK>ut 10,000-12,000 cihins and S is a standard 
I ohm resistance. Place Sj on a and S2 on d. The condenser is charged to 
the P.D. (V) at tlie ends of R and the ballistic galvanometer will have a 
current (I) in it depending on the J^.D. (v) at the ends of S: let ^ be its steady 
deflection. Place Sj on h and S2 on c, 
and note the first swing a of BG as the 
condenser discharges. 

If the capacitance be C and 
the charge Q, C ^ Q/V. Further 
from page 351 (assuming BG to 
be a moving coil) we have:— 

. r ^ L ^ ^ 

•• 27t‘V 'HA'"‘ 

Again, I == A: ( 9 /HA' (page 343) 
and also I = ?;/K,, where R„ = 
galvanometer resistance: hence ^/HA = T/^ ~ Substitut¬ 

ing in the above:— 

Sa 

for vjV may be taken as equal to S/R if R„ be very high compared 
with S. Linear deflections (say and on the galvanometer 
scale may be used for d and a: d.y should be corrected for damping. 

Correction for Damping. If a, a^, 02, a^, etc., be successive swings to 
right and left of zero it is found that a/aj — ajaa = aj/aa . . . = a constalit 
ir.-.: d, say: d is called the decrement. The dying away for one half vibration 
is therefore d. The time for the first swing is a quarter vibration, and the 
amount of dying away is \/d. Hence if the first swing is a then a^/d is 
what it would be if there were no damping. Sometimes when d nearly equals 
unity, log* d y is. used : y is called the logarithmic decrement, and the 
correction becomes a (i -f y2/). See Advanced Textbook of Electricity and 
Magnetism for fuller treatment. 



Fig. 
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16. Lamp Tests. Determination of Candle-Power, and Lumens 

Imagine a lamp A at distance a from a screen, the light falling 
normally: the illumination on the screen is given by E = (c.p. of 
\)\d^. Suppose A replaced by another lamp B, and let its distance 
b be adjusted until it produces the same illumination: then E = 
(c.p. of B)lb'^. Hence— 

c.p. of A c.p. of B . c.p. of A (Distance of A)^ 

d^ c.p. of B 7 /^ (Distance of B)^’ 

i.e. the candle-powers of two la^nps (in the direction of the screen) are 
directly proportional to the squares of the distances they must he placed 
from the screen in order to produce the same illumination. I'his is 
the principle used in photometry, and an early type of apparatus 
was Bunsen’s photometer which in its simplest form consists of a 
grease spot at the centre of a sheet of white paper. 

If such a sheet be lield up to the light, tlie grease spot looks brighter than 
the rest of tlic paper, but darker when seen from the same side as the light, 
Light passes through the spot, and lienee when seen from the side remote 
from the light it looks brighter than Ihc rest of the screen; when looked at 
on the other side the spot looks darker, because tlie light which is passing 
througli is not illuminating tiiat surface. Hence if the paper be placed 
between two lights, and its position adjusted until the spot cannot be seen on 
either side (or, at any rate until the two sides look alike), then the screen 
must be equally illuminated on both sides, for the light which is lost for illumi¬ 
nating purposes at the spot by passing through i.s made up by an ecpial light 
which comes through from the other side. 

In Bunsen’s photometer, then, the two lamps, say Lj and Lo* 
are placed at opposite sides of a grease spot screen S, and distances 
adjusted until the spot at each side cannot be readily distinguished 
from the rest of the screen. When this is so— 

Candle-power of Lj _ (Distance of _ (LjS)^ 
Candle-power of L2 (Distance of Lg)^ (^2^)^’ 
and if Lg ^ standard lamp of known c.p. the c.p. of Lj is found. 

A much improved form is the Lummer-Brodhun photometer 
which consists of a milk-white screen S [Fig. 427 (a)], two totally 
reflecting prisms PP and two prisms DD placed base to base, the 
one on the left being ground down round the edge so that the two 
are really in contact only over a circular area round about the centre. 
Any hght from the left, which, after reflection at S and P falls on 
the central parts of DD in contact, passes through to the telescope 
M (e.g. a) whilst any light from the left which falls on the outer 
ground jLarts of D is reflected again and does not enter M (e.g. h). 
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Again, any light from the right which after reflection at S and V 
(on the right) falls on the central parts of DD in contact passes 
straight on and does not enter M (e.g. c), whilst light from the right 
which falls on the other part of D is reflected and enters M (e.g. d). 

Thus, on looking through M the central part of the field of vision 
is illuminated by light from the left of S and the outer part by light 
from the right of S and the appearance may be as indicated in 
Fig. 427 (b). The distances of the two lights from S are adjusted 
until the two parts appear the same, in which case the two lights 
are producing equal illuminations at S and 

C.p. of lamp (Distance of lamp from S)^ 

C.p. of standard (Distance of standard from S)^ 




( 2 ) 02 ) 

(1) Left side of S brighter. 

(2) Right side of S brighter. 


(b) 


Mean spherical candle-potver (M.S.C.P.) and lumens output are measured 
by arranging that the lamp can be rotated and tilted at various angles, finding 
the c.p. in various planes and at various angles in each plane, and taking the 
mean of the results. (A graphical method of calculation of this mean value 
is usually employed—see Technical Electricity.) 

A new type of apparatus known as the integrating photometer 
enables the M.S.C.P. (and lumens output) of a lamp to be determined 
without having to carry out numerous c.p. determinations in 
various directions. Imagine a lamp hanging in a large sphere 
(Fig. 428), the inner surface of which is painted a dead white. 
Any pencil of rays from the source falling upon the matt surface 
will be partly absorbed, and the remainder irregularly reflected, 
the reflected rays falling on other portions of the spherical surface 
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where they in turn are partly absorbed and 
partly reflected, and so on, until absorption 
finally becomes complete. Thus every pencil 
of reflected rays serves to illuminate the whole 
surface. The brightness of any small portion 
of the surface shielded from direct light is thus 
proportional to the M.S.C.P. of the lamp. In 
practice the sphere has a small translucent 
window, a small shield being fixed between it 
and the light so that no direct light from the lamp can fall on the 
window, and the latter is treated, as it were, as the light. One 
method of test is then as follows:— 



First a standard lamp of known M.S.C.P. is put inside, then the globe is 
set at one side of a photometer screen (say a Lummer Brodhiin) and a lamp L 
at the other side, and a balance is obtained: let the distance of the window 
from the screen be The standard lamp is removed from the globe, the 
lamp (X) to be tested is inserted, and (keeping the distance of L from the screen 
the same) the position of the globe is adjusted until balance is again obtained: 
if be its distance:— 

_ M.S.C.P. of X__ ^3^ _ Lumcns_from_X_ _ 

M.S.C.P. of standard ' Lumens from standard 

Latest methods employ a photo-electric cell (page 553) in conjunction with 
the integrating sphere (or an equivalent enclosure). This cell, as will be 
seen later, gives a current when suitably exposed to light, and the more 
intense the light the greater the current. Thus the window of Fig. 428 
might be presented to the cell, first with a standard lamp in.side, then with 
the lamp X inside, and the currents (given by, say, a low reading ammeter) 
would be proportional to their M.S.C.P.’s, and no balancing distances for equal 
illumination on a screen would be necessary. In some forms, however, the 
whole apparatus is a com])act, self-contained appliance, and the scale of the 
ammeter (now spoken of as a '* lumen-meter ") gives the lumens output 
direct for any lamp placed inside, and from this the M.S.C.P. is found if 
required. (M.S.C.P. -- Lumens/47r. Page 368.) 

The watts absorbed by the lamp under test can be obtained by 
noting the reading (I) of an ammeter in series with the lamp, and 
the reading (E) of a voltmeter joined across the lamp terminals 
(watts = El): the luminous efficiency of the lamps is then found 
from the relations (8) or (9), page 369. 
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R eferring back to Fig. 304 we saw that with currents 
flowing as indicated there was amorce of attraction between 
them, as shown by F. We come now to another force which 
would come into action if the current say in AB were increased or 
decreased or stopped or started: this force acts al right angles to 
the direction of the magnetic force referred to above, it only lasts while 
the change is taking place, ix. wdiile the current in AB is increasing, 
decreasing, etc., an<:l it is known as an inductive force. 

For simplicity, suppose no current is flowing in CD and that current 
(conventional) flows in AJ 3 from B to A, in which case the electron movement 
in the wire is from A to 13 . If the current in AB be increased inductive force 
comes into action, the result being that tlie (flections of CD are accelerated 
in the opj osite direction to that in which the electrons of AB are being 
accelerated, i.e. in the direction O to C, which means (if CD is part of a closed 
complete circuit) that a cohvenlional current is set up in CD in the direction 
C to D or opposite to the increasing current in AB. Similarly,df the current 
in AB is decreased inductive force again acts but in the opposite direction, 
and a conventional current flows in CD from D to C, i.e. in the same direction 
as the decreasing current in AB. The.se inductive effects on CD only last 
while the change is taking place* in the AB current. 

It is simpler, however, to refer these inductive actions to the 
changes occurring in the magnetic fields when current circuits are 
being changed, and this is the method usually adopted. 

In 1831 Faraday concluded from experiment that whenever the 
magnetic jinx, or flow of magnetic induction or number of tubes of 
magnetic induction through a conducting circuit is changed an E.M.F. 
is set up in the circuit (and a current flows if the circuit is closed), 
such E.M.F. (and current) lasting only while the change is taking place, 
and, moreover, being greater the greater the flux changed, and the more 
rapid the change. E.M.F.’s and currents produced in this way are 
spoken of as induced E.M.F/s and currents. 

The primary effect is the production of the induced E.M.F., but current 
flows if the circuit is closed (see later). The magnetic flux through a circuit 
may be changed (1) by moving a magnet near it, or by moving the circuit 
near a magnet, i.e, suitably moving the circuit in a magnetic field, (2) by 
•starting, stopping, or changing the current in a neighbouring circuit, or by 
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moving the two circuits relative to each other (this is referred to as mutual 
induction), and (3) by starting, stopping, or changing a current in the circuit 
itself (referred to as self-induction). 

I. Relative Motion of a Magnet and a Conducting Circuit 

The following very simple experiment is important for it illus¬ 
trates points which will frequently be required. 

Connect a coil (h ig. 429) to a galvanometer. Include a cell and a resistance 
in the circuit and note the direction in which the galvanometer is deflected; 
let it be, say, to the right. While this current is flowing, test the “ polarity " 
of the face of the coil towards tin; left; let it be, say, a north face. Hence, 
with the present connexions, a deflection to the right indicates that the current 
in the coil is making the face towards the left a north, and is therefore, counter¬ 
clockwise view^ed from this side. A deflection to the left will indicate that this 
face is a south and the current clockwise. Remove the cell and the resistance. 

Quickly insert the north pole of a magnet (Fig. 429): the galvanometer 
will be deflected, showing that an FLM.L'. and current are induced in the coil; 

this deflection will be found to be 
to the right. Hold the magnet in 
the coil and the galvanometer will 
come to rest, showing that the 
induced E.M.F. and current are 
momentary, lasting only while the 
magnet is moving, i.e. during the 
time the flux is changing. Quickly 
withdraw the north pole, and a 
momentary deflection to the left 
will be produced. Insert the south 
pole, and the momentary deflection 
will be to the left; withdraw it, and the momentary deflection will be to 
the right. Tabulate thus;— 




3 



Fig. 429. The coil really consist.s of 
several turns and the galvanometer 
is of the reflecting type. 


Motion of Magnet 

Direction of 
Deflection 

Induced Current 
Makes near Face a 

N. pole inserted 

Right 

Nortli 

N. pole withdrawn 

Left 

South 

S. pole inserted 

Left 

South 

S. pole withdrawn 

Right 

North 


When th<^ north pole is inserted the induced E.M.F. and current 
direction is such that the face of the coil approached is a north face, 
which, therefore, tends to oppose the motion of the magnet —to force 
the N. pole back. When the north pole is withdrawn th^ induced 
E.M.F. and current direction is such that this face is a south, 
which, therefore, tends to draw the magnet up again, and so pn. 
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Fig. 430 will also make this '' opposing " effect ol the induced 
E.M.F. and current clear. At («) the magnet is putting magnetic 
lines into the solenoid in the direction of the full line arrow. The 
induced current is as shown, and its lines are in the direction of the 
dotted arrows: they therefore oppose the growth of the others. 
At {h) the N. pole is moving away and its lines are being taken out. 
The induced current causes lines in the same direction (dotted 
arrows) and therefore opposes the decay of the others. By such 
results as the above we verify the important law known as Lenz’s 
law, viz. the direction of the induced E.M.F. (and current) is such 
that it tends to oppose the motion or change which produces it, 
i.e, the induced current sets uj) a fluN which tends to neutralise 
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the change in flux which causes it. 

Again, by moving the magnet (1) quickly, (2) .slowly, it will 
be found that the deflection is ^ 

more pronounced in the first 
case; thus« E.M F. 
and current depend upon the 
rate of change of the flux, being («) 

greater the more rapid the change. - - « f' 

Both induced E.M.F. and iTj )7 ) Hi^ 
current also depend upon the 
actual number of magnetic lines 
“ changed^ being greater the 
greater the change in the flux: 

two magnets puslied into the coil will result in a bigger deflection 
than one alone. The induced current also depends, of course, upon 


the resistance of the coil and galvanometer. 

In the above experiments, if the magnet be fixed and the coil 
be moved similar results will be obtained. Moving the coil towards 
the magnet pole gives the same result as moving the magnet pole 
towards the coil, and so on. Again, consider for simplicity a 
rectangular coil facing the N. pole of a magnet (Fig. 431), and 
imagine it to be moved vertically upwards. As the magnetic flux 
through it is changing there will be an induced E.M.F. and current 
in it, and by Lenz’s law the direction will be round the coil clockwise 
viewed from the face towards the magnet, i.e. along BA, for example, 
from B to A. This is clear because the induced current opposes 


the motion and tend to bring the coil down again: there must 
therefore be attraction between the coil face and N, i.e, the coil 
face must be a S face, and the current must therefore be clockwise 


or from B to A along BA. In a case like this, where a ware such as 
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BA moves at right angles to itself and the held, and cuts the 
magnetic lines of the held, Fleming’s right-hand rule is a convenient 
one for finding the direction of the induced E.M.F. in the wire, 
viz.:— Place the thumb and the first two fingers of the right hand 
mutually at right angles: let the forefinger point in the direction of 
the magnetic lines of the field and the thumb in the direction of motion 
of the wire: the second finger will point in the direction of the induced 
EM,F. 

Another and important case of the relative motion of a conducting 
circuit and a magnetic held is that of a coil rotating in a held: this 
is dealt with on page 508. 

Note the diflerence between the two Fleming rules. The left-hand rule 
(page 322) is used in finding the direction in which a wire carrying a current 



FiCi. 431. illustrating the Fleming Right-hand Rule. 


moves in a magnetic field: the right-hand rule is used in finding the direction 
of the induced E.M.E\ in a wire when it moves in a magnetic field. 

It has been stated that the primary effect is the production of the induced 
E.M.F. In the preceding cases the path has been closed and a pulse of current 
circulated through it. If the conductor is a simple straight wire, say in a 
magnetic field, and the field be changed or the wire be moved so as to " cut " 
the tubes of induction of the field, the inductive forces tend to accelerate the 
conductor's electrons in one direction and its positive ions in the opposite 
direction. But the ions in a metallic conductor are more or less fixed so that 
only its electrons move: the result is an induced E.M.F.—a momentary 
piling up of electrons at one end of the wire and a deficiency of electrons at 
the other. Thus if an electrometer (which has no way through) be joined to 
the ends of the wire it will give a momentary deflection indicating this 
momentary displacement of electrons and momentary P.D. between the 
ends of the wire (Fig. 432). 
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Note that inductive eilccts are often described as taking place whenever 
tubes of induction 
are " cut ” by a 
conductor. When 
the magnet (Fig. 

429) approaches 
the coil tubes of 
induction of tlie 
magnet “ cut ” 
through the coil. 

When a conductor 
moves across a 
field so as to "cut ” 
the tubes of induc¬ 
tion an E.M.F. is set up even if the conductor does not form a closed circuit. 



2. Mutual Induction 

In Fig. 433 CD is a coil of wire (several turns) joined to a battery 
and a key, and AB is another coil joined to a galvanometer. The 
coils are standing vertically facing each other and the reader is 
looking down on the top of them in the figure. Perhaps Fig. 434 
will make the general idea clearer. CD is referred to as the primary 
and AB as the secondary circuit. 

Start a current in the primary in the direction C to D and a momentary 
deflection of the galvanometer will follow, showing that an E.M.F. and 
current are induced in the secondary in the direction B to A, i.e. opposite or 
inverse to the primary current; note that starting ix currenL in the primary 
means increasing tlie magnetic flux in the secondary, for the flux in the 
primary reaches over to the secondary, i.e, some tuljcs of induction of the 
primary " cut " through the secondary. 




Fig. 433. 



Fig. 434. The coils each consist of 
several turns. 


Switch off the primary current, and a momentary deflection will follow, 
indicating a secondary E.M.F. and current in the direction A to B, i.e, in the 
same direction as, or direct to, the primary current; stopping the primary 
current means decreasing the flux in the secondary. 
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Increasing the primary current or moving it nearer to the secondary circuit 
results in an inverse E.M.F. and current; decreasing the primary or moving 
it away from the secondary results in a direct E.M.F. and current. 

From the above we get another law which is sometimes con¬ 
venient, viz. an increase in the magnetic flux results in an inverse 
induced E.M.F. and a decrease in the flux results in a direct induced 
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ITg. 436(6). 


E.M.F. Note:—Increase—Inverse: Decrease—Direct. Further, 
a little consideration will show that this is in agreement with 
Lenz s law. Finally (Fig. 432), if the galvanometer be replaced by 
an electrometer (no way through) similar momentary deflections 
will be obtained indicating induced F.M.F.’s and electron displace¬ 
ments in the secondary in accordance with the rules. 

Better results are obtained if the secondary is a closely wound 
solenoid, and the primary is another which can be inserted in it 
(Fig. 435 ). 


As a further help, Fig. 436 (a) shows the primary P inside the secondary S: 
the current in P is increasing and the direction of the induced current in S 
is shown: it is opposite to the primary. Further, the full-line arrow shows 
the direction of the increasing flux which P is putting there, and the dotted 
arrows the direction of the flux of S which is opposing the growth of that of P. 
In Fig. 436 (6) the primary current is decreasing, the induced current in S is in 
the same direction as the current in P, and S is opposing the cutting off of 
the field by creating lines (dotted arrows) in the same direction as the P 
lines which are decreasing. 
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Not only does the primary in these cases act inductively on the 
secondary, but the secondary changes react upon the primary: 
hence these inductive effects between two circuits are referred to as 
mutual induction^ and we speak of the mutual inductance of two 
neighbouring circuits. 


3 , Self-Induction 

When a current starts in a wire the growth of the current means 
also the growth of a magnetic held round about it, and whilst the 
magnetic flux about the wire is altering tliere is an induced E.M.F. 
in it which has an “ opposition effect.'" Hence when we start a 
current in a wire, the growing held reacts upon tlu' current itself 
by setting up in the wire an opposing or hack E.M.F. which delays 
the growth of the current—chokes it back—th(.' result being that 
it takes time for a current to reach its full strength in a circuit. 
vSimilarly when the current is switched off, the held is destroyed 
and an induced E.M.F. is set up in the wire in the same direction 
as the one cut off which opposes and 
delays the cut-off: in fact this induced 
direct E.M.F. at break (called the 
'' after E.M.F.”) often gives rise to a 

current (the ” after or extra current ”) W W (^) 

which shows itself as a spark when Fk.. 437. 

a circuit is broken. Similar results 

happen if the current in a wire increases or decreases. These 
effects are known as self-induction, and we speak of the self- 
inductance of a circuit. 


We might look at the preceding as follows:—When a current is started 
the magnetic held with its tubes of induction does not come into complete 
existence immediately. It seems to begin at the wire and gradually extend 
outwards (Fig. 437): at (a) the current has just started and the field is small, 
at (6) it has grown, at (c) it has grown still more, and so on, until finally it 
extends to a great distance. Now the tubes of induction are assumed to be 
in a state of tension and energy is therefore expended in overcoming this 
tension and establishing and expanding them in the field. This energy is 
taken from the current so that the latter grows gradually, not reaching its 
final value until the field is fully established, and this is equivalent to an 
opposing E.M.F. being induced in the wire. Similarly, when the current is 
switched off the magnetic field gradually collapses into the wire, the tubes 
giving up their energy to the charged “ particles " of the wire as they contract: 
thus the current does not immediately drop to zero, and the effect is equivalent 
to an induced direct E.M.F. (and current), i.e. one in the same direction as 
that cut off. 
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From the preceding it will be seen that self-induction in a circuit 
behaves like inertia: when we start a current in a wire this self- 
induction tends to choke the cun'eni back, and when we stop the 
current self-induction lends to it keep Otl. 

We saw (Fig. 394) that resisiS|^ce coils were doubled back on 
themselves to reduce the efiec|^|p self-induction. The field and 
any inductive effect of the curtont going down are opposite to and 
cancel those of the current coming up. 

In a straight wire the self-inductance is only small, but it is 
still smaller if the wire is bent into a single loop. This is clear 
because if a current is started in the loop the inductive action of 
(‘Very small part of the loop on the part diametrically opposite to it 
assists the growth of the current: thus a current starting in ah in 
the diiection indicated (Fig. 438) tends to induce a current in 
dc as shown, ix. in the same direction as th(^ current growing in 
the loop. It is theiefore easier to start a current in the loop 
than it is if the same wiie be straight, ix, the self-inductance of 
the loop is le^s. On the other hand, if the 
wire be formed into a coil of several turns, the 
turns being close together, the self-inductance 
will be much greater, for each turn acts on the 
adjoining turns just as a primary does on a 
secondary, and a little consideration (and a 
sketch) will indicate that this will increase the 
opposition eflect to the growth, say, of a current 
in the coil. 

Inductive effects, both self and mutual, are 
considerably increased it the coils are wound on iron cores: if iron 
is there it is magnetised and the magnetic flux '' changed is 
much greater. In fact inductive effects depend on the permea¬ 
bility (fi) of the medium and thus it is the change in the magnetic 
induction and number of tubes of induction which is involved in 
any calculations (Art. 4). Of couise, in air (strictly vacuo) magnetic 
induction and field intensity, tubes of induction and tubes of 
force, are identical. 



(i) As simple illustrations of self-inductance effects, consider first a D.C. 
motor (nowadays everyone knows the general principle of the motor) just 
coupled up to D.C. mains. The ** field coils " of the motor (wound on iron) 
have a big self-inductance, and the seif-induced (opposing) E.M.F. at ” start ’* 
retards the growth of the current in the " fields/' so that a fairly considerable 
time may elapse before the field current reaches its full strength. When the 
motor is ** shut off the self-induced direct after-E.M.F." may he very 
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great. The result is that an arc may be formed at the switch which will, in 
time, burn the contacts away. For this reason these switches are often 
designed so that the parts breaking circuit can be renewed. For the same 
reason switches are usually arranged to have a " quick break " and a " long 
gap " so that the induced K.M.F. has tjiot time to build up sufficiently to 
cause an arc to bridge the gap: and^^owei station switches (cut outs) arc 
often “oil-immersed “ to avoid this ar&ig. 

(2) A choke coil (or choke) is simply a coil of several turns (but 
often of low resistance) wound on 
an iron core so as to have a large 
self-inductance. First arrange a 

non-inductive resistance K, a lamp 
L, and a battery B in scries, and 
adjust R until the battery pro¬ 
duces only a dull glow of L. Then 
keeping R at this value join up as 
shown (Fig. 439^ where Rg is a 
choke. Turn the switch to X 
and start a current in R.^. After hiG. 439. 

a short time quickly turn the 

switch to Y. The lamp L suddenly glcnvs very hnghtly for a moment— 
brighter than w'hcn it was din'ctly joined to B. This shows that the self- 
induced K.M.F. in Rg the break is greater than the original K.M.F. 
impressed on the circuit by the battery. 

4. Magnitude of the Induced E.M.F. 

We have seen that the induced E.M.F. is greater tlie greater 
the flux changed and the more rapid tlie change. Jxt PQ (Fig. 
440) be a copper bar capable of sliding along tlie parallel rails X 

and Y, and B a battery of 
constant E.M.F. (E). Suppo.se 
^ this arrangement is in a med¬ 
ium of permc'ability /x and that 
a uniform magnetic field of 
Y intensity H is applied in a 
direction perpendicular to the 
Fig. 440. plane of the circuit (and, say, 

downwards in the figure as 
shown). There will be a force F on PQ in the direction indicated 
(Fleming left-hand rule) the magnitude of which is /xHI/ dynes 
(page 323) where I = steady current rbund the circuit and I = dis¬ 
tance between the rails. Suppose the rod moves a small distance hx 
a small time U. The current will change slightly owing to the 
induced E.M.F". opposing it when the rod moves: let its value i>e i 
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while the rod moves. The work done in moving the rod (= force X 
distance) is ergs (page 324), and the rate of doing work in 

moving it is or, in the limiting case:— 

dx 

Rate of doing work in moving PQ ~ ixHil 


Now /xH ” number of unit tubes of induction per unit area, and 
Idx — area swept out, so fiHldx is the change in the total tubes 
through the circuit, and therefore ijMldxIdt is the “ rate of change ” 
in the tubes of induction through the circuit: hence:— 


Rate of doing work in moving PQ = 



where N is used to denote total tubes of induction and d^jdt the 
rate of change of the tubes through the circuit. 

The energy both for the heating of the circuit and for doing this 
work is supplied by the battery. The rate of supply by the battery 
is 'Ei, and ^'^R is the rate of dissipation as heat where R circuit 
resistance: hence 


Ei —■ + i 


.dN 


dt^ 


E - d Rjdt 
R 


and the E.M.F. (E) of the circuit is therefore opposed by an E.M.F. 
equal to d'^jdt, i.c. if e denote this induced E.M.F.— 



thus the induced E.M.F. is equal to the rate of change of the number 
of tubes of induction threading the circuit. The negative sign 
indicates that the induced E.M.F. opposes the change in the flux. 


Note that (= B) was used in. the above investigation, i.e. it is *' change 
in the magnetic induction *’ which is involved: in air /u — i and B = H. 


For calculation purposes we may, neglecting sign, write— 


Induced E.M.F. 


Chan ge in flux __ Change in flux 
Time in seconds 10® X Time in seconds'. 


the first expression giving e.m. units and the second volts. 

Further, if there are n turns in a coil each acquires the above 
E.M.F., and since the turns are in series the total E.M.F. is 
n (Change in flux)/Time in seconds. The product of the flux 
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through a coil and the number of turns is called the effective flux 
or the linkages (sometimes the '' cuts ”); hence;— 

, __ Change in effective flux Change in linkages 
Time in seconds Time in seconds 

Professor Cramp considered that ** cuts " is a more correct expression 
than “ linkage " (Jour. 1936). 


Example .—A coil of wire is connected to a galvanometer, the resistance of 
the coil and galvanometer being 200 and 400 ohms respectively. The coil is 
moved in the field, and at a given instant there are 20,000 unit tubes through it, 
ivhilst I of a second later the number is -2000. If there are 100 turns in the coil 
find the average E.M.E. and current during this period. 


Effective flux or linkages at the beginning of the time 
— 100 X 20,000 2,000,000, and at the end of the time = 

200,000; hence change in effective flux 1,800,000, and 

18 X 10^ 


in cpicstion 
100 X 2000 


* Average induced E.M.E. ~ 


— *024 volt. 


10® X 

Induced current = *024/(200 4- 400) = *00004 ampere. 


It is useful to find an expression for the induced E.M.F. {c) 
betwe en the ends of a straight conductor moving with velocity v 
across a magnetic field. Taking the simplest case of Fig. 440 and 
the moving bar PQ we have = giUlcix === ^ldx\ hence 
d^ldi V^ldxjdt = Bto: e == Wv c.m. units = 'Blvjio^ volts. 

For simplicity, the field H in Fig. 440 was taken pe'rpendicular 
to the plane of the circuit, but the same result is obtained if this 
is not the case. As a further help we indicate the proof **:— 


Suppose H makes an angle 6 with the bar PQ and that the plane containing 
H and PQ makes an angle a with the plane of the circuit. The force on PQ 
is due to the component of H which is perpendicular to PQ, viz. H sin $: 
this force is perpendicular to both H and PQ, so that the force on PQ =- /xH 
sin Bli. The component of this force on PQ which is parallel to the rails 
= ftH sin Bli sin a. Hence:— 

dx 

Rate of doing work in moving PQ «= fxH sin ^^./^.sin a.^ 
and, reasoning as above, we get for the induced E.M.F. (e ):— 

sin 0.sin ^ 

Now the component of the field perpendicular to the plane of the circuit 
is H sin B sin a, the change of the flux is fiH sin B sin a Idx, and the rate of 
change of the flux is therefore fiHl sin B sin a dxjdt. Thus the induced E.M.F. 
(e) 3= rate of change of flux, or denoting flux by N we have ^ dlSIdt 
as before. 


I, T. B. 


30 
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5. Total Charge in an Induced Current 

If R = the resistance of the circuit and e = induced E.M.F. 
(both in c.m. units) then i the current in e.m. units — ejK — 
- (i/R) {(midt), and the quantity of electricity passing in time 
dt = idt ” — d^l'R e.m. units. 

It follows that for any finite change, say an increase, in the 
magnetic flux from Nj to N2 we have (by integrating) that the total 
quantity is given by 

Q e.m, units = — — - — coulombs (if R = ohms) 

^ R io«R ^ 

from which it follows that the quantity does not depend on rate of 
change. If the flux decreases from N2 to Nj the total charge 
(Ng — Ni)/R. The sign indicates the din'ction in which the 
charges passes round the circuit: the magnitude is in each case 
(Na - N,)/R. 


The change of unHs indicated abt>ve. is readily seen since i ohm ~ 10* 
e.m. units and i coulomb - - e.m. unit: thus if R = ohms = R X 10® 
e.m. units, then neglecting sign:— 


Q = 


Na- N, 
io»R ' 


e.m. units 


i'o®R 


N, - Nj 
TO = --* 

io»R 


coulombs, 


and of course Ng — means again change inWe therefore have:— 


Quantity (coulombs) = 


Change in linkages 
io« X Resistance (ohms)* 


6. The Self-Inductancc (L) of a Circuit 

(i) Consider first, lor simplicity, a circuit consisting of a single 
turn coil of wire. When a current flows through the coil it produces 
a magnetic flux or flow of magnetic induction through it. This 
flux is proportional to the current when the permeability of the 
medium is constant. In this case if N denotes the flux, and 1 the 
absolute current:— 

N oc I or ISi = LI.(i) 

where L is a constant called the coefficient of self-induction or Ute 
self-inductance of the coil. If I be unity, N is numerically equal to 
L ; thus the coefficient of self-induction or the self-inductance of the 
circuit in absolute units is numerically equal to the magnetic flux 
through it when absolute unit current passes. Clearly the circuit 
has a coefficient of self-induction of one C,G,S, unit if the magnetic 
flux he unity when the unit e,m, current passes. The practical unit 
is the henry, which is equal to 10® C.G.S. units; thus the dremt 
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has a self-indiictance of one henry if the magnetic flux he 10® when 
the unit e.m. current fusses, and therefore i/io of 10®, i.e. 10®, when 
a curfent of one ampere passes. 

If the coil consists of several turns, then it will be clear that N 
above refers to effective flux or “ linkages in practice. Equation 
(i) would therefore be written SN ” LI if S nUmber of turns 
on the coil, and if I be unity L SN linkages, and if the 
linkages be unity L is unity. Thus a more convenient definition 
of L for practical purposes is as follows: the self-inductance of a 
circuit in absolute units is numerically equal to the linkages of the 
circuit when absolute unit current is flowing through it: this divided 
by 10® will give the self-inductance in henries. Further, we can say 
the self-inductance is one henry if the linkages be 10® when one 
ampere passes. 

It will make the above cleans if we work out the value of the 
self-inductance L of a long and thin closely wound solenoid:— 

Self-Inductance of a Long Solenoid.—Let / ~ lengtli, S -- total number 
of turns on it, and a = cross-sectional area. First assume an air core. 
Imagine a current I e.ni. units to be flowing in tlie solenoid. 

Field inside — 47TSI// gauss ~ Tubes of force per sq. cm., and these arc also, 
in this case, tubes of induction ; 

Total flux through each turn ^ N = (4778 1 //) x a; 

/, Linkages ~ NS -- But NS -- IJ; 

. - 477S^Ja , ^ 47rS“a ' 4TrS*a , 

LI - , - ; L = ^ , c.m. units — - henries. 

/ I / X io» 


Example .—A solenoid (air core) has 400 turns, is 20 cm. long, and has a 
cross-sectional area of 4 sq. cm. Find the coefficient of seipinduction of the 
solenoid. 


Linkages = Flux x Turns ™ X S — 


L - 


If I be unity this expression gives the self-inductance L; 
47rS*a 


/ 


4 X 3*14 X 400 X 400 X 4 ^ 

- 7.—-7 7^ 401,920 e.m. units, 

i.e. L == 401920/10® ~ -0004 henry. 


In the above we assumed the solenoid to have an air core — i). 
If the core consists of a rod of iron of cross-section and permea¬ 
bility Hi, the remainder being a medium of cross-section a^ and 
permeability then 

L = {hx^i + X henries, 
whilst in the case of a very long solenoid closely wound throughout 
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its entire length on an iron rod of permeability then L may be 
taken as given by jx x {^TrS^a/l x lo®) henries. 


(2) If the magnetic hux is changing owing to the current 
changing then the rate of chanf^e of flux depends upon the rate of 
change of current. In fact from (i) above, viz. N — LI, we can 
write imidi Ldljdf where d'Njdt is the rate of change of flux, 
and dljdt rate of change of current. But the induced E.M.F. {e) 
is given by — dN jdt ; 

■r di\. f . 

Induced E.M.F. = d = ■— L—.(2) 


tliat is. — L (Rate of change of Current). The negative sign 
means it is an opposing E.M.F. when the current is growing, that is, 
when the rate of change of current is positive, and is a direct E.M.F. 
when the current is decreasing. Clearly, if dlldt is unity, L is 
numerically equal to e : thus the coefficient of self-induction or the 
self-inductance of a circuit is numerically equal to the induced 
E.M.F. round the circuit due to unit rate of change of the current 
in it. Hence: A circuit has a self -inductance of one C,GS, unit 
when current increasing at the rate oj one e,m. unit per second produces 
an opposing E.M.h\ of one e,m. unit, A circuit has a self-inductance 
of one henry when current increasing at the rate of one ampere per 
second produces an opposing E.M.F, of one volt. From (2) it is 
convenient for practical purposes to remember for example that:— 

Self-induced E.M.F. (volts) 


L (henries) == 


Rate of change of current (amperes per sec.) 


Some idea of the magnitude of the self-inductance effects may be gathered 
from the relation above, viz. f = — E (Rate of change of Current), (i) Using 
practical units, in a circuit for which L ~ 0-5 henry and in which current 
is growing uniformly at the rate of 2 amperes in ^ second, then 

~ 0'5 X 2/*oi — joo volts. (2) If the rate of dying away of current 

be taken, and if it be very rapid, then the forward E.M.F. will be very large; 
for example, if the current were dying away at the rate of 2 amperes in 
second,then— 

c = — 0-5 X (~ 2/'OOl) — 1000 volts, 

and hence the necessity—as mentioned earlier—^for exercising great care 
when cutting off the current in highly inductive circuits, e.g, circuits with 
electromagnets. 


(3) It will be seen later (Art. 15) that the work done in 
establishing a current I in a circuit of self-induction L is given by 
the expression 


Work (W) |LP 


( 3 ) 
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and this supplies another deiinition of L, for if 1 be unity L is 
numerically equal to 2W; thus the coefficient of self-induction or 
the self-inductance of a circuit is numerically equal to twice the 
work done in establishing the magnetic induction accompanying 
unit current in the circuit. The corresponding definitions of the 
C.G.S. unit and the henry may be readily derived. 

7. MeasuAment of Self-Inductance (L) 

In the Wheatstone bridge method of measuring resistance the 
battery key is closed first and then the galvanometer key, thus ensuring 
that the currents in the various branches have bticome steady (and 
any induction effects due to any inductance in the branches ha\e 
ceased) before the galvanometer is joined in the circuit. If the keys 
be worked in the reverse* 
order, i.e. the galvanometer 
key closed first and then the 
battery key, the galvano¬ 
meter will be in circuit 
during the variable state 
(grov/th) of the current, 
and (unless the inductive* 
effects in the arms balanc(9 
there wall be a momentary 
kick of the galvanometer 
even if resistances happen 
to be adjusted for perfect 
balance with steady cur¬ 
rents. This fact is involved 
in the test which follows. 

The experiment below 
self-inductance (for other methods and fuller details of inductance 
measurement see Advanced Textbook of Electricity and Magnetism), 

The coil the value of L for which is to be measured is at R in Fig. 441, 
in one arm of a Wheatstone Bridge arrangement of non-inductive resistances. 
If the resistance of the coil is very small it is advisable to insert a non-inductive 
resistance in the same arm with it. BG is a ballistic galvanometer. The 
simplest arrangement is to make P Q, and to facilitate exact balancing for 
steady currents the resistance in the arm BD should be two resistance boxes 
S and W arranged in parallel. The test is carried out thus:— 

(i) With W disconnected, adjust S until on closing first the battery hey 
Kj and then the galvanometer key Kj (in the usual way) there is no deflection. 
Now make S slightly larger, then couple up W and adjust W until exact 



indicates one method of measuring 
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balance is obtained with a resistance S\V/(S + W) equal to K (the resistance 
of the inductance coil) in the arm BD. 

(2) Now work the keys in the reverse order, i.e. close first the galvanometer 
key Kg and then the battery key K^. The inductance in CD will cause a sudden 
throw of the galvanometer. This first throw is noted; lot the scale deflection 
be indicating a first angular deflection, a. 

(3) Finally increase W so that the value of SW/(S -f W) is increased by 

a small amount p. On repeating (i), i.e. closing first Kj and then Kg there will 

be a permanent deflection for the balance for steady currents has been upset 

by increasing W. Let the steady scale deflection*be indicating a steady 

angular deflection B. Then it can be shown that (with a moving magnet 

ballistic gal variometer):— 

T sin a/2 . 1 t ^ 

L X P X - V (see below;. 
rr ^ tan B 


If L denote the self-inductance of the coil m TD and I the current 
established in CD on testing for transient current by closing 
after Kg ( (2) above), then Q, the quantity discharged through BG, 
is proportional to LI. that is Q ^ ^LI, where k is a constant. 
But (page 351) :— 


„ HT . a 
Q := • Sin - ; 
ttCt 2 


._ Hr. a 
/. klA - .Sin - 
77(j 2 


.(I) 


Also, when the resistance in .HD is increased by p ( (3) above) 
the PD is increased by an amount Vp, where I' is the current in 
BD after the increase is effected and the balance for steady currents 
disturbed. Hence the permanent current througli BG in (3) above 
may be said to be due to this increment of potential difference in 
BD and is therefore proportional to Vp. Tliat is i, the current 
through BG, is given by i = kl'p, where A‘ is, on account of the 
symmetry of the bridge, the same constariL as for Q above. But:— 

H H 

t ^ tan 0 ; kl'p ~ tan 0 .(2) 

and from these two results (i) and (2) we get:— 

_ T sin (a/2) ^ ^ ^ T r sin (a/2) 

kpV TT UnO * " ■“ 77^1 tan ^ 

Now if p be very small I and L are approximately equal, and 
we obtain the expression given for L in the experiment above. 
Further, since a and 0 are small we can vTite sin (a/2)/tan 0 as 
{dj2)ld2 = djlzd^. Hence:— 

T d. 
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Since i ohm lo® e.m. units, and i henry lo® e,ni. units 
this gives L in e.m. units if p is in e.m. units and L in henries if p 
is in ohms. 

8. The Mutual Inductance (M) of Two Circuits 

The details of the coeflScient of mutual induction or the mutual 
inductance (denoted by M) of two circuits are similar to those of 
self-induction, so we need only summarise the main points. 

(i) Consider two adjacent circuits A and B. Let N be the 
magnetic flux through one of them, sav w’hen a current I flows 
in the other (A): then 

N oc I or N ” MI .(i) 

where M is a constant called the coefficient of mutual inductidn or 
the mutual inductance of the two circuits. If I be unity M is 
numerically equal to N: thus the coefiicient of mutual induction 
or the mutual inductance of two circuits is numerically equal to the 
magnetic flux or flow of in¬ 
duction through one when unit 
current passes in the other; 
clearly the coefficient of mutual 
induction of two circuits is one 
e.GS. unit if the magnetic 
flux through one is unity when 
the unit e.m. current passes 
in the other] clearly also the 
mutual inductance is one henry 
if the magnetic flux through one is lo® when one ampere passes in the other. 

Here again, as in Art. 5, the above really refers to effective flux 
or linkages in one‘circuit due to unit current in the other: thus 
more convenient definitions of M in practice are as follows:— 
The mutual inductance of two circuits is one C.G.S. unit if the 
linkages of one circuit be unity when unit e.m. current flows in the other 
(this divided by 10® gi\^es the mutual inductance in henries). 
Further, the mutual inductance is one henry if the linkages of one 
circuit he 10® when one ampere flows in the other. To make the idea 
clear we will work out the value of M for two solenoids. 

Mutual Inductance of Two Solenoids.—For simplicity take the case of 
two concentric solenoids, a long primary and a secondary wound round the 
middle of it (Fig. 442): we shall assume therefore that there is no magnetic 
leakage, i.e. all the flux passes through both coils and that the medium is air. 



Fig 442. 
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Let S|, /j, and apply with their usual meaning to the primary and 
suppose a current I e.ni. units is flowing in it. Let Sg ~ turns on the 
secondary. 

Total tubes in primary ™ Linkages with secomlary — 

h ' M 

If T ^ unity this gives M in c.ni. units: 

M ™ g units — 

1 1 TO‘‘ < 1 1 

Example. -4 solenoid is i6 cm. long, has 1280 turns, ayid its cross-section is 
10 sq. cm. Closely wound on its central pari 7S another coil of 1000 turns. 
I'ind the mutual inductance of I he coils. 

Imagine a current I c.in. units in the solenoid. 

I . , 47tSI 4 : 'PI4 X I2cSo X I 

lubes per sq. cm. in solenoid — _l . ’—~ 1004-8 I; 

Total tubes in solenoul -- 1004-8 I x 10 -• 10048 1 . 

Linkages with other coil --™ Flux x Turns in other coil 

— 10048 1 X Tooo -= 10048000 I. 

Tf 1 is unity this gives M is electromagnetic units; 

/. M = 10048000 e.m. units i*>048000/1o'* -or henry approx. 

If the primary is closely wound on an iron core the flux and 
therefore the mutual inductance is incrt‘ased /x times. In general 
if the iron has cross-section and permeability /X|, and the 
remainder is a medium of cross-sec tie in and permeability /zg, 

__ 47rS-,S^ , 

M == — j—*' (p'ph + X ^ henries. 


(2) If the flux in A is changing owing to the current in it changing, 
then there is an induced E.M.F. (c) in B, From (i) above viz! 
N ~ MI, we get 


di 


M-r“, t.e. e 
dt 


M 


d\ 

it 


(2) 


that is, e (in one coil B) = - M v Rate of change of current (in 
other coil A), and if the rate of change of current is unity c numeri¬ 
cally equals M. Thus the coefficient of mutual induction or the 
mutual induaance of two circuits is numerically equal to the induced 
E.M.F. round one circuit due to unit rate of change of the current 
in the other. Hence. Two circuits have a mutucil iuductunce of ofic 
C.G,S. unit when current changing in one at the rate of one c.m. unit 
per second results in an induced E M.F. of one e.m, unit in the other. 
Two circuits have a mutual indtictance of one henry when current 
changing intone at the rate of one ampere per second residts in an 
induced E,M,F. of one voU in the other. 
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That very high voltages may be obtained by devices suitably employing 
the effects of mutual inductance is readily seen. Suppose, for example, that 
for two coils M is 4 henries, and the primary current changes at the rate of 
one ampere in ^ second, then the induced E.M.F. in the secondary 

circuit is given by ^ = — M (rate of change of primary current) — 4 x 
1/ 0002 — 20,000 volts. 


9. Measurement of Mutual Inductance (M) 

Here again, as in the case of self-inductance, there are several 
methods available. Below we give Carey Foster's method which 
involves the use of a standard condenser of known capacitance. 


The two coils P and S (Fig. 443), P the primary and S the secondary are, 
connected in circuit with a condenser of capacitance C, the non-inductive 
resistances R and Q, and the galvanometer G. By means of a key at K the 
current in P can be made, broken. 


11 


aHWVWV 



® D 

WVWn 

G 

S 

p 


or reversed, and an inductive im¬ 
pulse equal to MI (if made or broken) 
or 2MI (if reversed) thereby set up 
in S. where M is the mutual induct¬ 
ance of P and S and I is the current 
in R and P. The condenser also, 
with its terminals connected to the 
points A and B, becomes charged 
or discharged or has its charge 
reversed according as the current 
is made, broken, or reversed. 

Tliere are thus two simultaneous 
" rushes ” through G, one due to 
the condenser, the other due to the 
charge induced in S. It will be 

noted, however, that by the arrangement of the circuit these two discharges 
through G are in opposite directions, and may be adjusted to equality by 
adjusting K or Q until the galvanometer sliows no deflection on working 
the key at K. When this adjustment is made we have:-— 

M = CR (Q -1- S). 


11 h 


FiCx. 443. 


Proof. —^The charge in the condenser is CIR (for IR is the P.D, 
between A and B), and the portion of this which passes through 
the galvanometer is:— 


.CIR, 


Q + S + G 

since (Q -f S) is shunting G, The electromotive impulse set up in 
S is MI. (for N = MI), and the quantity of electricity set in motion 
by it is (Art. s)‘-- MI 
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This quantity all passes through the galvanometer. Hence we 
have when G is not deflected:— 


Q + S p.,. ^ _ MI_ 

Q + s+ G Q -f S+G' 


from which M is determined. 


M - CR (Q + S), 


When the student lirst begins his experimental work on inductance 
measurements he usually comes to the conclusion either that he is a poor 
experimenter, or that " the apparatus is wrong "—probably the latter. 
Both conclusions may possibly be correct, but the experiments are nevertheless 
troublesome at the best. Methods depending on the employment of alternat¬ 
ing currents in conjunction with a type of galvanometer known as the vibration 
galvanometer have been developed which are much more satisfactory for these 
measurements (see page 529). In fact by these methods and with circuit 
arrangements as in Fig. 443 tests can readily be made on self- and mutual 
inductances and capacitance. 


10 . Measurement of Magnetic Fields 

In Art. 5 it was shown that the quantity of electricity (Q) in an 
induced current is given by the expression Q = (Ng — Ni)/R e.m. 
units if R is in e.m. units, or by Q — (Ng “ Ni)/io®R coulombs if 
R is in ohms; thus:— 


Q = 


Change in linkages 
10® X Resistance (ohms) 


coulombs, 


and this fact is used in the measurement of magnetic fields. The 
principle will be gathered from the following preliminary 
experiment:— 


(i) To Determine the Angle of Dip by Induced Currents.—The apparatus 
consists of a coil of wire, say of S turns and cross-sectional area a, joined to 
a ballistic galvanometer some distance away. Set up the coil with its plane 
at right angles to the meridian, in which case the linkages = HSa where H 
= horizontal component of the earth's field = tubes per sq. cm. Quickly 
rotate the coil through 180® about a vertical axis, and note the throw of the 
galvanometer. The change in the effective flux is zHSa, for it is reduced from 
HSa to zero in the first 90® of rotation, then put it in the opposite direction 
so far as the coil is concerned, and increased from zero to HSa. The quantity 
induced is therefore zHSa/R where R = resistance of coil and galvanometer: 


R 


oc 


^1. 


/ 

Now arrange the coil in a horizontal position with the axis of rotation in 
the meridian, again* turn through i8o® and let B^ be the throw of the galvano- 
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meter; if V be the vertical component, it is clear that the quantity induced 
in this case is 2VSa/R; hence 


a ■ 
oc “2 > 


Cl 


where D == angle of dip which is thus determined. 


The experiment could be used to actually determine either H 
or V if the constant (k) of the galvanometer, the resistance (R) of 
coil and galvanometer, and the turns (S) and face area (a) of the 
coil be known: thus for the first part of the experiment 2HS«/R = 
/. H “ k0iR/2Su, and all terms on the right are supposed 
known. 

A coil of known dimensions 
properly mounted and arranged 
for rotation for the above and 
similar work is called an earth 
inductor. A simple type is 
shown in Fig. 444: the figure 
is self explanatory. 

When we wish to measure 
more intense fields, e,g, between 
the poles of an electromagnet, 
we generally use a small coil 
known as a search coil (or test 
coil) of, say, 50 or 60 turns of 
fine wire,* the face area being 
about I sq. cm. This is placed Fig. 444, 

in the field and either rotated 

through 180® as above or completely removed from the field, the 
latter being the usual method. A ballistic galvanometer is in series 
with the search coil and if its constant (A;) be known the field is 
determined. Usually, however, the galvanometer is calibrated 
as it were at the time of the experiment by means of a “ standard 
inductor ” included in the circuit. An earth inductor rotated in 
the earth's field can be used as this standard if the value of 
the earth^s field be accurately known. 

A more usual type of standard for experimental work is tnat 
known as the standard solenoidal inductor, which makes use of the 
uniform field in the interior of a long solenoid. If I denote the 
current in absolute units, the field in the interior of the solenoid is 
given by 47ml, where n is the number of turns per unit length 





476 


Electromagnetic Induction 


(H =5 47rSI/^ and n ^ S/Z). The inductor for use with this field 
usually consists of a few turns of thin, well insulated wire wound 
round the outside of the solenoid near its middle point. The 
induction throw is obtained by reversing the current in the solenoid. 
If S, A denote the total number of turns and area of the inductor 
respectively, then, on reversing the current in the long solenoid 
the change in the magnetic flux (linkages) in the inductor coil is 
2 (47rwl) SA, z,i\ Stt^ISA, and the quantity of electricity (absolute 
units) set in motion is SttwISA/R, where R is the resistance (absolute 
units) of the circuit in which the inductor is placed. If I is measured 
accurately by means of a galvanometer or ammeter in the solenoid 
circuit, this inductor may be used for standardising the observations 
of a search coil placed in the same circuit with it. The method of 
using this standard is indicated in the next 
.- experiment. 

To Determine the Strength of the Field between 
the Poles (T an Electromagnet, using a Standard 
Solenoidai inductor.—The arrangement is indi¬ 
cated in idg. 445, where K is a reversing key in 
the long solenoid circuit and G a galvanometer or 
ammeter to measure the current (I) in the solenoid. 
Start the current in the long solenoid, and when 
the ballistic galvanometer (BG) is quite steady 
reverse the current by means of the key K and 
note the ^hrow of BG. If this be d^, then:— 

SttwISA , 

- R “ 

where R « resistance of inductor coil -f test ^ 
Fig, 445. coil -f- BG. 

With no current in the long solenoid place the 
test coil in the field to be measured, withdraw it. and let be the galvano¬ 
meter throw: then if s, a be the number of turns and face area of the test 
coil, and F the strength of the field:— 

sab - 

- 

• ^^F / 87 mISA „ <^2. . -p __ SttwISA d* 

•* R/ K " d/ ^ " sa ‘d/ 

An excellent standard for laboratory purposes is that known as 
Hibberfs magnetic flux standard. It consists (Fig. 446) of a block 
of hard steel provided with a cylindrical groove, and magnetised as 
indicated. A brass cylinder B carries a coil C; it can be lowered 
into the groove, the coil thereby cutting the tubes due to the 
magnet, in consequence of which an induced charge circulates in 
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the coil. The flux is determined at the outset by com* 
parison with (say) a solenoidal standard. 

II. Determination of the Constant of a Ballistic Galvano¬ 
meter 

A standard inductor—say of the solenoidal type (Art. i7ig. 446. 
10)—may conveniently be used in this test. The arrange¬ 
ment is indicated in Fig. 447, where BG is the ballistic galvano¬ 
meter under test. The current is started in the solenoid, and when 
BG is quite steady again at zero, the current is reversed by means 
of the key K: let a be the first angular swing of BG. Assuming 
a galvanometer of the moving needle type, if Q be the quantity 
discharged, then (pages 351, 451):— 

Q .= sin .V a (i + -J) ^ sin a (i + ^), 



where k is the constant required. But (Art. 10) Q ~ STrnlSajR, 
where n = turns per cm. on solenoid, I = current in solenoid 
(absolute units), S == total turns on, and a — sectional area of, 
inductor coil, and R == resistance of inductor and galvanometer 
branch (absolute units). Hence:— 


k sin i a = 


SnnlSa 
- ; 




If BG be of the reflecting type and a be small, we can assume that sin (a/2) 
— 5/4D where h » first deflection along the scale and D — distance betw^een 
scale and mirrpr; then if we neglect damping:— 



, ^znnlSaD 

which gives k in absolute units per scale division 
of throw. 

If the galvanometer be of the moving 
coil type then Q = Aa, or correcting for 
damping Q == kaVd say, where d *= decre¬ 
ment (page 451). Equating as above, 
k s= STTWlSa/RaV^. 

In the above we have assumed absolute 
units for I and R: if the current ig in 
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amperes and the resistance in ohms, then taking the last case in 
illustration:— 

^ 

10 ^® X RaVd 

where k numerically equals coulombs per unit angular of throw. 

Another method of finding the constant of a ballistic galvanometer is to 
charge a condenser of known capacitance C by a cell of known E.M.F'. (E) 
and then to discharge the condenser through the galvanometer. Taking the 
moving coil type, if Q be the charge Q — CE ka\^d) k — CE/aV d. 
Care again must be taken with the units: if E is in volts and C is microfarads, 
Q is in microcoulombs, and k gives microcoulombs per unit of throw. 


12. Growth of Current in Circuit with Resistance and Inductance 

We have seen that owing to the induced opposing E.M.F. which 
is set up when a circuit containing a source of constant E.M.F. (E) 
is closed, the current does not instantly reach its final steady value, 
say —it takes time to do so. i.et i be the value of the current 
at any instant during the variable stage wlien the current is growing 
(say at time t from the start), and R the total resistance of the 
circuit. Then (since i = (E — 6’)/R or E — ^ -= Rf):— 

^ di 

.w 


^ E . L di di R 

K“ ' "" ld.df [li/K - j) "" 


But d (E/R — i) — — di\ 


d (E/R - i) 
•* (E/R-f) 



Integrating this fioin the lower limits where t and j = o gives:— 





E/R i 
~ E/R 


or % 


R 



where e, the base of the Napierian logarithms, is, of course, equal 
to 27182818. 

Now i is the current at the end of time t from the instant of 
closing the circuit, and E/R is the final steady value of the current: 
denoting these by I, and I„ respectively we have;— 


Im (I 


-f) 


or I(/I« 


=3 I —. 




(2) 
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Fijoin this it is evident that, when i is equal to L/R, 2L/R, 3L/R, 
etc., the ratio of the actual current to the maximum value attain¬ 


able is given by i — i/e, i — i/^®, 
ends of the time L/R, 2L/R, 3L/R, 
•8647, *9502, etc., of the final 
attainable value. The quantity 
L/R is called the time constant of 
the circuit. 

Further, it follows from the above 
that the current will actually require 
an infinite time to attain its full value, 
but that, as L/R is usually very small, 
it rapidly attains a value very nearly 
equal to its final value. This is shown 
in Fig. 448, which gives the curve (full 
line) of rise of a current in a circuit, 
where R = 2 ohms and L ~ *02 henry, 
and for which, therefore, the time con¬ 
stant L/R is (-02 X io®)/(2 X 10®) == *01. 
In this circuit the current rises to *6321 
of its full value in ‘Oi sec., to *8647 of 
its full value in *02 sec., to *9502 of 
its full value in *03 sec., and so on, 
evidently attaining practically its full 
value in a small fraction of a second. 


I ■— etc. That is, at the 
etc., the current value is *6321, 



SECONDS 
Fig. 448. 


R = 2 ohms. L = *02 henry. 


In practice we often assume that a current reaches its full strength after 


a period of 5 times its time constant. 


13. Decay of Current in Circuit with Resistance and Inductance 
When the circuit is broken the E.M.F. of the source (E) 
disappears from the first equation of Art. 12, and we get:— 


•T> T ^ .Ji 


Hence if be the steady maximum value of the current at 
the instant of cutting out the E.M.F. (E), and the value at time 
t afterwards, we get on integrating as before:— 






( 3 ) 


Here it is evident that in times L/R, 2L/R, 3L/R, etc., from the 
break of the circuit, the current falls to ije, ije^, i/^, etc., of its 
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initial value, that is, to -3679, -1353, *0498, etc., of the initial value. 
The dotted curve of Fig. 448 shows the fall of the current in the 
circuit for which the full line gives the curve of rise of the current. 

Note that in this section tlie current has a maximum value at start and 
falls to zero, whilst in Art. 12 it started at zero and rose to a maximum, 

The investigation assumes that the E.M.F. of the source (E) is cut out with¬ 
out changing the resistance R of the circuit, e.g. by the use of a special cut-out. 


14. Comparison with the Charging and Discharging of a Condenser 

The charging and discharging of a condenser through a non-in¬ 
ductive resistance is merely stated here for comparison with Arts. 12,13. 

When the condenser of Fig. 400 is being charged the P.Z). on it 
starts at zero and rises to its maximum value E (the E.M.F. of the 
cell) and in this sense it resembles the current growth in Art. 12; 
on the otlicr hand the charging current starts at its maximum value 
{say I,„) and falls to zero when the condensei is fully charged, and 
in this sense resembles the current decay in Art. 13. On discharging 
the condenser, both the P,D, on it and the discharge current start at 
maximum value and fall to zero (this discharge case was dealt with 
on page 437). It can be shown that with the usual notation (V< 
and for P.D. on condenser and current at any instant t seconds 
from “ startthe results listed in column (2) below are obtained: 
the subject is dealt with fully in Chapter X'TII. 


Com «ARISON 


Circuit with Resisiance R 

AND Inductance L 

Circuit with Resistance R 

AND Capacitance C 

Growth:—~ 

^ i,. (I ~ 

Charge;—== E (1 — e CR ) 



- i-t 

1, = l„e Cb‘ 

Decay:—If 


- Ef 

Discharge:— Vh — CR 



1, = 

Time Constant 

^ seconds 

Time Constant CR seconds 


Note that in this section we have assumed the circuit does not possess 
inductance (L)—only resistance and capacitance. Note also that in Arts. 12, 
13 the circuit did not possess capacitance (C)—only resistance and inductance! 
The case of practical circuits^possessing all three properties resistance, induct¬ 
ance, and capacitance is referred to later (pages 530-4). 
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15. Work in Establishing a Current; Energy in Magnetic Field 

Consider again a circuit of sclf-inductance L, and imagine a 
current started in the circuit, the current growing from zero to its 
maximum value in a time, say t seconds. Let i denote current 
at any instant. Now work must be done against the induced 
opposing E.M.F. {e), and this work (page 306) is given by: Work 
done E.M.F. x Current x Time: in this case then of agrowing 
current• 


di 

Work - eidt -- ]. idt; 

rim 2 

Work - IMi - .(i) 

J u 

and this work must be stored as energy in the magnetic field. 

Take now a long thin solenoid of length I and cross-section A 
carrying a current. With the usual notation:— 

/ 47rS / 


Flux per turn ~ BA = 47rSI/xA//; 

/. (putting I unity) 


Linkages — 47rS2I/xA//; 
- 4^S2/xA 
■ I 


Energy stored in field = |LP = ( S)' = 


/, Pmergy in field 




B2 


ergs per c.cm. .. (2) 


BH 

Stt 87r Stt/ia 
since Al — volume of field in this case: for air /x = i and B = H. 


We can obtain two further expressions for the work in (1) above:— 
Work = 4LI* = i (N/ 1 )I 2 == JNI. 
and Work == = JL (N/L)^ ^ JN^/L. 

These should be compared with the expressions for the energy of a con¬ 
denser and of a charged bcKly, viz. Energy = ^CV* — iQV = Q*/2C. There is a 
real analogy between the two: one measures the electromagnetic energy in 
the magnetic field sot up in the medium surrounding a circuit carrying a 
current, the other measures the electrostatic energy in the electric field in 
the dielectric of a condenser, or in the medium surrounding a charged body. 


16. The Induction Coil 

This is a practical application of the principles of mutual 
induction: it is an apparatus for transforming a low P.D. between 
the terminals of a primary coil into a high P.D. between the terminals 


I. T. E. 


31 
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of a secondary coil. The two essential points are (i) A given current 
in the primary coil shall make the linkages—flux x number of 
turns—in the secondary coil as large as possible. (2) The current 
in the primary coil must be made and broken very rapidly. The 
construction is shown in Fig. 449 {a). 

Round an inner core of a bundle of soft-iron wire is wound a coil 
of a few turns of stout wire (the primary ): this is in series with a 
break consisting of a spring touching a contact screw (both tipped 
with platinum at the contact), the spring carrying at its upper end 
a small piece of soft iron, which is attracted by the iron core when 
current flows through the primary, and falls back again when the 
primary current ceases and the iron becomes demagnetised. 



Hence, on attaching the battery, an intermittent current passes 
through the primary, the frequency depending upon the strength 
and inertia of the spring. Surrounding the primary, but insulated 
from it with great care, is a coil of a large number of turns of very 
fine wire (the secondary). The ends of this wire are attached to 
terminals on the top of the coil, and usually when the coil is working 
the secondary circuit is complete, except for a gap, across which it 
is often desired to cause sparks to pass. 

Up to this stage in the construction the action is as follows. 
When the primary current passes (i) an induced inverse EM.F, is 
developed in the secondary, and (2) the core is magnetised, the soft 
iron head and spring are attracted and the primary circuit is 
broken; when tlie primary current ceases (1) an induced direct 




The Induction Coil 


483 


EM,F, is developed in the secondary, and (2) the core is demagnetised, 
the sprjing falls back against the screw, the primary current again 
starts and the actions are repeated. It follows from this that so 
long as the primary current is made and broken so long will E.M.F. s 
alternating in opposite directions be produced in the secondary. 

Of course, if the secondary coil is part of a closed circuit an oscillatory 
current flows: if the ends of the coil are separated by a small air gap an 
oscillatory spark discharge occurs. It will be seen presently that "in a 
practical induction coil the induced secondary E.M.F. at " break " is much 
greater than at “ make,” so that if a long air gap were in the secondary, the 
induced E.M.F. at ” make ” would not be sufficient to break down the 
insulation of the air, but that at ” break ” might be able to do so: in this case 
the discharge spark would be intermittent and unidirectional. 

In practice matters arc not so simple as indicated above, owing 
to the self-inductance (L) of the primary itself. When the primary 
is “ made the resistance is small and the time constant L/R is 
therefore great; when the primary is broken the resistance is 
great (due to the air gap at the interrupter) and the time constant 
relatively smaller. Hence the decay of the primary current is 
quicker than the growth, and therefore the inductive effect on the 
secondary at “ break ” is more pronounced than that at make.“ 

On the other hand, when the primary is broken the extra 
current ” developed in it in the same direction as the primary 
current just cut off makes the break less sudden and definite than 
it would othciwise be (thereby reducing the inductive effect on the 
.secondary), and, sparking across the interrupter, damages the 
surfaces of contact. ^ To prevent these effects a condenser is con¬ 
nected across the break (Fig. 449 (b)), The action of this condenser 
may be briefly explained thus. When the primary current is 
broken the self-induced current in the primary coil, having to 
charge the condenser, is not able to spark across the break, and 
thus the current is very suddenly broken. Again, the charged 
condenser discharges round the primary, but in the opposite 
direction to that of the primary current just cut off, and tliis tends 
to produce an induced E.M.F. in the secondary in the same direction 
as that due to the actual break: in fact, in practice the flux in the 
core is practically reversed at each break, and the induced quantity 
in the secondary is almost twice that without a condenser. (To be 
exact, the condenser current is really oscillatory, but these oscilla¬ 
tions are quickly damped, drying out before the circuit is closed 
again, so that only the first discharge is important.) 
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Summarising, then, we may say that the secondary ind\iced 
E.M.F. at make is comparatively small, while that at break is 
intensihed, so that in an ordinary induction coil with a condenser 
the secondary induced E.M.F.’s are practically those due to the 
breaks of the primary. Fig. 450 shows approximately the varia¬ 



tions in the primary current 
and the induced E.M.F/s in 
the .secondary. 

For a full mathematical treat¬ 
ment of the action of the condenser 
^Qe Advanced Textbook of Electricity 
and Magnitism. 

Tiic induction coil converts a 
comparafi\ ely large cuiTCnt at a 
low voltage (in the primary) into a 
small current at a very high voltage 
(in th(^ secondary). The secondary 
has a large number of turns and the 
“ linkages" is largo, whilst the 
“ time of change " is small, so that 


the induced E.M.F. is great althougli only a comparatively small voltage 
even from a battery is applied to the primary. With some modern large 
induction coils sparks a metre in length can be obtained at the secondary 
terminals which means an induced E.M.F. of some half-million volts. It 
must be remembered, however, tha^ wo cannot gtiiyi energy by the trans¬ 
formation: in fact the power output is less than the power input, so that 
any secondary current will be much less than the primary current. 

If a solid iron cylinder 
were used as the core of the 
coil the changing primary 
current would induce cur¬ 
rents in it (known as eddy 
currents). These would cir¬ 
culate round the axis of the 
core in the same way as 
the currents induced in the 
secondary, and their fields 
would oppose the change of 
flux due to the changing 
primary: moreover they 

would cause loss of energy 
as heat in the core. To prevent these defects the core is built up of 
parallel iron wires each covered with shellac or some form of insulating varnish. 
The iron is thus continuous in the direction of the flux but discontinuous (and 
high resistance) in the direction of any eddy currents. 

To reduce the risk of the insulation of the secondary breaking down 
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unOer the strain of the large E.M.F.'s induced in it, the coil is wound in 
sections which are separated from each other by discs of insulating material 
{Fig. 451). 

In modern coils the vibrating hammer as a “ make and 
“ break '' is frecfiuTitly replaced by other devices giving much more 
rapid interruptions. A form much used is the motor mercury 
interrupter diagram- 
matically shown in 
Fig. 452. In this a 
jet of mercury is dis¬ 
charged from a tube 
and caused to strike 
a toothed wheel 
which is rotated by 
a small motor at a 
high speed. The 
circuit of the prim¬ 
ary coil is completed through the jet. Hence when the jet strikes 
a tooth the primary is made, but when the jet misses the tooth the 
primary is broken, and the rate of this depends, obviously, upon 
the speed of rotation of the toothed wheel, which is under complete 
control. Also the teeth are tapered, and thus by either moving the 
jet or the wheel up or down relatively to each other the proportion 

of time during which the circuit is 
made and broken is under control too. 
This device gives excellent results. 
The mercury is pumped up by the 
action of the motor which rotates the 
wheel. 

Interrupters based on electrolytic 
action are also employed. 


Via. 452. 



17. A Few Elementary Facts about 
Transformers 

A transformer is another device 
in which the inductive action of a 
primary coil on a secondary is employed in practice: in this section 
only a few general ideas about its construction and action will be 
considered. 

The transformer consists of two coils, a primary AA (Fig. 453) 
and a secondary BB wound upon a laminated iron core usually ir the 
form of a closed iron circuit. It is used with alternating currents, 
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so that as the primary current is constantly varying—rising, 
fallihg, reversing—inductive effects on the secondary are always 
occurring. The alternating current in the primary produces a 
varying magnetisation of the iron core and varying magnetic flux 
in the secondary, which results in an induced alternating E.M.F. 
in the secondary of the same frequency as the primary E.M.F. 


An alternating current may be represented, as we have seen (page 22), 
by a curve such as the firm line curve in Fig. 454. At points such as O, Q, 
S, and V the primary current is changing most rapidly, it has been flowing 
in one direction and is just being reversed and commencing to flow in the 
opposite direction. Hence the magnetic flux through the secondary is 
changing most rapidly at these points, and therefore the induced E.iyi-F- in 
the secondary is very great. At P, R and T the primary current is for a 
moment constant at its maximum value, the rate of change is for a moment 
zero, and the secondary induced E.M.l'. is zero: the dotted curve represents 
the secondary E.M.F. Further details on this are given in Chapter XVIII. 

Note that the two cycles depicted 
in Fig. 454 are of the same fre¬ 
quency, but they are not " in 
step with each other—there is, 
as we say, a “ phase difference " 
between them (page 507). The 
curves are not drawn to scale. 

The induced E.M.F. in 
the secondary depends, of 
course, on the number of 
turns of wire in it, and in 

fact it can be shown that we piractically have the relation:— 



Secondary terminal voltage __ Number of turns in secondary. 
Primary applied voltage Number of turns in primary 

but this statement foi the ratio of transformation '' assumes that 
there are no losses of energy in the transformer (see below). 
Further, since we cannot gain energy by the transformation, it 
follows that if the secondary voltage is greater than the primary, 
the secondary current is less: the transformer is, however, a very 
efficient instrument, so that we can say approximately :— 

Current in secondary __ Number of turns in primary 
Current in primary ^ Number of turns in secondary’ 

The method of measuring alternating E.M.F/s and currents is 
explained on page 5ix. 
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Transformers are used commercially in two ways, viz.:— 

(1) Step-up Transformers .—In these the alternating current in 
the primary induces alternating current in the secondary at a 
higher voltage, i.e. they raise the voltage, and for this the secondary 
has more turns than the primary. 

(2) Step-doimi Transformers .—In these the alternating current 
in the primary induces alternating current in the secondary at a 
less voltage, i.e. they lower the voltage, and for this the secondary has 
fewer turns than the primary. 

Some of the losses which must be taken into account in an exact treatment 
of transformer action are (i) Losses in both coils due to the heating effect of 
the currents in them. (2) Losses due to magnetic leakage, i.e. due to the fact 
that all the magnetic flux produced by the primary does not pass through 
the secondary: these losses are kept down by 
suitably arranging the coils, e.g. by interlacing 
them as shown in Fig. ^55. and by making the 
iron core in the form of a closed magnetic circuit, 
i.e. the core is ‘'endless." (3) Losses due to 
hysteresis in the iron core, wiiich, of course, is. 
constantly going through complete cycles of 
magnetisation (pages 109, ): to reduce these 
special attention must be paid to the quality 
of the iron (or iron alloy) used. (4) Losses due 
to eddy currents in the core: these are cut down 
by using laminated cores, i.e. cores built up of 
separate sheets of iron which are continuous in 
the direction of the magnetic lines and do not 
oppose them, but discontinuous in the direction 
of the eddy currents and therefore oppose them. 

As transformers become hot in action proper 
be provided. Some are equipped with an air blast to keep them cool. 
Further, large transformers are generally immersed in tanks of oil which gives 
more efficient cooling and improves insulation, and as a further aid to cooling, 
water is sometimes circulated through pipes placed in the top of the tank 
thus cooling the heated oil as it rises from the transformer. 

Modern transformers in practice have, however, despite the 
above losses, a high efficiency, so that they can be used on A.C. 
circuits for changing the voltage with little loss of energy. Many 
large transformers have efficiencies as high as 98 and 99 per cent., 
i.e. the watts output is very nearly equal to the watts input. 
Fig- 456 shows a typical transformer for an ordinary (or, as it is 
called, single phase) A.C. circuit. 
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Brief reference may be made to one or two uses of the transformer 
in practice. Taking first a simple D.C. case, suppose a power 
station has to deliver 10,000 watts to a suburb 4 miles away. It 
could do it by transmitting 100 amperes at 100 volts (watts ~ El), 
or it could transmit 2 amperes at 5000 volts. In the first case the 
current in the cables between the station and the suburb is 50 times 
what it is in the second case, and from this point of view the power 
lost as heat in them would be 50'-*, i.e. 2500 times as great. To 
reduce this PR loss thick cable would have to be used to lessen R 

and safely carry the big 
current. Cable is very 
expensive, so that from the 
station economy point of 
view sending at high pres¬ 
sure (and therefore small 
current and thinnei cable) 
is much the better plan— 
in practice it is essential 
—and A.C. generators in 
conjunction with trans¬ 
formers are generally 
employed for this high 
pressure transmission. One 
method, used in a Midland 
station, generates A.C. at 
6600 volts, raises this at 
the station to 33,000 volts 
by a step-up transformer, 
transmits at this pressure 
(through cables known as 
feeders) to a sub-station at 
the district to be supplied, 
and there transforms down 
to 230 volts by a step-down transformer: from the sub-station 
comparatively short cables (known as distributors) deliver the 
power at 230 volts over the district, and from these service mains 
lead to individual consumers’ premises. A general outline scheme 
of the principle on which a fairly large area would be arranged is 
indicated in Fig. 457. 

Over the main transmission lines of the “ Grid ” in this country 
the voltage is 132,000, whilst secondary transmission lines are at 
66,000 and 33,000 volts. 





457- “Bus-bars" are two coiuhictors which are really the main 
terminals of the station. The top portion shows cliagrammatically the 
arrangement lor a distant district, the bottom portion that for a less 
remote district, and the middle portion that for a district near the station. 


Again transformers are used with measuring instruments on high 

voltage systems (they are ki^^n as instrument transformers). Thus suppose 
we wish to measure the voltage (of the order, say, 33,000 volts) between the 
mains of Fig. 458. Instead of putting a voltmeter straight across this big 
P.D., a step-down transformer is used. If the transformer steps-down 
300 : I, then a voltmeter with a maximum reading of only no volts can be 
used across the secondary, and the full voltage on the primary can be 
calculated from the instrument reading and the known ratio of transformation. 
Generally, however, the scale of the voltmeter is graduated to read the full 
voltage on the primary direct. Similarly, if a very large current is to be 
measured a step-up transformer is often used. The big current goes through 
the primary (which often consists of only one turn) and the ammeter is 
joined across the secondary. Remember a step-up transformer “ steps down " 
the current, so that a smaller current flows in the instrument (Fig. 458). 



Fig. 458. Fig. 459. 
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Transformers are also used in telephone circuits, in radio transmission 
and reception circuits, and in other appliances. 

i8. Foucault or Eddy Currents 

In 1895 Foucault discovered that when metal objects moved in 
magnetic fields there was a dissipation of energy as heat due to the 
setting up in them of induced currents: these were referred to as 
Foucault or eddy currents. 

(^/) If a magnetic needle be caused to oscillate and a sheet of copper be 
then placed beneath it, the needle quickly conies to rest; eddy currents are 
developed in the cojq^er which oppose the motion. For the same reason if a 
block of metal hanging between the poles of an electromagnet be started 
swinging, and then the current be switched on, the swinging soon stops. 
Th<^ damping in galvanometers " by induced currents " is explained in the 
same way. 

(/;) If a disc of copper be made to rotate in a horizontal plane immediately 
below a delicately balanced magnetic needle, the needle is gradually deflected 
in the same direction, and, if the rate of rotation is sufliciently high, the 
needle rotates in the same direction as the disc: in this case the eddy currents 
reduce the relative motion and the needle follows the disc. 

(c) Fig, 459 represents the end view of a copper cylinder with its axis at 
right angles to the magnetic field (i.e. the axis is at right angles to the plane 
of the paper). If rotated about its axis as indicated (clockwise) eddy currents 
will flow in the cylinder as shown (apply Fleming's right-hand rule), i.e. 
parallel to the axis of rotation. To reduce these and the resulting energy 
loss the cylinder should be built up of flat circular discs insulated from each 
other (i.e, it must be laminated). 



CHAPTER KVII 

INDUCED MAGNETISM. THE MAGNETIC CIRCUIT 


B efore proceeding with this chapter it is important that 
clear ideas should be obtained on magnetising force (H), 
magnetic induction (B), and total flux (N); tubes of force 
and tubes of induction; permeability (/x) and susceptibility (/c); 
and hysteresis. These points have been dealt with in preceding 
pages, more particularly in pages 35-38, 47-48, 85-95, and loi-iii. 

I. Energy Dissipation due to Hysteresis 

In Chapter IV., Art. 5 » it is stated that the loss of energy (in 
ergs) per unit volume of, say, iron, for a cycle of magnetisation is 
represented by the area of the IH liysteresis loop, and also by the 
area of the BH hysteresis loop 
divided by 477; these facts can 
now be established. 

Suppose a rod of iron, length 
I and cross-section a, is placed 
along a field of intensity H 
(Fig. 460): it is magnetised to 
an intensity of magnetisation 
I, a + or north pole (+ al) 
being at one end, and a — or 
south pole (— al) at the other. Fig. 460. 

If H be increased to H -f 8H the 

intensity increases to I -f- 81 and the pole strengths to + ^ (I SI) 
and — a (I + 81 ). 

Now the above operation is really equivalent to (i) increasing H 
to H -f- 8H without changing the intensity I, and then (2) moving 
an amount of pole aSI from one end to the other. Step (i) involves 
no work, but step (2) does, this latter being given by:— 

Work done = force on pole x distance ^ (pole x field) x distance; 
/. Work = a .81 X (H + 8H) X / - (H.8I x a.l) ergs, 
i.e. Work = H. 81 ergs per c.cm. (since a x I = volume); 
so that when the intensity changes from I^ to Ig we have:— 

Ch 

Work done = j ^ H .<fl ergs per c.cm. 

49T 
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We might look at this in an even simpler way. Consider a cube i cm. side 
in t^e field H, the intensity being I: its poles are therefore + I and — I. 
Let the intensity change to I + owing to a very small change in the field. 
This is equivalent to a pole ii?! being carried from one face to the opposite 
face through a distance i cm. The force may be taken as and the 

work done (force x distance) for the i cm. path, or the change of energy for 
the unit volume is given by:— 

Work per unit volume = Vi.di ergs. 


For a more detailed proof of this relation H.f/I, however, see 
Advanced Textbook of Electricity and Magnetism. 

Now let OA (Fig. 461) be the magnetisation curve (IH) of a 
specimen of iron, and consider a small step in the process repre¬ 
sented by PQ. The step we will suppose to be so short that the 
magnetising force may be assumed almost constant during the step 
and of magnitude Vp or Qq which for a very small step are almost 
equal. Let this be denoted by H. Let the 
intensity Op be I and let Oq be I -\^ d\, so 
that pq represents d\. Since the work 
done on the material per unit volume in 
magnetising is Tidl, this work for this short 
step is represented by the shaded area 
VQqp. Clearly then the work done on the 
material per unit volume for the whole 
magnetisation represented by the path OA 
will be the sum of all the small areas such 
as ^Qqp for all the short steps intQ which 
the magnetisation may be supposed to be 
divided, i.e. it will be represented by the area OPQA^^O. Similarly 
if the field be reduced to zero (in which case the curve AC is 
obtained) the work restored, i.e. the work done by the material per 
unit volume will be represented by the area AaCA. Hence:— 

Excess of worl: done on unit vol.) 

over work done by unit vol. j = OPQACO. 



Consider now the complete hysteresis loop shown in Fig. 462. 
From what has been said, the horizontally shaded areas [aABxa + 
hCDyh) represent work done on the material per unit volume, and 
the vertically shaded areas {BxbB + T>yaD) represent work done 
by the material per unit volume, and, as appears from the figure, 
the excess of the work done on the material per unit volume over that 
done by it is represented by the area of the (IH) hysteresis loop DABCD, 
i^e. the net work done on unit volume is represented by the area 
of the IH loop. 
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If in the hysteresis diagram the ordinates represent B and not I, 
then, since B == 47rl + H, it is evident that the length of each 
ordinate intercepted by the loop will be times its length on a 
diagram where the ordinates represent L Hence, if we suppose 
the loop to be divided into an infinite number of vertical strips, the 
area of each strip in the B,H diagram will be 477 times the area of 
the same strip in the I,H diagram. But we have shown that the 
area of the loop on the 1 ,H diagram represents the energy (ergs) 
dissipated as heat in unit volume of the material; therefore on a 
B,H diagram the area of the loop divided by 477 will represent this 
energy. 

The latter is also seen thus:—From B “ 477I + H we have:— 
H^B = 477H^fI + UdU; 

J HiB - 4^ J H^I + J^H^H, 
where is the integral round the whole 
path. The term J^H^fH is zero, for if 
H be plotted against H the result is a 
straight line, for which the enclosed area 
is zero; hence the BH area f^HdB is 
477 times the IH area J^H^^L 

2. Ballistic Method of Determining 
Magnetic Properties 

In the magnetometer method (page 
101) the specimen was in the form of 
a wire, and for accurate work a cor¬ 
rection had to be made (owing to the demagnetising effect of the 
end poles) in order to determine the effective or true magnetising 
force in the specimen (page 105). In the first method which follows 
the specimen is in the form of a ring, in which case, as there are 
no free poles, the effective magnetising force in the specimen maybe 
taken as identical with that calculated from the dimensions of the 
solenoid and the strength of the current. The magnetising solenoid 
is closely wound over the ring (Fig. 463) and is connected to a key, 
preferably a reversing key S, a battery F, an adjustable resistance 
R, and an ammeter or galvanometer A. An additional coil D of a 
few turns is wound over a part of the ring and connected to a 
ballistic galvanometer BG, and a standard inductor: a standard 
solenoidal inductor is best, but for simplicity in writing down the 
mathematics we will imagine an earth inductor (EC). 
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The earth coil or inductor is first placed with its plane horizonta], 
and rapidly rotated through i8o° about a horizontal axis in the 
magnetic meridian, and the throw d of BG is noted. If V be the 
vertical component of the earth’s field, n the number of turns and 
a the face area of EC, and R the resistance (say absolute) of the 
circuit made up of D, BG, and EC, the change in linkages is 2 Vna, 
and the quantity induced is 2VnalR (absolute): but the quantity 
is also given by kO, where k is a constant for the galvanometer; 

, ^ 2\na , 2 Yna , 

R-- 

A small current (absolute) is now started in the magnetising 
solenoid; this produces a flux density say, in the specimen, and 
a momentary induced quantity circulates through BG, producing a 
throw Oi. If be the cross-sectional area of the ring the total 
flow of induction or the flux is b^a^, and if there are turns in the 
coil D the change in the linkages is bj^a^n^, and the quantity induced 



is b^a^niiR) but the quantity is ^Iso hence 

biUyfi^ _ . __ 2 Yna 9 ^ 

R •• 1 n^a^d 

The current is now increased by a further step 4 producing an 
additional flux density if 62 galvanometer throw— 

, , 2Yna6o 

h ^ - 2. 

^ n^a^ d 

This step by step process is repeated. If B be the final flux 
density and i the final total current (absolute):— 

B == &! + ^2 “f- ^3 + “ Sh and H = ^TrSijl, 

where S is the number of turns in the magnetising solenoid and I 
the mean circumference of the ring. Knowing H and B for each 
step {e.g. JB at the end of the first step is b^, at the end of the second 
ih + h)> so on), the corresponding values of /x, I, and k can 


Ballistic Method for Permeability 


495 


be obtained from the relationship previously established (Chapter 
III.), and the magnetisation curves can be plotted (Chapter IV.). 

Since merely starting a current does not always immediately produce the 
full magnetisation due to that current a much better method is to start a 
current in the solenoid and then reverse it by means of the key S: the ballistic 
throw obtained is then 
proportional to 2b in¬ 
stead of to b as above. 

This, of course, does not 
give the cycle of mag¬ 
netisation dealt with on 
page 109 but only the 
curve passing through 
the tips of the cycles 
for various magnetising 
fields. To obtain the 
hysteresis cycle slight 
modification of the ap¬ 
paratus and method is 
necessary, but this need 
not be dealt with in 
this book. 

I'he ballistic method 
can, of course, be used 
for rod specimens, but 
in this case corrections 
must be applied to the calculated values of H owing to the end poles: the 
rod merely takes the place of the ring in Fig, 463. J'ig. 464 shows a 
practical arrangement using a solenoidal inductor (AB and E) for calibration 
instead’ of an earth inductor. The switch K is turned to a for calibration 
and to b for test. The diagram is self-explanatory if the student traces 
out the current circuits. Sometimes the rod specimen has its magnetic 
circuit completed by being fixed in a massive 
yoke of soft iron (Fig. 465) so that the demag¬ 
netising effect is almost entirely eliminated. (In 
this case, however, a correction has to be made 
for the “ampere-turns” required to send the 
flux through the yoke—Art. 6.) 

3. Commercial Tests 

The importance of tests on the mag¬ 
netic properties of iron, etc., in electrical engineering has led to 
the introduction of several commercial instruments and methods for 
the purpose, but space will permit only a brief reference to two here. 

(i) Ewing’s Hysteresis Tester. —This is shown diagrammatically in Fig. 
466. M is a permanent magnet pivoted at Y so that it can move in .1 plane 



TEST bar S 

Fig. 465. 
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Fig. 466, Fig. 467. 


at right angles to the plane of the paper; it carries a pointer P which mo'«^es 
over tlic scale S", a control weight W, and a vane V which, moving in oil, 
renders the instrument dead beat. The specimen S is pivoted at X and can 
be rotated between the poles of M by means of ti e hand wheel H. As the 
specimen rotates it is magnetised by the held of M, the lag in magnetisation 
causing it to drag the magnet M after it, thereby producing a certain deflection 
of P over the scale S'; the greater the lag the greater the deflection, so that 
the latter is proportional to the hysteresis loss in the specimen. The instru¬ 
ment is calibrated by means of a specimen of known hysteresis supplied with it. 

(2) Drysdale’s Permeameter.—^This enables tests to be carried out on 

castings and forgings in bulk 
so that the material has not 
to be made into rings or bars. 
By a special drill a hole is 
bored in the material M leaving 
a central projection P (Fig. 
467). An iron plug I is fitted 
into this hole. It carries a 
bobbin which fits on P and 
the bobbin carries a magnetis¬ 
ing coil and a secondary coil, the 
latter being joined to a ballistic 
galvanometer. The experi m en t 
can be carried out as in tiie 
Fig. 468. preceding ballistic methods. 







Variations in Permeability, etc. 


497 


There are several others— 
Ewing's Double Bar and Yoke, 
Ewing's Permeability Bridge, 
the Bismuth Spiral, etc. 

4. Variations " in Connexion 
with Magnetisation 
(i) Variation of Per¬ 
meability with B and H.— 
It is instructive to calculate /x 
at various points on a BH 
curve and then to plot a curve 



Fig. 469. 


showing how permeability 

varies with the magnetising force (H) or the flux density (B). It 
will be found that with comparatively small magnetising forces /x 
rises rapidly in the case of soft iron to a maximum and then falls 
(Fig. 468—see also Fig. 120). With strong magnetising forces (Fig. 
469) fi for all the magnetic bodies falls with the flux: for man¬ 
ganese steel /X is almost constant (note the level line). 


(2) Variation of Permeability with Temperature.—T he 
variation of magnetisation with temperature has been mentioned 
(Chapter IIL), So far as /x is concerned, Fig. 470 indicates 

the result. With a small 



magnetising force (H) fx 
increases with the tempera¬ 
ture at first slowly, then 
suddenly, and finally drops 
suddenly to unity at about 
800*^ C., z.(?. at the critical 
temperature (page 45) for 
the specimen. Under 
strong magnetising forces 
/X steadily falls as the 
temperature rises, and 
then drops rather suddenly 
at about 800"" C. as before. 

(3) Variation in 
Dimensions on Magneti¬ 
sation. —Bidwell showed 
that a bar of iron subjected 
to a gradually increasing 


I. T. E. 


3^ 
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magnetising force (i) increased in length, reaching its maximum 
elongation with a magnetising force of from 6o to 120, (2) decreased 
in length, reaching its normal value with a magnetising force of 
from 200 to 400, (3) became actually shorteV than originally with 
still higher magnetising forces, and (4) ceased to contract with a 
magnetising force of from 1000 to iioo. In the case of cobalt no 

change takes place until the 
magnetising force reaches about 
50, and then the rod (i) 
decreases, reaching its minimum. 
length with a magnetising force 
of about 400, (2) increases, 
reaching its normal value with 
a magnetising force of about 
750, and (3) becomes actually 
longer than originally with 
kill higher magnetising forces. Nickel decreases in length through¬ 
out, the decrease being much more pronounced than in iron. 
Fig. 471 represents these results graphically, and Fig. 472 indicates 
the apparatus used. 

5. Diamagnetism 

Before proceeding with this section the student should again 
read Art. 10 of Chap¬ 
ter II. 

Weber’s magne¬ 
tised elements or 
molecular ” magnets 
afforded some explana¬ 
tion of ferromagnetism 
and paramagnetism, 
but it did not account 
for diamagnetism, 

Weber, however, was 
the first to attempt to 472. 

frame a theory of the 

latter, and Maxwell gives the theory somewhat as follows: Imagine 
that the molecular ” particle is also a perfect (note this) conductor 
of electricity. When placed in the magnetic field due to (say) an 
inducing magnet, induced currents are formed in each molecule, 
and these tend to oppose the magnetic flux which causes them, i,e, 
the inducing field (Lenz^’s law). These molecular currents, in fact. 




Fig. 471. 
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act like small magnets whose poles arc, therefore, turned towards 
the like pole of the inducing magnet, thus lessening the induction, 
and since they flow in a perfect conductor they will continue to do so 
until they are wiped out by equal and opposite induced currents due 
to the destruction of the field. These induced currents thus provide 
the necessary explanation of diamagnetism. Up to this point, then, 
a body is paramagnetic or diamagnetic according as to whether the 
effects of the orientation of the molecular magnets into the direction 
of the field which increases the induction are greater or less than 
the opposing effects du(^ to the induced molecular currents. 

We have seen that Ampte postulated currents flowing round 
perfectly conducting circuits in the “ molecMes," and, further, that 
in a magnetic field these circuits set themselves so that, for example, 
their “ clockwise '' directions or " south faces " were towards the 
north pole of the inducing magnet. At the same time these perfectly 
conducting circuits provide the necessary paths for the opposition 
induced currents mentioned above which would have their north 
faces '' towards the inducing north pole. A body is, therefore, 
paramagnetic or diamagnetic according as to whether the effect of 
the original or th(^ induced currents is the greater. 

Now modem theory, as already (‘inphasised (pages 52-55), brings 
the explanation of all magnetism down to atoms and their spinning 
and revolving electrons. A moving electron is, of course, equivalent 
to a current: an electron moving, for e.^ample, round a circle in a 
clockwise direction would be (‘quivalent to a counter-clockwise 
(conventional) current and one moving counter-clockwise would be 
equivalent to a clockwise current. 

The movements of the various electrons in an atom may 
therefore be such that they help each other, so that the atom has a 
resultant magnetic moment—a residual field. When a material 
with such atoms is placed in a magnetic field the latter will tend to 
orientate the atoms into the direction of the field so as to increase 
the induction, just as with the Weber elements, and we have the 
phenomenon associated with paramagnetism. At the same time 
the field has its inductive effect on the moving electrons, and this 
is an opposite effect tending to weaken the above, i.e. tending to 
produce in each atom a magnetic field which opposes the applied 
field—^in other words, tending to produce the diamagnetic property. 
In the case we are now considering, however—the case where the 
atoms have a residual field—the orientation and alignment with 
the field in which the material is placed does more to reinforce it 
than the inductive effect does to neutralise it: the inductive effect 
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is weak in comparison and is masked, and the material is para¬ 
magnetic (or ferromagnetic—page 55). 

In some atoms, however, the directions of the movements of 
the electrons are such that they cancel each other’s effect so that 
.The atom has no resultant magnetic moment—no residual field. 
When a material with such atoms is placed in a field the latter has 
no tendency to produce alignment with itself, only the second or 
inductive effect is present, i.e. the field produces in each atom a 
magnetic field which opposes it, and the material shows diamagnetic 
properties. In fact, those electrons in the atom whose rotations or 
spins are such that they already set up fields which oppose the 
applied field are accelerated by the inductive forces brought into 
play by the applied field, whilst those whose rotations and spins 
cause fields which assist the applied field are retarded: the result 
of these changes in motion—these alterations in the “ orbits —is 
to produce in each atom a magnetic field which opposes the applied 
fieldy i.e. it produces in the material the phenomenon of diamagnetism. 
By considering mathematically the accelerations and retardations 
referred to above and the resulting changes in orbit dimensions 
and '' frequencies ** an expression can be obtained for the suscepti¬ 
bility {k) of the material: this quantity comes out to be negative^ 
which is the case with a diamagnetic body. (For this mathematical 
treatment in full see Advanced Textbook of ETctriciiy and Magnetism.) 

Zeeman applied a magnetic lield to the atoms of a substance emitting light 
and measured the changes in the wave-lengths and frequencies of the 
characteristic lines in the resultant spertrum. In some of his experiments 
on gases, when the light \yas examined in the direction of the field, what was 
originally a single line became replaced by two lines, one indicating a frequency 
sUghtly above, and the other a frequency slightly below, the original (in other 
expeoriments a line in the original position also appeared). This (known as 
the Zeeman Effect) not only indicated the magnetic properties of single atoms, 
but it also indicated the aci^elerations and retardations referred to above, 
and the consequent changes iti the ** orbits ” and frequencies by the field. 


6 , The Magnetic Circuit 

The present-day treatment of the magnetic circuit arises out of 
the fact that magnetic induction or magnetic flux proceeds in a closed 
path just as does the electric current. Thus the flux of a bar magnet 
comes out of the N. pole, passes through the air field, and enters 
the S, pole, completing its ciicuit through the magnet from S. to N. 
A tube of inductiony as already explained, is never discontinuous, 
but udll, if traced far enough, double back to form a closed tube. 



The National Electric Power Schemes—“The Grid.” 

Multiple circuit towers at the power station at Dunstan. (North-East England “Scheme.* 
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Considei^ th^ case of an electromagnet. Tht' magnetic flux (N) 
produced needs an agent to produce it, just as current needs E.M.F., 
and the name given to this agent is magnetomotive force (M.M.F.). 
The amount of flux produced by a certain magnetomotive force 
depends upon a property of the magnetic circuit somewhat analogous 
to resistance in the electric circuit, and the name given to this 
property is reluctance (R)—sometimes referred to as magnetic 
resistance. The law used for magnetic circuits, analogous to 
Ohm's Law, is due originally to Rowland, and may be stated thus— 


Magnetic flux 


Magnetomotive force^ 
Reluctance 


M.M.F. 

i.e. N = —~— corresponding to I 


R 


Now we saw (pages 286-200) that the electromotive force in an 
electric circuit is represented numerically by the work done (ergs) 
in moving unit quantity of electricity once round the complete 
electric circuit. Similarly, the magnetomotive force in any magnetic 
circuit is defined, as numerically equal to the \s)ork done (ergs) on unit 
magnetic pole moved once round the magnetic circuit. Consider the 
simplest case of a long closely wound solenoid bent round so that 
its ends meet to form a ring. If a current passes the magnetic 
lines or the magnetic flux produced will be entirely in the ring. 
The field intensity inside is 4'n-SI//, where I = current in absolute 
units, S = total number of turns, and I ~ mean circumference in 
cm., and this is the force on unit pole imside in dynes. If a unit 
pole be moved once round this mean circumference thus looping 
through all the coils once, the work done will be (4778!//) X I, ix. 
47rSI ergs, and this work is a measure of the magnetomotive force. 

Magnetomotive force = 4778! units “ 47781/10 units .... (i) 

the current in the first case being absolute units and in the second 
case amperes. Further, since 477/10 ~ 1*257 SI = total 

number of turns on the coil x current in amperes = total ampere- 
turns, we can write:— 

Magnetomotive force (M.M.F.) == 1*257 X ampere-turns . .(2) 

The unit of magnetomotive force is called the gilbert (formerly 
the weber), but the name is not often used. 

Distinguish between the magnetic force and the magnetomotive force of the 
above solenoid: the former = 47rSI/io/ = 1-257 x ampere turns per cm. 
which measures the force on unit pole (in dynes), and the field intensity in 
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gauss: the magnetomotive force == 4irSI/io = 1-257 X total ampere turns, 
which measures the work in moving unit pole once round the magnetic circuit 
(in ergs) and the M.M.F. in gilberts. 

Note that it was proved in Chapter XI. that the work done in moving 
unit pole once round a current circuit = 47r X current linked = 41x8! for 
current I in S turns. 


Imagine now our closely wound solenoid to be closely wrapped 
on, say, a closed iron ring (Fig. 473), and that again a current I 
absolute units is passed. As above, the intensity H of the field 
inside is 47rSI//, and the magnetic induction or flux density B 
(== /xH) = 47r/xSI//, where /x == the permeability of the iron. If 
a = cross-section of the iron the total magnetic induction or the 
total magnetic flux (N) across any section of the ring = Ba : hence:— 

47ruaSI 47rSI , , 

" •••••..(3) 


N = Ba = 


I 


I 


fia 

The unit of magnetic flux is called the maxwell, but the name 
is not often used: it is represented by one unit 
tube of induction per square centimetre. 

Now 47rSI denotes the M.M.F. (in gilberts), for 
it is 47rSI// multiplied by I, i.e, it measures the 
work done in ergs in moving unit pole round the 
magnetic circuit, and N denotes the total magnetic 
flux (in maxwells) through the circuit. Compar¬ 
ing this with Ohm's law for a current circuit (viz. 

I = E.M.F./R) we can say that the flux (N) cor¬ 
responds to current, the magnetomotive force Fig. 473. 
(4778!) to electromotive force, and the quantity 
IjyLa to resistance. The quantity l/fia is, in fact, referred to as the 
reluctance (or magnetic resistance) R of the magnetic circuit, and 
may be defined in a general way as the opposition offered by the 
substance to the passage of magnetic flux: the unit of reluctance 
is called the oersted, but here again the name is not often used. 
Comparing the expression R = ///xa with the expression for the 
resistance of a current conductor, viz. R == plja (where p = resis¬ 
tivity or specific resistance), and assuming the analogy to resistance 
correct, we might say that i//x corresponds to p, and call it the 
reluctivity or the magnetic resistance offered to the passage of 
magnetic flux between two opposite faces of a centimetre-cube of 
the substance; and just as ijp measures the specific electrical 
conductivity, so we might say that /x measures the specific magnetic 
conductivity (but see below). 
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AIR'GAP 


k ^1 


Tiic resemblance between the magnetic circuit 
and the electrical circuit is, however, mainly in 
the form of the expressions for, of course, there 
is no such thing as a magnetic current in the 
sense that there is an electric current or con¬ 
tinuous drift of electrons in a wire. Further, the 
name reluctance should be used in preference 
to magnetic resistance for Ij^a is really not the 
true analogue of electrical resistance. Thus, as 
stated above, ix should corresppnd to specific con¬ 
ductivity: but ^ really corresponds to dielectric 
constant, and the better analogue of a piece of 
magnetised material is a polarised dielectric. Again, 
whilst the resistance of a conductor at a given 
temperature is independent of the current strength, 
the reluctance in the case of the magnetic circuit 
varies considerably with the induction or flux, 
i-'urther, the electric circuit involves the expenditure of energy as long as the 
current lasts ; in the magnetic circuit energy is only required to estabhsh the flux. 


YOKE'^ 
Fig. 474. 


Just as the electric circuit may be made up of a number of parts 
of various resistances, so the magradic circuit may be made up of a 
number of parts having different cross-sections and permeabilities 
and therefore different reluctances. Consider the core of an electro¬ 
magnet (Fig. 474) in which the magnetic circuit will be practically 
that indicated by the dotted lines. Let 4 be the effective length 
and the cross-section of the yoke, and let H be made of iron of 
permeability /x^: then is the reluctance of the yoke. Simi¬ 
larly is ibe reluctance of each limb, that of each 

pole-piece, and IJa^ that of the air gap (/x for air = i). Hence for 
the total reluctance (R) of the magnetic circuit we have:— 


Jl- 4- 3 ^^ 4. ii 

^4 


(4) 


Summarising, then, our formulae for magnetic circuit calcula¬ 
tions and expressing the magnetising current in amperes we have:— 


M.M.F. . __ 

Flux = —=—, N 

Jew 


47 rSI SI , 

- j = 1-257 j- • 


10 

\La 

10 N/ 


fXU 

47r fxa fta 

L 


Ampere-turns = SI = 

And generally E = (-A. 

An example or two will make the method of application clear. 
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Example .—Find the number of ampere turns needed to send a flux of 40,000 
through a closed soft iron ring formed of square iron of 2 cm. side bent into a 
circle of outside diameter 22 cm. Find also the ampere turns for the same flux 
if the ring be cut into two halves, the two halves being separated by two air gaps 
each of i mm. 

Case I. a = 4 sq. cm.: I ~ n x mean diameter ==.- 2on cm. 

B =: Total flux/a — 40,000/4 — 10,000. 


Keferring to permeability tables or curves for soft iron, when B = 10,000 
we find /* = 1900 nearly; 

. A A. o^/ o 40000 X TT X 20 . 

. . Amp, turns = *8 ~ 0*8 x - — -— 264. 

^ fiu jgoQ X 4 ^ 

Case 2. a — 4, /i ™ TT X 20, l^ — -2, N = 40,000 as before; 

Amp. turns = -8 f= ,864. 

^ L 4 X 1900 4 X I J 

fi for the air gap being i. 


To cause the flux in the above iron alone, 264 ampere turns 
only will suffice, but when we make an air gap even so small as 
2 mm., then the additional ampere turns to cause the flux to pass 
it equal .1600. making a new total of 1864. This effect of air gaps 
must be carefully remembered. The following example will further 
illustrate this and bring in an additional point in practice, viz. the 
question of leakage of lines. 


Example .—An iron ring, 20 cm. mean circumference and 4 sq. cm. cross- 
section, has an air gap cut in it *5 cm. wide. The 


flux for the gap is required to be 25,000. If the 
permeability of the iron be 100, find the ampere 
turns required if the leakage coefficient be i *3. 

Owing to leakage of lines in practice, the 
maximum flux to be generated must be bigger 
than the flux necessary for the gap. In this 
example the maximum flux to be generated in the 
iron must be 25,000 x 1-3, i.e. 32,500, since the 
definition of the coefficient of leakage («) is— 

Maximum flux generated 
^ Useful flux ' 

i.e, maximum flux = u (useful flux), and useful 
flux in practice, means the flux in the gap. The 
point is that in this problem we want a maxi¬ 
mum flux of 32,500 in the iron to get a flux of 
25,000 in the gap. • Of course, this leakage occurs 



ail along the iron (Fig. 475), but to simplify the y 

problem we assume that the flux for the whole Fig. 475, 
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iron circuit is the maximum, viz. 32,500. Now— 

(1) Ampere turns for the iron, 

I 20 

Ampere turns = '8N ~ -8 x 32500 x ^ - — 1300. 

(2) Ampere turns for the air gap. 

Ampere turns — -SN -8 x 25000 x J-— = 2500; 

^^2/^2 4x1 

Total ampere turns ~ 3800. 

There is still another point, viz. '' fringing/' i.c. the spreading 
out of the lines at the air gap so that the cross-section of the gap 
is really mor^ than 4 sq. cm. A method of dealing with this is to 
add to the pole face area a strip all round of width equal to half 
the length of the gap, and to take this bigger area as the effective 
area (a^ of the gap. The electromagnet ot Fig. 475 will make 
these points clear: III = leakage lines, ff = fringing. 

7. Pull between Two Magnet Faces 

An expression for the theoretical lifting power of a magnet may 
be developed thus:—Let I be the intensity of magnetisation of the 
magnet. Then, assuming the magn(disation to be uniform in the 
magnet and, say, its attracted iron or keeper, we may take the 
magnetism per unit area on the opposing surfaces of the magnet 
and keeper as I and — I, and the force of attraction of one surface 
on the other per unit area of surface is given by 27 tP (page 88). 
Hence, if A denote the surface area of the poles, and the intensity 
of magnetisation at every point on the surface be the same, the 
lifting power of the magnet in dynes is given by 27 rPA. Since B, 
the magnetic induction in the iron, is equal to 477I (H being zero), 
we have I — B/47r, and the lifting power 27 rPA can be expressed 
in the form 

Lifting power or attraction) __ B^A 
between pole and armature) ~8^ ynes. 

Note that in Fig, 98 (page 88), the field near N due to N is 27 rl and if S 
be there with magnetism I per unit area the force on unit area of S is 
(field X pole) 27^1 X I = 27 rP as stated above. 



CHAPTER XVIII 

ALTERNATING AND VARYING CURRENTS 


T he subject of alternating currents is somewhat complex, and 
a logical treatment demands a fair amount of mathematical 
manipulation. In this book we will deal only with a few 
essential points in as simple ji way as possible. Before proceeding 
further read again Art. 5 of chapter I. 

- The variations in strength and direction of an alternating 
current can be represented, as we have seen, 
by a curve such as in Fig. 14: the current 
variations follow a simple harmonic law. Note 
the terms cycle, period, and frequency (page 
22). The alternating current will, of course, 
be accompanied by an alternating E.M.F. or 
P.D. of the same frequency which can be repre- Fig. 476. 

sented in the same way. But there is one 
point in connexion with this which may be just mentioned now: 
it will be explained presently:— 



In some cases the alternating voltage and its current are in Uep with each 
other so that they both reach their maximum and both their zero values at 
the same time: this would be the case if the circuit had no inductance or 
capacitance—only resistance (Fig. 47O). In most cases, however, the 
alternating current does not keep in step with the applied alternating voltage, so 

that the maximum current does 
y not flow just at the instant that 

the voltage is a maximum. Thus 
^ if fhe circuit has inductance the 

X _ \ maximum current tends to occur 

P / yj after the voltage has reached its 

1 \J maximum and the current is then 

; said to lag. If there is capacitance 

in the circuit the maximum current 
tends to occur before the voltage 
iG. 477. maximum^value. 

and the current is then said to lead. 
Fig, 477, for example, roughly indicates the P.D. and^current curves when 
the circuit has inductance as well as resistance: the current (I) reaches 
its maximum after the voltage (v) has reached its maximum—it is lagging 
behind the voltage. The lag " or lead is often expressed in terms of 
the period. Thus if the maximum current occurred ^ of a period aftet the 
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maximum volts we would say that the lag was J period. If the frequency 
was 50 we might say also that the lag was ^ of second. Again, 

the distance PT along the horizontal line in Fig. 477 corresponding to a 
complete cycle represents in practice, as will be seen presently, a complete 
tu/n of 2 n radians or 3O0®: so we can say the lag [x.y.) is | of 360® =; 60°. 
The “ lag " and “ lead " are spoken of as the phase difference between the 
applied volts and the current. 

It is sometimes necessary to convert alternating currents into 
continuous currents, e.g, in electro-chemical work, charging 
accumulators, etc.: for this some form of rectifier must be employed: 
these are dealt with in Chapters XIX., XXL 


I. Coil Rotating in a Magnetic Field 

Some important points about A.C. can be deduced if we first 
consider a rectangle of wire ABCD in between the poles of a magnet 





Fig. 478. In (a), the side AB ha^ just commenced to rise and CD to fall. 
In {c), CD has just commenced to rise and AB to fall. 


(only one pole is drawn in Fig. 478) to be capable of being rotated 
about the horizontal axis XY. Imagine AB (Fig. 478 {a)) begins to 
rise on the right and DC to fall on the left. At {a) a large number 
of magnetic lines from N are passing through the coil; at (6) after 
90° rotation the coil face is lying along the lines and no lines are 
going through the face; at (c) after 180° rotation a large number 
are again passing through the coil. Thus as the coil rotates the 
number of magnetic lines through it is constantly changing and 
therefore induced E.M.F.'s will be developed in it. The coil is 
closed and current flows: for simpheity we will speak of the 
induced currents. 

Take now the first 180® of rotation from {a) to (c), and consider 
the face of the coil which, at the start, is opposite N in (flt). During 
this 180® of movement this face is turning away from N. The 
induced current will tend to bring it back. To do this, this face 
must be a south, i.e. the induced current must flow clockwise at 
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this face or in the direction BADC. By applying Fleming's 
right-hand rule we obtain the same result; thus in (6) the side BA 
is moving upwards and DC downwards, and the. rule gives the 
induced current from B to A and from X) to C. 

Consider now the second 180° of rotation. DC in (c) begins 
to rise and AB begins to fall. The induced current in DC is from 
C to D which is opposite to what it was 
in DC before, and in AB it is from A to 
B, which is also opposite to what it was 
in AB before. In other words, if we 
consider the same face of the coil as 
before, the induced current during the 
second half of the rotation goes round 
counter-clockwise, which is opposite to 
the direction in which it flowed during 
the first half-rotation. 

Thus during one-half of each com¬ 
plete revolution from position (a) the 
induced current flows in one direction in the coil, and during the 
other half it flows in the opposite direction, and the reversal of 
current direction takes place when the plane of the coil is at right 
angles to the magnetic lines (positions {a) and (c) ), ix, in the 
position where, really, the greatest number of lines are passing 
through the coil. As a matter of fact (see below), the induced E.M.F. 
and current are zero at (a), rise to a maximum at (6), and fall to 
zero at (c): then they reverse, rise to a maximum when the coil 

is horizontal, and fall to zero when 
the coil is again vertical, and so on 
(Fig. 479). 

The alternating E.M.F. induced in the 
coil can be applied to an external circuit 
so that an alternating current flows in it. 
A gap would be made in the coil and the 
two free ends, say P and Q, joined to two 
metal rings called slip tings fixed to the 
axle but well insulated from it: a copper 
*' brush " (carbon in practice) rests on each ring and serves to lead tfie 
current to and from the external circuit (Fig. 480). 

We may determine the value of the induced E.M.F. and current 
at any instant in the case of a coil rotating in a magnetic field as 
follows:—-In Fig. 481 let AB be the starting position of the coil 
with its face at right angles to the field. Let H — field strength, 



Fig. 480. 


E.M.F. 



Fig. 479. P corresponds to 
coil vertical, 
horizontal, R to coil 
vertical, and so on. 
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a = lace area: the flux N through the coil is the maximum, viz. 
fioH. = aH (since fj, --= i for air), and when it has rotated through 
an angle a in time i sec. the flux N = «H cos a. The induced 
E.M.F. (e) at this instant is given by;— 

TT * TT 

e z=z — aH sm a — aHo) sm a, 

wt (ifi 

since dajdt is the angular velocity a>. This is clearly a maximum 
when sin a — i, i.e. when a — '77/2 or 377/2, and the coil therefore 
in the position EF, and the maximum value of the E.M.F. 
is Ej^^q^x = aHw. The E.M.F. has its minimum value (zero) when 
sin a = o, i.e. when a = o, 77, or 277, and the coil therefore in the 
position AB. ^ 

If the coiJ lias n turns the linkages in the posHion AB is noH: making 
this change in the mathematics gives for the above 
e = naViw sin a and Einax = nailoi. 

If the frequt!ncy of the alternating 
E.M.F. (and current) be / then the coil 
makes / revolutions per second since each 
revolution produces a cycle of E.M.F. (and 
current): thus a> = zrrf, and, of course, a 
may be written wt where t = time to rotate 
through a from the starting position AB. 
Hence for the instantaneous values of the 
E.M.F, (c) and current (z) we can write:— 

sin wt = sin 277/i!.(i) 

» = (Emax sin wt)IR = I.„„^ sin wt = sin zrrft .... (2) 

Emax = ««Hco = 27r/«aH : JR.( 3 ) 

Average E.M.F. In the above we have dealt with the insmntaneuus 
values e and i of the E.M.F and current, and with the maximum values V^ax 
and Imax* The average values may be found thus: — Imagine the coil to 
rotate through 90® from AB to EF. The linkages change from noH to zero; 
hence the change in the linkages in a quarter turn is naH. The quantity of 
electricity set in motion is therefore waH/R; hence in one complete revolution 
the quantity circulated will be 4«aH/R, and if the coil makes / revolutions 
per second the quantity per second will be 4MaH//R. Since, however, quantity 
is equal to average current multiplied by time in seconds, we have:— 

Average current = 4waH//R: Average E.M.F, = ^naBf .... (4) 

Now Emax bas been proved equal to aw/iiaH; thus the average E.M.F. 
(and current) is 2/7r, i.e, *637 of the maximum E.M.F. (and current). 
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2. Measuring Alternating E.M.F/s and Currents 

In Chapter XL we saw that certain instruments could be used 
for alternating currents whilst others could not, and that amongst 
the former hot-wire instruments were suitable (p. 373). If D.C. be 
passed through them, the heat produced and therefore the reading 
of the instrument depends on the square of the current: if A.C., 
which is always changing be passed, the reading will depend upon 
a mean square. In measuring A.C., then, we use the square root of 
the mean value of the square of the current, and refer to it as the root 
mean square (R.M.S.) or virtual value. The following will make 
the idea clear. 

(i) Suppose an A.C. is passed through a hot-wire ammeter and 
that the,reading is 100. Now what exactly does this mean?—for 
we know that the current is going through all sorts of values from 
zero to a certain maximum value in both directions. Well, for 
A.C. work we take it that an alternating current of one ampere is 
one which will produce the same heat in a resistance as a steady 
current of one amfere will produce in the same time, and we call this 
a virtual ampere or effective ampere or root mean square'’ (R.M.S.) 
ampere. If our hot-wire ammeter reads 100, it means 100 virtual 
or effective amperes: the actual current is sometimes less and 
sometimes more, but from a heat point of view the fluctuating current 
has the same effect as a steady current of 100 amperes would have. 
It will be shown presently that when the ammeter reads 100 the 
current is actually fluctuating between 100 X 2, i.e. 141*4 amperes 
first in one direction and then in the other direction. Remember:— 

Maximum amperes = a/ 2 x (Virtual amperes or ammeter reading), 
i.e. Maximum amperes = Virtual amperes x 1*414. 

, Max. amperes 

Virtual amperes ==-^ max. amperes. 

The following may help to fix the idea. Consider an A.C. which is 
fluctuating between a maximum value of i ampere in one direction and i 
ampere in the other. Its curve (e.g. Fig. 14) is a sine curve, and for this 
curve the following holds:—The average value of the current for a half-period 
is *637 ampere, i.e. *637 of the maximum value of i ampere. On the other 
hand, the heat at any instant depends on the square of the current at that 
instant, and the average of the squares of the currents at every instant is *499849, 
the square root of which is *707. As far as heating is concerned, this A.C. 
fluctuating between 1 ampere is equivalent to a steady current of *707 
ampere, i.e. Virtual amperes — 707 x the maximum amperes. 
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Similar remarks apply to the measurement of an alternating 
E.M.F. or P.D. A virtual volt or effective volt is one which when 
applied to the ends of a resistance results in the same heating effect as 
in the case of a steady P,D, of one volt applied for the same time (or 
which produces the same deflection on an electrostatic voltmeter), and 
the virtual value of the voltage is 707 of the maximum voltage’, 
whilst maxirpum volts = virtual volts x 1*414. 

(2) Now for a more detailed treatment:—Let a curve AOB 
(Fig. 482) be drawn for a half period but with ordinates representing 
the square of the current at any instant. Then the area of the 
strip abed represents the value of IHt, where dt is the very short 
time represented by ab and P is the square of the current strength 
represented by ac or hd. The area of the curve AOBA therefore 
represents .dt for the half-period, and the value of El^ .dt, 
divided by the time of the half-period, gives the mean square value 

for the current, and the square root 
of tiiis gives the square root of the 
mean square value. 

The reason for taking this value 
is clear. The heat developed by a 
current I in a time dt in a resistance 
R is PR or R. IHt, hence the heat 
developed in a resistance R by an 
Fig. 482, alternating current during a half¬ 

period is REWt, and if I be the 
square root of the mean square current for the half-period t, then 
IH = EP.dt. The heat developed in the resistance R by the 
alternating current whose square root of mean square value is I is 
therefore the same as the heat developed by a steady continuous 
current of strength I in the same time. That is, the alternating 
current is measured by the strength of the steady current which would 
produce the same heating effect. The square root of the mean square 
value is the virtual value or root mean square (R.M.S.) value, and is 
the value given by alternating current instruments. 

The mathematical student will be able to extend the preceding 
as follows;-—Denoting the virtual current by I, the maximum by 
I^, and the half-period by we have (since i =r sin cot) 

1= sin* 

\ h ) \J 0 /j / 

- (7; j*’ (“o)*; 
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I rr: / SinCC a>/i = tt; 

\ cot ^ 2 J V2 ^ 

I (virtual) = •707lmax and Imax == = 1*414! (virtual) 

(Remember also I (average) = •637linax)* 

3. A.C. in a Circuit with Resistance only 

In Art. I we dealt with the alternating E.M.F. (and current) 
induced in a ceil rotating in a magnetic field, such induced E.M.F. 
at any instant being given by the rate of change of flux at that 
instant (<3 — — d]:i^jdt). We come now to the consideration of 
various circuits to which alternating P.D.’s are applied, say by 
means of an alternator, and in which therefore alternating currents 
are caused to flow. Now an electric circuit in general has three 
main properties, viz. resistance, inductance, and capacitance. In 
dealing with continuous currents we usually have to bother only 



about the resistance, for the other two mainly have an effect at 
starting and stopping. With alternating currents, however, which 
are always changing, inductance and capacitance must be considered, 
for both are concerned with rates of change, the former with rate of 
change of current, the latter with rate of change of potential, i.e. 
of P.D. on the condenser, say. 

Throughout the following investigations we shall use the letters i and v 
to denote instantaneous values of current and applied P.D., i.e. the values at 
any instant, Imax and Vjnax to denote maximum values, and I, and to 
denote virtual values, unless otherwise indicated. 

Considei first a circuit having resistance only (Fig. 483(rt)). Let 
us assume tliat A.C., of which one cycle is represented by the curve 
(i) of Fig. 483 (h ), flows in it, and determine what P.D. will be required 
at every instant across the terminals of the resistance R in order to 
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maintain the current. At an instant when the current has a. value 
+ i the fall of potential {v) across the resistance will be Ri. Thus 
V is zero when i is zero, and a maximum when i is a maximum, 
and as the current can be represented mathematically by 
i (Art. i) the fall of potential across the resistance 

will be given by — RImax si* ■ (dotted curve in Fig. 4 S^(b )): the 
current and applied P.D. are in iyhase. Thus we have— 


» = Imax sin wt = sin 27 r// .(l) 

^ = RImax sin wt = sin 27 r//.(2) 

v is a maximum when sin cot = i; 

• • ^niax ^ ^i^fnax ^rid ^nmxf^ .. • • (3) 


4. A.C. in a Circuit with Inductance Only 

First consider an alternating current i = I,„ax sin ad to be 
flowing in an inductance L (Fig. 484(a)). Now we have seen that 
when a current in a wire which has inductance is changing, 
there is an opposition E.M.F. (c) induced in the wire given by 
e = — L X rate of change of current (the minus means it is an 
opposing E.M.F. when the current is increasing and a direct E.M.F. 
when the current is decreasing: it is usually spoken of, however, 
as the '' back " E.M.F.). Thus for the back E.M.F. we have:— 


e 



— L(a>I„jax a}t) =S 


— oit. 


Now coming to the applied P.D. which will be necessary to 
keep the current i = sin a)t flowing in the circuit, it is clear 
(since resistance is zero) that the applied P.D. {v) at every instant 
must simply be equal and opposite in sign to the back E.M.F, (e) at 
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that instant: thus the applied voltage must be + t<>LImax cos tot. 
In this case then of inductance only in the circuit we have:— 

»=ImaxSinco< .(1) 

V — coLIjj^j^x COS <i)t or V — t<>LIjnax sin {o)t + Trjz) .. (2) 

Here, then, the voltage leads the current by 90° or the current 
lags behind the applied voltage by 90°: there is a'' phase difference ” 
of 90°, the current lagging. 

It follows that V is di maximum when cos cot 1, and if cos cot 
== I, then sin cot = o, and therefore i is zero: thus i is zero when 
is a maximum, which again indicates a phase difference of 90°. 
Putting cos cu/ = I we get:— 

^inax " "Ll„.ax = LJ max' ^inax ^niax ML ....(3) 
Clearly, if we write the applied P.D. in the form:— 


= V.nax sin .(4) 

then i = I„ax sin (tot - 77/2) .(5) 

which again indicates the current lagging by 90°. 


Fig. 484(6) shows the curves for a circuit with inductance only. 
Note that whilst the curves are in the correct relative positions 
indicating the phase relations, they are not drawn to scale: the 
same applies to other curves which follow. 

The above and Fig. 484 may be clearer to a beginner if he 
considers separately (i) the rate of change of Current (dijdt) and 
(2) the back E.M.F. {e) and their curves. 

(l) Rate of Change of Current. If we choose an instant for the current 
curve (i) Fig. 485, and 
note the change in current 
di in a very short time dt, 
then the rate of change of 
current at the instant is 
dijdt, or it is the slope of 
the tangent to the curve 
at time ti. Note that at 
the rate of change is 
positive, i.e. the current 
is increasing in the positive 
direction. At time (where 
a mt ^ nj'z) it is clear 
that the rate of change is 
zero, the tangent being 
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horizontal, 'while at /g the slope is negative, and the negative slope goes on 
increasing until ^4 (ct>/ — rr) is reached, when it begins to decrease again, 
falling to zero at If the slope is measured at a large number of points a 
curve of rate of change of current against time can then be plotted and 
will have the form of the dotted curve (2) in h'ig. 485. Note that the rate 
of change is least (zero) when the current is a maximum, and greatest when 
the current is at zero value and reversal. 


(2) Back E.M.F. Now back E.M.F. ~ Ldijcit, so that the back E.M.F. 

{e) at any instant in any case can be 
obtained by plotting the rate of change of 
current curve and multiplying its ordinates 
by — L (note the sign — : the back E.M.F. 
at any moment has such a direction that 
it opposes the change). The back E.M.h'. 
curve will thus be similar to the rate of 
cliange of current curve but reversed, and 
f'ig. 486 shows roughly its form and 
position. 

To maintain the current in the preceding problem the applied P.D. (v) at 
every instant must be equal and opposite in sign to the back E.M.F. (e) at the 
same instant. The applied P.D. curve is therefore positioned as shown in 
Fig. 484, and the current is lagging 90® behind this applied P.D. 



Since we see by comparison with the usual 

1 = E/R that (i)L or 27 r/L corresponds to R: it is called the 
reactance of the inductance or the inductive reactance. 



5. A.C. in a Circuit with Capacitance Only 

For simplicity we will imagine the circuit to consist simply of a 
condenser of capacitance C, and ^hat an alternating E.M.F. given 
by V = Vjjnax sin oji is applied to it (Fig. 487). Now the P.D. 
between the plates at any instant must be equal to the applied 
ILM.F. at that instant. But for a condenser we know that I\DJ 
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between plates = Q/C (page 205), so that if q be the charge at the 
instant considered we have':— 

qjC = ^ == V„,a* sin mi ox q = V„,«^C sin wt; 

V„,^^C (w cos wt) = sin {col + 7 r/ 2 ). 

This is a maximum when cos W — i in which case:— 

V 

^iiax ^ then, we have, if— 

oji .(l) 

thc^n i - sin {cot + tt/-).(2) 

and the current therefore leads the applied P.D. by 90'^'. This 
case is indicated in Fig. 487. 

Further, since ^maxK^I^Q we see by comparison with 

the usual relation I E/R that ijcoC or i/ 27 r/C corresponds to the 
resistance of the condenser: it is known as 
the condenser reactance or as the capaci¬ 
tance reactance. 

A Digression. I'or the beginner a point 
may be noted here in an eiementary way about 
currents in circuits with condensers. If a con¬ 
denser be joined to a battery it becomes charged Fig. 488. 

up to the same P.D. as the battery poles but 

there is no continuous flow because the dielectric is an insulator. Now 
consider, for convenience, the A.C. circuit of Fig. 488. During the first 
half cycle of the A.C., electrons drift in the direction, say, from M to A 
(making A negative), an equal number move from B to C (making B positive 
and C negative), and an equal number from D to M (making D positive). 
During this half cycle, therefore, there has been a "flow" of electrons 
through the lamp in the direction from B to C. Clearly, during the next half 
cycle the flow of electrons will again occur, but in the opposite direction, viz. 
M to D, C to B, and A to M: during this half cycle, therefore, there ha^ been 
a flow of electrons through the lamp from C to B. Thus the movement of 
electrons [ix. the current) to and fro iu the alternator part of the circuit 
causes a corresponding movement of electrons {i.e. current) to and fro in the 
part BC: there is an alternating current in the lamp and it lights up. 

6 . A.C. in a Circuit with Resistance and Inductance 

We shall now consider the case of an A.C. circuit consisting of a 
source of E.M.F., a resistance R, and an inductance L in series 
(Fig. 489(«)). Assume that a current t = sin <ot flows in the 
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circuit. At any instant the total fall of potential round the circuit 
in the positive direction from i to 4 will be the sum of the falls 
of potential from i to 2 and 3 to 4. Thus the applied voltage (i/) 
at any instant must be Ri to overcome the resistance, and Ldijdt 
equal and opposite to the back E.M.F. — hdijdt : we therefore have— 

z;-Rt+L^^. {a) 

But i = sin wt and dijdt = ^^Imax 

V = sin cot + a>LI,„ax cos cot. 

To solve this, let— 

Rlmax = A, = B, and B/A = tan $ (Fig. 489(6)). 

Then A = VA^ + B“ cos d and B = VA® 4 - 



But V = A sin a>^ + B cos wt; 

V = a/A* + B^ cos 6 sin wt sin 0 cos wt, 

or V = VA® + B" (cos e sin wt + sin 0 cos wt). 

And on substituting for A and B we get— 

V = + w^L^) (cos 0 sin wt + sin 0 cos wt); 

V == sin (cu^ + ^).(^) 

Now v is a maximum when sin {wt + 0) = i, and we have 
Vraax=== Imax'V^B.^ + thus (6) can be written— 

V = Vjnax sin {wt + 0), 
and as i = sin wt 

it is clear that the phase of the voltage is in advance of that of the 
current, or the current lags behind the applied volts by an angle 
0 which is such that 

tan 5 - B/A « = a,L/R 27 r/L/R. (c) 
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We can also say that the lag is 9/277 of a complete period. Fig. 477 
depicts the phase relations in this case. 

It follows that if the applied P.D. (v) be written:— 

^ ^max sin cot = sin 277 //; .(i) 

then i = I„,„^ sin {<ot - d) = sin { 2 -nft - 0) ..... .(2) 


which again indicates that the current lags behind the applied P.D. 
by an angle 6 whose tangent is ztt/L/R. Further, it is important 
to note specially that:— 


VR 2 + C^IJ VR^~+ ( 27 r/Lj 2 


.( 3 ) 


tan angle of lag = tan 9 = 


coL 

R 


277/L 

R" 


( 4 ) 



and since = Va Ivirtuai and = V'2 Vvmaai it is clear that 
we can also apply these to virtual values or instrument readings. 

The quantity coL or 277/L is called, as already stated, the 
reactance or inductive reactance, and is expressed in practice as so 
many ohms. The whole denominator in (3), viz. VR^ + (277/L)^, 
is called the impedance, and is expressed in ohms: from the analogy 
with I = E/R for direct currents we might say that impedance is 
the effective “ resistance encountered by an A.C. and that it 
involves both ohmic resistance and reactance. 277/LI is referred 
to as the reactive E.M.F. or P.D. (just as RI is called the resistance 
P,D) and, of course, is expressed as so many volts. Summarising, 
we have:— 


Maximum current in amperes ~ 


Maximira applie d volts 
Impedance 


Impedance = V (Resistance)* + (Reactance)* 
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Reactance arr X (Frequency) x (Seif-inductancc) - ^nfL] 
Impedance = + {^nfL)^ 


tan angle of lag — tan 0 — 


Reactance 

Resistance 


27 r/L 

R ' 


These quantities and their relations are best remembered by the aid of 
the two right-angled triangles shown in Figs. 489 (c), [d). 


It will be helpful and of interest to examine Fig. 490 which 
gives the complete set of curves for this case, but the curves will 
be better understood after reading Art. 10. 

Example .—A coil of wire of negligible resistance and inductance -02 henry^ 
and a ivire of zero inductance and resistance 12 ohms are in series. If the 
impressed E.M.F. as given by a voltmeter be 130 volts and the frequency 40 



cycles per second, determine (a) the current, (b) the lag, (c) the P.D. across the 
inductive resistance, (d) the P.D. across the non-inductive resistance. 


(a) For the current (using I and V for virtual values):— 

^ ^ Vi2> + (2^ “x Vo“x ^2)* “ amperes. 

(Z;) The current lags behind the impressed E.M.F. by an angle d such that 

tan e = 25 _x_ 4 °.X ^ 

R 12 ^ 


’ = 22*5^ and Lag in time = X — = — 

360 40 640 


second. 


(c) P.D. (Ej) on the non-induedve resistance is obtained in the usual way, 


F, . El 


120 volts. 
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{(i) P.D. (Eg) for the inductive resistance is obtained from;— 


I 


Vo + ( 277 /L)' 


277/L' 




30 volts. 


Note tliat the relation between the three pressures is represented by the 
tiiangle OPE of Jdg. 489(1^), OP representing 130. OE representing 120, and 
PE representing 50 (130^ = 120® 4- 50®). In the case of a direct current 
we would have, of course, Ej + E2 ~ V. The virtual values would have to 
be multiplied by 1-414 to get maximum values. 


7. Vector Diagram Method of Solution for Art. 6. 

The alternating P.D.’s across an inductance, a capacitance and 
a resistance in an A.C. circuit are all of tlie same frequency but are 
in general, as we have seen, of different magnitudes and differ in 
phase. These P.D.’s may therefore be regarded as vector quantities, 
i,e. quantities possessing both magnitude 
and direction, and may lx; added according 
to the parallelogram law of vectors. The 
following treatment should therefore be 
noted: we will work with maximum 
values calling them, for simplicity, I 
and V. 

The voltage required will be RI to 
overcome the resistance, and there must 
also be a voltage equal and opposite to 
the back E.M.F., viz. 277 /LI, to over¬ 
come the back E.M.F. The current will 
be in step or in phase with the ohmic 
component RI, and, of course, the hack 
E.M.F. is at 90° to this, i.e. 90° behind it. Suppose, then, we 
take OC (Fig. 491) to represent the voltage component RI in 
phase with the current We next draw OD to represent 

the back E.M.F., viz. 277/ LI, the angle DOC being 90^^, and then 
we draw OE equal and opposite to this: this represents the voltage 
component necessary to overcome the back E.M.F. The actual 
applied voltage to get the current through the circuit must evidently 
be the resultant of these two components OC and OE, and is given 
by the diagonal OB, From the figure we have:— 

OB2 = OC2 + OE2; V* == (RI)^ + {zrrflAY = P (R2+47r2/2L2); 



V == IVR" “+ 4>/C2 and 


1 = 


VR^ +• 4772/ 2L2 ‘ 


•(I) 
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The current I is in phase with RI and therefore is lagging behind 
the applied volts V by an angle 0 , This is the lag of the current; 

/. tan angle of lag — tan 6 — . 

If L = o then tan d " o and Q = o°, i.e. the current is in phase with the 
applied E.M.F., and I = V/K: this is the case in Art. 3. If R = o then 
tan 0 = az and d ~ 90°, i.e. the current lags 90^: this is so in Art. 4, and 
in this case I ~ Vjz-nfh or V = 27 r/LI. 


8 . A.C. in a Circuit with Resistance and Capacitance 

The case of a circuit containing resistance and capacitance 
can be worked out in a similar way. From preceding pages 
(see Art. 5) it follows that our equation for the applied voltage 
V (corresponding to {a), Art. 6) is:— 



ETg. 492. 


V 

bat for simplicity we will find the 
solution graphically by a vector dia¬ 
gram instead of analytically:—for 
simplicity we again use I and V for 

^max 3.nd 


and it was shown in Art. 
reactance (corresponding to 


Just as inductance causes lag of 
current, so capacitance causes lead, 
5 that i/ 27 r/C was the capacitance 
the resistance of the capacitance or 
condenser). The EM,F. set up by the capacitance reaction (reactance 
E.M.F.) is therefore I x 1/277/ C = 1/277/ C. Thus Fig. 492 is the 
vector diagram: it is similar to Fig. 491, remembering that the 
capacitance effect works opposite to inductive effect. In this 
case the current (which is in phase with RI) leads the applied volts 
V by an angle 6 , and from the figure:— 

tan angle of lead = tan B == _ 


277/CR 


1=-^-^,=, .(.) 

Vr* + i/47ry*c* 

The reactance is, of course, i/2jt/C, and the impedance is 

VR* + (l/27r/C)*. 
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If R O, tan ^ =3 oc, and B =« 90®. Thus the current leads the voltage 
by 90°: this case was shown in Fig. 487. The expression (2) can of course 
be used for virtual values of I and V. 

It is not easy for a beginner to see why capacitance causes lead. The 
capacitance (say a condenser) is charged up by the applied P.D., and when 
the latter dies down to zero (and is about to reverse) the capacitance starts 
a current in the opposite direction hefove the P.D. has got itself built up in 
the opposite direction, i.e. the current leads» 


Example .—What will he the magnitude and phase angle of the current flowing 
into a condenser^ of capacitance 1 microfarad when joined to A .C supply mains 
at 50 cycles. Vniax = 600. 


Vmax = 600 volts: C = i/iF = 10“® farad. 

Impedance (=* reactance here) = i/ztj/C = i/( 27 r X 50 x 10”®) = 3200 ohm; 

T VlTlftX 600 

.. max Impedance “ 3200 " ° ampere, 

and this current leads by 90° (tan 0 = react; 
ance/resistanco = oc). n 

9. A.C. in Circuit with Resistance, Induct¬ 
ance, Capacitance 

This is the most general case. Suppose 
an E.M.F., viz. v = sin cot, be applied 
to a circuit (Fig. 493) containing resistance R, 
inductance L, and capacitance C, then from Fig. 493. 

the preceding we have that at any instant 

+ c 

The solution for i in such a differential equation as this is 
beyond the scope of this book (see Advanced Textbook of Electricity 
and Magnetism ): the solution leads to the results:—• 



If v = Vmax sin at 


•(I) 


Vrr 


VR® + (^ - l/oiCj® 


sin (cof — B) ~ Imax sin (tat — 6 ) .. (2) 


, - wL — lltaC 27 r/L — llZrrfO 

where tan B =--— = — —5—.. 


R 


R 


•( 3 ) 


VR» + (wL - i7a»Cj*‘ 


.( 4 ) 


From the expression for tan B it follows that if cuh = i/cuC, i.e. if 
2n/L « i/2ir/Cthen tan 6 = oand 0 = o: inductance effect and capacitance 
effect neutralise, there is neither lag nor lead and the current has the same 
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value as in a circuit of resistance R only. If coL > i/coC the current lags: 
if <oL < ijmC the current leads^ 

A vector diagram solution (really a combination of Figs. 491, 
492) will, however, serve the purpose of the student of this book: 
we again deal with maximum values calling them for simplicity I 
and V. The diagram is shown in Fig. 494, and the student should 
be able to reason out the figure. The P.D. for the resistance is 
RI, is represented by OC, and is in phase with the current. The 
P.D. to overcome the hack EM.F, of the inductance is 27 r/LT, and 

must, as already explained, be 
represented by OE drawn verti¬ 
cally upwards (90" in advance 
of the true current). Similarly 
the P.D. for the condenser is 
T/ 27 t/C, and is represented by 
OF as in Art. 9, As these latter 
two are in opposite directions 
we take the difference OG. We 
ha^^e assumed that the induc¬ 
tive effect is greater than the 
capacitance effect, so that 
OG - (277/Ll ~ 1/277/ C). OB 
represents the applied volts V 
necessary to maintain the current in the circuit, and from the figure:— 

= OC^ + OG2 = P |k 2 + (27r/L - 

The current is in step with RI so that in the figure the current 
lags behind the applied volts by the angle $: this is because we 
assumed 277/ L to be greater than 1/277/ C. If the latter is the 
greater of the two OG will be marked off downwards from O, and 
OB will slope downwards below OC and the current will lead the 
volts. If 277/ L = 1/277/ C the inductance and capacitance effects 
cancel, there will be neither lag nor lead as already stated—the 
current will be in phase with the applied volts. 

When the last mention^ state of affairs occurs, i,e. when aw/L = 1/277/ C, 
the frequency / = i/aTrVLC and the period T = 277VLC. If the frequency 
/ of the A.C. is fixed we can arrange that this occurs by altering L and C. 
The circuit is then said to be in resonance for a reason which will be seen 
later (Art. 13). The condition is of importance in wireless. 
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Note that, although, at resonance, the sum of the inductance 
and capacity voltages is zero (as they are equal in magnitude and 
opposite in phase) the individual voltages (i.e. the P.D. on the 
inductance and on the capacitance) may be large and may actually 
exceed the voltage of the A.C. supply. (It was the difference 
between the individual voltages, i.e, OG in Fig. 494, which was 
used in working out the value of OB the applied volts). See 
example (2) below. 

The impedance is, of course, + (ztt/L — I/ 27 r/C)^ the 

reactance = (ztt/L — 1/277/ C), and tan 0 = reactance/resistance 
= (27r/L - 1/277/ C)/R. 


Examples.—(i) A coil of resistayice 100 ohms and inductance o*i6 henry 7^ 
connected in series with a condenser of 16 microfarads capacitance across a 50 
cycle supply, Vj^ax = Calculate the magnitude and phase of the current 

■in the circuit. What capacity would be required to bring the current into phase 
with the supply volts, and what would the current be under those conditions? 

The vector diagram for the circuit will be as in Fig. 494. 

K — 100, 0 )1. — 277 X 50 X -lO = 50 ohms 


o)C 277 X 50 X 1 0 X 10" 


Total impedance = 


= R» + ( 


o)L 


ic) “ 


ohms; 


.*• 1 max 


^Hiax 600 
Impedance ~ 180 


3*33 amps. 


riiase angle 9 ==- 


tan~ 



R 


tan~^ — 


FSo. 

loo’ 


0 — 56^ (from tables). 


Thus the current “ leads ” is —) the voltage by 56® (note that i/cuC is 
greater numerically than cuL). 

Now let C' be the capacitance necessary to produce resonance. 


Then cuL 


” ~ 27r5oC ’ 


C - X 10® — 63-5 micofarads (uFd) 

27750 X 50 yr f 

T / ^max • j» • 600 ^ 

Umax ~ ~ 100 ~ ^ amperes, 

and the curient is in phase with the supply volts. 


(2) 4 coil of resistance 20 ohms and inductive reactance 100 ohms, at the supply 
frequency, is connected in series with a condenser the capacitance of which has 
been adjusted to bring the current into phase with the supply voltage. The 
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supply voltage is 140 volts max. Calculate (a) the current drawn from the 
supply, (b) the voltage across the condenser, and (c) the voltage across the coil. 

Note that, as the inductive reactance and not the inductance of the coil 
is given, it is unnecessary to know the supply frequency. As the circuit is 
resonant the total impedance is simply the resistance of the coil, i.e. 20 ohms; 

140 

/. Current (Max) = = 7 amperes. 

Voltage (Max) across condenser = 

Now i/cuC is the reactance of the condenser, and as, for resonance, the 
capacity reactance of the circuit must be equal in magnitude to the inductive 
reactance, we have i/coC — 100 ohms; 

Condenser voltage (Max) — 7 x 100 == 700 volts. 

Coil voltage (Max) = I VR® + = 7V4 X 10® -f 10*=: 714 volts. 

Note that condensei; and coil voltages (at resonance) are each some five 

times as great as the total 
voltage of the supply. 


10. The Use of the Rotat¬ 
ing Vector 

The scope of vector 
diagrams can be extended 
by making use of the 
principle of the rotating 
vector as used in simple 
harmonic motion pro¬ 
blems. Most students will understand this idea, but for the benefit 
of others we treat the matter as simply as possible. 

Imagine a circle drawn with radius OA numerically equal to the maximum 
value of the current (Imax)i and imagine OA to be a line (radius vector) which 
can revolve round O in a counter-clockwise direction (Fig. 495). Suppose 
OA is in the position OP^ when the current is zero, and that it moves 
uniformly once round while the current executes one cycle. When the current 
is a maximum (QU) the vector will be in the position OPg.* when it is zero 
(R) the vector will be along OPj: when it is a maximum in the other direction 
(SV) the vector will be along OP4: when the current is again zero (T) having 
executed one cycle the vector will be back to its starting position OPi, having 
done 360® rotation. 

Again, when the vector is in any other position, say OA, the projection of 
OA on the vertical diameter P,P4 is equal to the strength of the current at 
that instant, e.g. by the time the vector has moved from OPj to OA the current 
has increased from zero at O to the value ab where ab = OB: the current 
value at a is Imax sin wt, where t is the time from zero current, and from the 
figure OB = OA sin AOP^ = Imax sin wf. The same applies to all other 
positions of the vector. 
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Thus the current curve for a cycle can be drawn as follows:—^Take a line 
OT to represent the period. Divide it into, say, 12 equal parts and erect 
perpendiculars at each point. With OA making angles of 30°, 60®, 90°, 120®, 
and so on, with OPj project A on to the corresponding perpendiculars. On 
joining these points the current curve is obtained. 

Pig. 496 shows the vectors in the case of a circuit with resistance and 
inductance, the current lagging by an angle 0 . The vector diagram indicated 
on the left is the same as Pig. 491. The two vectors 0 ;r (max. current) and 
OB (max. volts) rotate together keeping at the angle 6 apart. Their vertical 
projections as they rotate give the values of the current and voltage at the 
corresponding instants, and both curves are plotted in correct phase relation. 

Similarly the resistance P.D. curve, back E.M.Pl curve, reactance P.D. curve, 
etc., can be plotted in their proper phase relations by marking off the vertical 
projections of the corresponding vectors as the diagram rotates (see Fig. 490). 

II. Power in p n A r._ Tirmiit. Wattleyts Tiirrenf 

The po'wer or rate 
of doing work in the 
case of a steady current 
is given by El where 
E = E.M.F. or P.D., 
and I — current. In 
an alternating current 
circuit both the P.D. 
and current are vary¬ 
ing, and they differ in 
phase. From preceding pages wc have for an A.C. circuit:— 

sin wt ; i= sin (wt - 0), 
so that the power at any instant is given by;— 

Power == vi = Vj^ax^max 
Power = iV^axImax [cos 0 - cos ( 2 ojt - 0)]. 

Now during a half-period the angle 2cot and therefore {2 cot — 6) 
changes by 27 t, and the mean value of its cosine for the half-period 
is, therefore, zero; hence the power may be taken as 

i^max^raax ^ 

for a time equal to any integral number of half-periods. 

But if and be the virtual or root-mean-square values, i.e, 
the readings of a voltmeter and ammeter placed in the circuit, then 
Vmax = V'2 V„ and = Va I„. Thus:— 

Power = iV^axIniftx cos 0 = I (V 2 V„ x Vzl^) cos 0; 

Power = VJv cos ^...(i) 
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Now cos 6 measures the tme power and is given by, say, a 
dynamometer type wattmeter in the circuit (page 350), whilst 
the product of the voltmeter and ammeter readings, measures 
the apparent power: cos 6 measures what is termed the power 
factor of the circuit, so that 

Power factor “ cos 6 ~ True power/Apparent power ... (2) 

In practice the true power is expressed in Kilowatts (K.W.) 
and the apparent power in Kilovolt-amperes (K.V.A.). 

If a circuit were purely inductive the current would lag 90°, 
and if it were purely capacitive the current would lead 90°: in each 
case the true power would be zero sinc(‘ cos 90"" — o. If the circuit, 
although not purely inductive say, is so very inductive that the 
current lags practically 90'', or if a circuit has such a capacitance 
that the current leads practically 90'', then the value of cos 6 is 
zero, but an ammeter will read something (I) and so will a volt¬ 
meter (V): the real power is VI cos B o, and the apparent 
power is VI. Such a current is called a wattless current: it flows 
sometimes with the pressure and sometimes against it sSo that the 
net work done is zero assuming the resistance negligible. 

A choke coil, as wc have seen (page 463), has a big inductance and a small 
resistance, so that in an A.C. circuit the lag is almost 90® if the resistance is 
negligible, and a wattless current flows, the pov/er V„K 6 being almost 
zero. It may therefore be used for controlling an alternating current without 
that waste of energy on itself which would occur it an ordinary resistance 
were used (a condenser could also be used, but chokes are invariably employed). 
In the path of a continuous current a choke coil has very little effect for its 
resistance is very low (its inductive action only occurs at start and cut-off). 
In the path of an alternating current, how'ever, its inductive action is import¬ 
ant: its self-induced opposing E.M.F. reduces the effective pressure and can 
thus be used to reduce and control the A.C, without causing much energy waste. 

Since the reactance of an inductance is proportional to the frequency a 
high frequency choke usually has an air core, whilst a low frequency choke 
has an iron core (note this, for example, in wireless receivers). 

When the secondary of a transformer is open we practically have a wattless 
current in the primary. 


12, Measurement of Inductance by Using Alternating Currents 

When A.C. of known frequency is available several inductance 
measurements can be readily performed. Thus the self-inductancc 
L of a coil may be found by first passing the A.C. through it and 
noting the R.M.S. or virtual amperes and volts by means of an 
A.C. ammeter and A.C. voltmeter. 
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Now 

• Yis?^ =r == \/Y(f -\~ {2TTf L)^ 

a/2 / a/ 2 i virtual 

and thus a/R^ + (277/L)^ is determined. Disconnect, pass a 
steady continuous current through the coil, and measure the 
amperes and volts, thus determining R. Hence the reactance 
277/ L is found and since / is known, L is determined. 

As already indicated, several “bridge ” or “null " methods of measurement 
arc employed in which A.C. is used, the balance being indicated by employing a 
telephone. To avoid the use of a telephone in this type of experiment on 
inductance, capacitance and resistance measurement, Campbell used a 
vibration galvanometer. This is a modified moving coil instrument, the coil 
being very light and hung by a bililar suspension. The tension and effective 
length of the suspension can be adjusted so that the frequency of vibration 
of the coil is the same as that of the A.C. used. Tlius a very feeble current 
in the galv^anometer will, owing to resonance, 
produce a big vibration of the coil (shown 
by a wide band of light on the scale). The 
instrument therefore readily and accurately 
shows when tw'o points in an A.C. circuit 
are at the same potential and no current is 
flowing through it. 

13, Natural Electrical Oscillations 

It will be convenient here to 
consider very briefly natural electrical 
oscillations; i.e. alternating currents which, instead of having a 
fx'equency determined by that of the supply from an alternator 
(A.C. generator), determine their own frequency by the nature of 
the circuit. This may occur as the result of a single disturbance in 
the electrical state of a circuit containing inductance and capacitance. 

In Fig. 497 L is an inductance and C a condenser. Imagine C 
to be charged by B and then opened. There is, of course, 
electrical energy stored in the condenser, i.e. in its associated 
electrostatic field which is permeated with electric lines. On 
closing K2 ^ rush of current takes place discharging the condenser, 
and there is now a magnetic field and magnetic lines. The flow 
continues until the condenser is discharged, i.e. its two plates 
brought to the same potential, but the inductance of L prolongs the 
current, keeps up the flow in the .same direction, with the result 
that the condenser becomes charged in the opposite direction, i.e. 
what was its positive pkite is now its negative, and we have again 



Fig. 497. 


I. T, E. 


34 
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an electric field and electric lines. Then the process is repeated 
with the direction of flow reversed, and so on. 

In this L.C. circuit, then, there is a high frequency electrical 
oscillation, and if the resistance were nil such an oscillation, once 
started, would go on indefinitely. In practice, however, there is 
some resistance, and the oscillations get weaker and die down. 

Now this oscillating circuit has a natural frequency of its own 
just as a pendulum has. Take the instant when the maximum 
current Ij^^-x flowing. The P.D. across L (say between X and Y) 
is 277 /LIjj^a_x» across C it is Imax/^T^/C. But these are equal: 
hence:— 

C: Frequency = / = 

Now going back to Art. q—an alternating E.M.F. applied to a 
circuit with resistance, inductance, and capacitance—we saw that 
the impedance was VR^ + (277/L — 1/271/C)^ and is therefore 
least when 277/ L = 1/277/ C, i.e. when/, the frequency of the applied 
EM,F,, is equal to i/ 277 \/LC: in this case there is neither lag nor 
lead, and the current will be large since the impedance consists 
only of the resistance. 

But we have just seen that this same expression i/ 27 r\/LC 
gives the natural frequency of a circuit of inductance L and capacit¬ 
ance C when the resistance is low. I'hus the alternating current in 
any circuit due to an applied E.M.F. is greatest when the frequency 
of the applied E.M.F. is the same as the natural frequency of the 
circuit. The case is similar to that of resonance in sound. Such 
circuits in practice are known as series resonance circuits. 

Series resonance circuits are used in “ tuning in ” in wireless receivers: 
there are variable condensers and inductances, and we alter the condensers 
(sometimes we also vary the inductance) until the natural frequency of the 
circuit i/ 27 rA/LC is the same as that of the E.M.F. set up in the aerial by the 
radiation from any particular transmitting station. 

14. Further Facts about Charging and Discharging Condensers 

We return now to the charging of a condenser (by a battery) 
and to its discharge through various circuits. 

In ^ general way the early scientists noted that when the plates 
of a charged condenser were connected by a large resistance, the 
discharge consisted of a unidirectional flow from the high potential 
plate to the other, the charges thus neutralising and the potentials 
of the plates both becoming zero (this was dealt with on page 437), 
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If, however, the resistance was below a certain value, the discharge 
consisted, not of a flow in one direction, but of a number of rapid 
oscillations or surgings to and fro. The first “ rush'' more than 
neutralises the opposite charge and charges the condenser in the 
opposite direction (due to the self-inductance continuing the flow 
in the same direction as the discharge current falls). This is 
followed by a reverse rush which again overshoots the mark 
and charges the condenser in the same way as it was originally, 
and so on. Each successive oscillation is weaker than the preceding; 
thus, after a number of such surgings the discharge is complete and 
the potentials of the plates equalised. At each oscillation the 
electrostatic energy of the condenser field is converted into electro¬ 
magnetic energy accompanied by the dissipation of a small quantity 
of energy as heat in the conductor (and also by electric radiation 
as explained later). These oscillations take place very rapidly] the 
time of each complete vibration is the same, and this time is, of 
course, the period, the number of complete vibrations per second 
being the frequency, 

Fedderson in 1857 verified the oscillatory character of the discharge spark 
of a Leyden jar across a small gap by viewing the gap in a rapidly rotating 
mirror. The gap, of course, is bright when current passes and dark when 
current ceases. The image in the mirror consisted of a band with bright 
and dark spaces: when a high resistance was included in the circuit the 
image became simply a bright band fading away in intensity. 

We can now examine these points in a little more detail using 
various circuits to join the plates. 

(i) Charge and Discharge through a Non-Inductive High 
Resistance. —The case of a charged condenser being discharged 
under these conditions was dealt with on page 437 (see also page 
480). The discharge was continuous, the discharge current starting 
at maximum value and decaying exponentially. Using the notation 
on page 480 we had for the current at time t from ** start 



and a similar expression applies to the charging, say by a battery 
of constant E.M.F. (E). The following is a brief proof of the 
charging. 

There is a flow of charge through the resistance until the P.D. on the 
condenser (V) is equal (and, of course, opposite) to the E.M.F, (E) of the 
battery: the charging current starts at its maximum value (l^) and falls 
to zero when V » E. 
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Now if Qt and be the charge and P.D. on the condenser at any instant, 
then Qt ^ VtC and dQtldl ^ CdYJdt. If 1< be the current at this instant 
- (E ~ V,)/R diiidt: hence 


C 


E - V,. 


dt 


K 


But d (E - V,) = - dVr, 


dVj,_ 

*’• E - "" CR' 

. diK^Y,) 


dt. 


(K - V,) 

Integrating this from the lower limits when t and = o. 




log 




E 


/ 

CR’ 


y, 

E 


_L 

\:rI 


And since L =- 


V, « E (i - « .(i) 

- V, 


R 


K -cr‘. 
K* 


A -- 1,1,^ 


( 2 ) 


Note that 1 he wire joining the platts in both charge and discharge 
is free from inductance, and that a battery of constant E,M,F, is 
used in charging. (See again page 48(c) 


(2) Using a Low Resistance Wire with Inductance.— We 
will assume the resistance so low that the dissij>ation of energy in it 
(FR loss) can be neglected. Consider the charged condenser to be 
discharging (charging batlery removed). Let L = self-inductance, 
Qm == maximum charge, = maximum current. For simplicity 
in the printed text of the mathematics we will use Q and I for the 
charge and current at any instant (instead of anci IJ. Now the 
energy in the fi(‘ld of a condenser is given by QV^C, and in an 
electromagnetic field by hence assuming no loss by dissipation 

we have for the total energy (constant) at any instant when it is 
partly electrostatic and partly magnetic:— 

1 It to 

~ 7> + "LP = constant, 

2 C 2 

and we proceed with the solution of this as follows:— 


Differentiating tlie above with respect to time we get:- 

o. 


Now I 


0 ^ 4. T T-I 
t' dt It 

and therefore 

dt dt dt 


Q "'Q . t'^Q dJdQldt)_ 

C dt df dt. ~ • 


Q d[dQldl) 

c ^ ' df' ■ 


, '(f) 


di~ 


LC 


Q- 


(«) 


.( 6 ) 
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This means that Q is a quantity such that if wc differentiate it with 
respect to time to get dQfdt and then differentiate dQjdt with respect to time 
we get the original result (Q) multiplied by a constant {™ i/LC). This at 
once suggests the form:— 

Q -- Qm cot. 

because dQjdt = Q^cu cos wt and d {dQjdt)fdt = — sin cot: this agrees 

with the above, the constant i/LC being represented by ci)“. 

Now from preceding pages the expression Q = sin cot indicates that 
Q is a periodic quantity varying harmonically between the limits and 
— Q^, and the period of its variation is 27 r/a>, for cot clianges from zero value 
to 2 it in that time and goes through its full cycle of values within these limits. 
Now this period 27 r/to is evidently the period of oscillation of the discharge, 
and since cu® = i/LC the period of oscillation is given by T = ittVLC. 

In this case, then, of a condenser discharging through a circuit 
of negligible resistance but of inductance L, the discharge is oscilla¬ 
tory and the frequency is given by (/— i/T)*— 

/= 1/277 a/LC. 



® CONTINUOUS DISCHARGE OSCILLATORY DISCHARGE 


Fig. 498. R greater than V'4L/C. Fig. 499. R less than V 4 L/C 


{3) Using a Wike with Resistancf. and Inductance.— The 
full solution of this case involves mathematics beyond the scope of 
this book. We have to include the PR rate of dissipation of energy 
to the other two rates of change of energy before equating to zero 
in equation (a). Writing (dQ/dt) for I and simplifying, equation (b) 
becomes 


-dt 


+ R 


dQ 

dt 


or 




— o. 


The mathematical student will be able to solve this [sqq. Advanced 
Textbook of Electricity and Magnetism): we quote the results which 
the solution indicates:— 

[a) If R 2 is greater than 4L/C, i,e. if R > V' 4 L 7 C, the discharge 
is continuous. The current starts from zero, reaches a maximum, 
and then steadily diminishes. The charge Q steadily diminishes. 
This case is shown in Fig, 498. 
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(b) If R® is less than 4L/C, i.e. if R < V4L/C, the discharge is 
oscillatory. The period and frequency are 

T= _- /■- ' 

R^ ^ LC 4L* 


LC aU 


and if R = 0 we get / == i/ 27 r\/LC as in Case 2. Fig. 499 shows 

this discharge case. As a matter of 
interest, Fig. 500 shows the variation 
of the charge during the charging process 
in this case. Note that the maximum 
charge (first charging surge) is much 
greater than the final steady charge: 
hence it is that a condenser joined to 
supply mains (with small R and large L 
in circuit) may break down '' although 
its insulatiitn can easily stand the final 



Fig. 500. Charging when 
R is less than V4L/C. 


steady pressure: the remedy is to charge through a resistance 
which is afterwards cut out. 


The student must note that care must be taken with the units in 
working out calculations involving the expressions in this section. Do not 
mix up e.s. and e.m. units in the same expression. 





CHAPTER XIX 

CONDUCTION OF ELECTRICITY IN GASES 

W E have seen that, under normal conditions, air (and other 
gases) is a very poor conductor of electricity. Even a small 
gap in an electric circuit will often cut off the current: a 
welhinsulated charged electroscope will retain its charge for some 
time: if two metal plates, one charged positively, the other 
negatively, be fixed parallel in air at a suitable distance apart, 
they will retain their charges for some time, showing that the air 
between does not permit electricity to pass across to neutralise the 
charges and bring the plates to the same potential. (Incidentally, 
there is, in fact, a very gradual and very small leak, but that will be 
understood presently.) 

(i) Gases under Normal Conditions of Pressure 
I. Ionisation of Gases 

The reason for the above, as already explained (read again 
pages 129, 256), is that gas atoms retain all their electrons firmly, 
so that it is impossible for electrons to pass from atom to atom 
(strictly, molecule in the case of a gas—page 130)— i.e. there are no 
‘‘detached parts” acting as carriers of electricity like electrons of a 
metal or ions of an electrolyte. Under certain conditions, however, 
electrons can be detached from some of the gas atoms leaving 
positive ions, and both are then free to move independently in the 
gas. If, then, our two oppositely charged plates be put in the gas 
the electrons will move towards the positive (high potential) plate 
and the positive ions towards the negative (low potential) plate. 
When they reach the respective plates they “ give up their charges,” 
thus diminishing both plate charges: the gas has thus become 
conducting. The process of producing ions and electrons in a gas 
thus making it conducting, is called, as already explained, the 
ionisation of the gas. 

In moving through the gas an electron may become '' loaded ” 
by attaching to itself a neutral atom of the gas,. thus forming a 
negative iow which, of course, will travel towards the positive plate 
(the positive ion may also become loaded ” in this way). . As the 
gas pressure is reduced, however, the loaded electron throws ofl its 
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attf^ndants and travels " free." Experiment shows, for example, 
that in the case of air, if V be the P.D. per cm. in volts in the space 
between the plates, and P be the gas pressure in rnm. of mercury, 
then if V/P exceeds 0*2 any negative ion will throw oft its load. 

From the above it is clear that the mass of the positive ion 
(and also of the negative ion) will be comparable with that of the 
atom or molecule of the gas: the free electron is, of course, con^ 
siderably lighter. In most cases of ionisation the process consists 
of the detachment of a single electron from the atom so that the 
charge on a positive ion is equal but opposite in sign to that of a 
negative ion and electron, and is thus independent of the nature of 
the gas, so that in this respect of " charge " the gas ion differs very 
much from the ion met with in electrolysis. (Incidentally, it is 
possible under special conditions to detach more than one electron 
from an atom, the charge on the resulting positive ion being then 
equal nimerically to that of all the electrons detached: thus eight 
electrons have been obtained from an ionised mercury atom and 
under the unusual conditions which exist at the hottest stars all 
the electrons belonging even to complicated atoms are driven out.) 

In their movement through the gas the detached free electrons 
and the negative ions will make collisions with other atoms, and if 
the P.D. between the plates be maintained at a high value the 
negative cdectrons (and ions) may be so accelerated and their 
velocity so increased that they are aide to detach electrons from 
the atoms with which they collide, such electrons (and negative 
ions) also moving off and producing further ions and electrons by 
collision. With a strong field between the plates the positive ions 
also produce in their journey fresh ions and electrons by collisions. 
Thus the ionisation is cumulative, and with the increased available 
carriers " the conductivity increases. 

In order to ionise a gas atom a definite amount of energy is 
required, and this differs with different gases: it is greater, for 
example, with the inert gases helium and neon in which the electrons 
are fiiiply held in the atoms by their attracting nuclei, than it is 
with hydrogen and oxygen, where the electrons in the atoms are 
much less firmly held. In most of our experimental work ionisation 
is brought about by the collision between the gas atom and an ion 
or electron which, during its free movement in the gas, has been so 
accelerated by the electric forces of the field and so increased in 
velocity that it has acquired sufficient energy of motion to bring 
about .the ionisation. The energy of motion acquired by an 
accelerated ion or electron depends on the field, i.e, the P.D. applied 
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(see below). It is therefore usual to state the energy necessary to 
ionise a particular gas atom, not in ergs, but in terms of the P.D. 
(volts) through which an ion or electron must accelerate freely in 
order to attain sufficient energy of motion to bring about the 
ionisation of the gas atom. This is termed the ionisation potential 
of the gas: a few values are: helium 24-8, neon 21*5, hydrogen 13*5, 
oxygen 12-8, mercury vapour 10 (volts). 

Consider two parallel plates, one positive, the other negative, 
the P.D. between them being V. Imagine a particle of mass m and 
negative charge e initially at rest just outside the low potential 
plate, and that it is freely accelerated towards the other plate. 
The energy it acquires is, by the definition of V, equal to Ye. If 
V be its velocity of arrival at the plate, the energy is also 
Thus Ye ^ or 

V = \/2—V. 
m 

Thus since energy ™ Ye, all ions and electrons with the same charge 
e will acquire the same energy when they freely accelerate through 
the same potential difference V, but we see from the above that the 
velocity {v) they attain in acquiring this energy is greater the smaller 
the mass (m) of the ion, and therefore the velocity attained is greatest 
in the case of the electron. 

In the course of its motion in the gas a positive ion may encounter 
an electron (or electrons) moving with sufficiently low velocity to 
be drawn by the forces of mutual attraction into the ion's electron 
system, so that the positive ion again becomes a neutral atom 
(molecule). This process, as already stated, is termed recombina¬ 
tion. Naturally, as soon as ionisation has been produced, 
recombination commences, and both processes proceed simul¬ 
taneously. With sufficiently intense fields, however, the rate at 
which fresh ions and free electrons are produced exceeds that at 
which they recombine, so that the total number of ions and free 
electrons, and with it the conductivity of the gas, increases. With 
a sufficiently high P.D. and this increased ionisation and conduc¬ 
tivity of the gas we reach the condition of the electric discharge 
(brush, spark, etc.) dealt with in preceding chapters. 

As indicated (pages 238,371), when positive ions and electrons join up again 
in an ionised gas the energy which was necessary to separate them when the 
gas was ionised reappears as heat, whilst some is radiated away and under 
certain conditions the frequency of some of this radiation may fall within 
the range limits we call light." Thus it is that we have the " light " of the 
gas discharge lamp,’ the colour depending on the kind of ions recombining— 
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with neon red-orange; with mercury vapour blue; with mercury vapour 
and neon bluish-white, and so on. Thus it is, also, that we have the colour 
of the electric spark and the lightning flash referred to in dealing with 
discharges under high P.D.'s in Chapter VIII. 

We have referred to the very gradual and very small leak which 
occurs when a charged body is exposed to the air. This is due to 
the fact that a very small proportion of the air atoms, even in 
lower regions, i^ always ionised—about i in lo^® atoms—‘and it is 
brought about by cosmic rays which reach the earth from remote 
space outside the solar system, and by traces of radioactive material : 
it is known as spontaneous ionisation. This natural ionisation is 
not sufficient to interfere with, for example, our ordinary electro¬ 
static experiments, but it is important for it assists the starting of 
further ionisation by collision when a suitable P.D. is applied. 

The process of bringing about the ionisation of a gas by some 

(‘xternal ionising agent 
(say X-rays—see page 
557) can partly studied 
by the following experi¬ 
ment:— 

In Fig. 501, E is a charged 
electroscope, TB a tube which 
terminates in a funnel, below 
which is an X-ray bulb. The 
bulb is in a lead box provided 
with an opening just below 
B, the lead box being neces¬ 
sary to screen E from the direct action of the X-rays. The tube on the left of 
E communicates with a water-pump, so that air can be drawn through BT and 
E. When the bulb is on and the air drawn along BT is therefore exposed to the 
rays, the electroscope coUapses, whether the charge on it is positive or negative, 
thus showing that the X-rays have made the air a conductor. If a plug of 
cotton-wool be placed in the tube BT the natural, very gradual, very small leak 
in E is not altered when the bulb is put on, i,e. the air does not show improved 
conductivity. If TB is a metallic tube with a wire stretched along its axis, 
and the tube and wire be maintained at a high potential difference, the same 
thing happens, i.e. there is no increase in conductivity when the bulb is put on. 

These experiments indicate that the X-rays have produced in 
the gas charged particleswhich, when they enter the electro¬ 
scope, neutralise, the charge on the gold leaf. Since the gas, jas a 
whole, is neutral, the charged particles must be of two kinds, 
positive and negative, the amount of charge carried by the positive 
particles being equal numerically to the amount of charge carried 
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by the negative particles. These charged “ particles are, of 
course, the positive and negative ions. When the cotton-wool is 
there they do not reach the electroscope: when a P.D. is established 
between a central wire and the tube, the wire being at the higher 
potential, the negative ions move to the wire and the positive ions 
to the tube, and again the electroscope is not affected. 

When an ionising agent which has been acting on a gas is shut 
off, the conductivity of the-gas does not immediately disappear, 
although it ceases in time: in the interval the ions remaining 
slowly recombine. This slow recombination of ions after the 
ionising agent ceases to act also occurs in the upper regions of the 
atmosphere. These regions are ionised by radiation from the sun, 
but the air is so rarified, and the ions and electrons therefore so 
far apart, that recombination after dark is very slow : some ionisation 
continues right throughout the night, and this is important in 
wireless transmission. 

2. Methods of Producing Ionisation in Gases 

The following is a brief summary of the chief methods by which 
a gas may be ionised and rendered conducting:— 

(1) By X-rays, by gamma (y) rays from radioactive material, 
by cosmic rays which reach us from remote space, and by ultra¬ 
violet light. The first three are also of the same nature as light but 
are much shorter in wave-length, and when they pass through a 
gas they are able to detach electrons from some of the atoms. 
The shorter the wave-length the more efficient it is as an ioniser. 
Ordinary light is of too big a wave-length to ionise a gas atom 
directly (it may ionise the atoms of certain substances placed in the 
gas, and the ejected electrons under a high P.D. may bring about 
further ionisation in the gas), but ultra-violet light can do so. An 
outstanding example is the upper regions of the atmosphere, which 
are ionised,by ultra-violet rays from the sun. In this ionisation the 
ultra-violet is, however, rapidly absorbed, so that the lower regions 
are (fortunately) protected from it to any marked extent. (Although, 
in certain conditions, ultra-violet in moderation is used in medical 
treatment, it can be very detrimental to living matter.) 

(2) By alpha (a) particles and beta (p) particles from radioactive 
material. An a particle is, as already stated (page 16), the 
nucleus of an atom of helium (2 protons + 2 neutrons), and a jS 
particle is an electron, both ejected with high velocity from the 
nucleus of a radioactive atom. If a small quantity of radioactive 
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material (say radium) be brought near a charged electi'oscope the 
leaves very soon collapse. 

(3) By flames and heat in general. Gases near flames are found 
to conduct. When a lighted match is placed between two oppo¬ 
sitely charged plates they soon lose their charges. When a gas is 
very strongly heated, the intense thermal agitation results in violent 
collisions which in turn result in electrons being driven from the 
gas atoms, i.e. in ionisation and conductivity of the gas. The 
temperature of the gas must be very high, however, for this to 
occur, i.e, for electrons to be driven directly from the gas atoms, but 
it is quite usual in some stars. On the other hand, heating certain 
substances {e,g, platinum) in a gas causes the ionisation of the 
platinum atoms and the ejection of electrons, and this may bring 
about further ionisation in the gas. 

(4) By the electric discharge: aft<T the first spark the discharge 

takes place more readily, due 
to ionisation. 


3. Saturation Current 

In the usual experimental 
work the current through a 
gas, unless strongly ionised by 
radium salts, is too weak to 
be measured by a galvano¬ 
meter. A quadrant electro¬ 
meter or gold-leaf electroscope of the types shown in Figs. 218, 
134 must be used instead. If C is the capacitance of the electro¬ 
meter or electroscope and V the rise, say, of potential per second, 
CV is the current flowdng into it. Care must be taken with the 
units: do not ‘^mix up" e.s. and e.m. units. The following 
experiment will illustrate essential points:— 

In Fig. 502, C and D are two insulated parallel metal discs placed inside 
an earthed metal vessel H. C is attached to one pole of a battery of many 
cells. By means of an earthed wire making contact with the plates of the 
cells the voltage on C can be varied within wide limits. D is well insulated 
and attached to one pair of quadrants of an electrometer T, the other pair 
of quadrant^ being earthed (an electroscope may be used instead). K is a 
key by which D may readily be earthed. G is an earthed tube-guard to 
protect the wire from D to T from external induction effects. The air in H 
being ionisad by sonae ionising agent, C is charged successively to different 
voltag^ and the current flowing from C to I) observed. If the plate C is 
connected to the negative pole of the battery it repels the negative ions (and 
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electrons) to D, which thus receives a negative charge. If C is positive D 
receives a positive charge. The results being plotted, a curve like Fig. 503 
is obtained. 

At first the current increases almost according to Ohm’s law; 
this is shown by the rising part of the curve in Fig. 503. When the 
P.D. reaches a value represented by Oa a certain current is flowing. 
When the P.D. increases beyond Oa, however, the current remains 
constant, and it continues constant for a fairly big increase in P.D., 
viz. from Oa to 06 : this constant current is shown by the level 
part of the curve, and it is called the saturation current. When 
the P.D. exceeds the value Ob the current again increases as shown 
by the rising curve. 

When the P.D. is low only a few ions are able to reach the 
plates before recombining, and the current is small. As the P.D. 
increases more and more ions 
reach the plates before recom¬ 
bination, and the current in¬ 
creases. Between the P.D.’s Oa 
and Ob all the available ions are 
being driven to the plates, and 
the current is steady. Beyond 
06 the strong P.D. causes the 
ions (and electrons) to have such 
a velocity that first the electrons 
and negative ions and then the 
positive ions produce fresh ions 
molecules and detaching electrons; production of “ carriers ” much 
exceeds recombination and current increases. 

Of course, with still higher P.D.*s, increased ionisation and number of 
available carriers, the phenomena of the electric discharge already dealt with 
would set in. 

If the ionisation is merely spontaneous ionisation, a P.D. of the 
order of about 10 volts per cm. produces the saturation current, 
but with agents such as X-rays, radioactive bodies, etc., the 
ionisation is so great that a much greater voltage is necessary for 
saturation. The same happens if the distance between the plates 
is increased, for more ions are produced in the greater space. Thus 
for the same P.D. between the plates the saturation current is greater 
when the plates are drawn further apart. The student should note 
this difference between conduction through gases and conduction 
through metals, viz. Ohm’s law. 



Fig. 503. 

and electrons by colliding with 
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If the ionising agent is removed the current drops down to the 
normal air current in a short time, due to recombination of the 
ions (and electrons) remaining in the space. 

If Q ions be produced per unit volume per second by the ionising agent, 
the total number produced per second in the space between the plates will 
be QAl, where A is the area of the plates and I the distance apart. If all these 
are driven to the plates before any recombinations take place we evidently have 
the saturation current I; hence, if e be the charge on an ion, 

l^QMe. 

The saturation current is proportional to I, as indicated above. 

4. Determination of the Mobilities of Gaseous Ions 

The determination of the mobilities of gas ions, i.e, their 
velocities under unit potential gradient (one volt per cm.) has been 
attempted by various methods, but full details are beyond the 
scope of this book. 

One method is as follows. Imagine two parallel plates P and Q 
maintained at a fixed potential difference, and let ions be produced near P: 
ions of one sign will give up their charge to P, and the others will move 
towards Q. Just as they are about to reach Q imagine the field to be reversed; 
the ions will be driven back towards P and a fresh set of opposite sign will 
move towards Q. Just as they are about to reach Q imagine the field again 
reversed, and so on. By a careful arrangement of an experiment of this 
kind and a noting of the time between reversals, for which Q is just on the 
poipt of taking a charge, we obtain the time required for the ions to travel 
the distance between the plates, and, therefore, the velocity of the ions. 
Experiment shows that the plate Q takes a negative charge sooner than a 
positive' onei. the velocity of the negative ion is, therefore, the greater. 

The following values may be quoted: the ionisation was by 


X-rays, and the velocities are 
gradient of one volt per cm. 

in cm. per sec. 

under 

a potential 



M+ 

V- , 

Air 1*36 1*87 

Helium 

1-42 

2-03 

Oxygen 1*36 i-8o 

Hydrogen 

670 

7-95 


5. Ionisation Photographs 

Much important research work has been carried out at the 
Cavendish Laboratory, Cambridge, on the tracks made by ionising 
agents (X-rays, a-particles, etc.) in passing through a gas which 
not only throws light on many of the facts mentioned about 
ionisation, but also on atomic structure. The principle involved 
is simply this:—Suppose a-particles, say, are passing through 
super-saturated air: the particles ionise the air, and the ions produced 
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in their path condense water vapour round them, forming droplets. 
These are illuminated for the short time necessary for a photo¬ 
graph to be taken and thus the tracks are portrayed. 

The Frontispiece (h) shows the tracks of a-particles (nuclei of helium atoms 
from radioactive material: nucleus = 2 protons -f- 2 neutrons: atomic 
weight 4: free charge 4* 2) passing through air. The a-particles shot straight 
through about 7 err. of air, ionising on their way, and going fight through 
atoms without any (positive) nucleus of a gas atom repelling and deflecting 
them from their straight tracks. Towards the ends there may be a deflection 
showing that as they slow down they may approach so close to a nucleus 
that they are repelled from their straight path. This is shown in one track 



Fig. 504. Ionisation of Air by X-rays. 


in the figure where the a-particle has collided with a nucleus: the track divides, 
one being the a-particle deflected, and the other the recoil of the nucleus. 
Fig. (c) also shows an a-particle deflected by a nucleus as it slows down. 

If a fast moving a-particle is passing through a gas which has a com¬ 
paratively small sspositive charge at the nucleus of its atom they may come 
so close that the a-particle drives a proton (positive) from the nucleus. This 
is shown in one track in the l-'rontispiece (a) : the firmer of the two tracks 
after the collision is the a-particle still ionising as it goes; the fainter is the 
ejected proton which, owing to its less positive charge, has less power to 
ionise the gas atoms which lie in its path. (The gas in this case was nitrogen.) 
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Fig. 504 depicts the ionisation of air by X-rays. The rays eject electrons 
from the gas atoms: these ionise as they go, and condensation occurs on the 
ions. As they slow down they are less able to resist deflection by near-by 
charges: hence the ,ciirls towards the ends of the tracks. Note that the 
little tracks indicated'Tby the condensation are in all directions, and bear no 
relation to the path of the X-rays through the gas. 


^ (2) Gases at Low Gas Pressure 

^ 2 . Discharge through Gases at Low Pressure 

As the pressure is reduced below atmospheric pressure, a gas 
becomes a much poorer insulator, and a loss P.D. will produce a 
discharge. From previous pages Ihis is what might be expected. 





As the pressure is lowered the atoms of the gas are less packed 
together and their '' free paths between collisions (thermal 
agitation) become much greater. Any ions and electrons present 
will therefore be accelerated through a greater distance, and thus 
acquire the energy necessary to ionise the atoms with which they 
collide. The same applies to any electrons driven from the low 
potential (negative) electrode in the gas. Thus the low gas pressure 
causes conditions which assist ionisation and therefore a lower 
P.D. will bring about a discharge. 

The discharge at low pressures may be studied thus:—^Fig. 505 
is a glass tube (about 25 cm. long) containing the gas, A and K are 
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two metal electrodes (A = anode, K == cathode) joined to the 
secondary of an induction coil, and the side tube communicates 
with a pump so that the tube may be gradually e:j^hausted. The 
result, as exhaustion proceeds, is best observed in a darkened room. 
The main points may be briefly summarised as follows:— 

(1) As the gas pressure falls there is at first very little change in the 
appearance of the spark discharge which is taking place between A and K, 
although the P.D. necessary to produce it becomes less. With further 
reduction of pressure (to about 2-5 cm. of mercury) the discharge begins to 
broaden out from its narrow spark path, and becomes paler. 

(2) At lower pressures, say i cm. of mercury, the discharge is a broad 
luminous column stretching fiom the anode almost to the cathode; it is 
known as the positive column. The colour of the positive column depends 
upon the gas in the tube; with air—mauve: hydrogen—blue or red: nitrogen 
—red: carbon dioxide—-white. Of course, during the discharge positive ions 
move to the cathode and electrons to the anode, producing further ionisation 
on their journey: the impact of the positive ions with the cathode assists the 
ejection of electrons from the metal, and these also are repelled towards the 
anode, ionising as tlicy go. “ Recombinations " are also taking place: hence 
the “ light ”—the colour depending on the kind of ions recombining. 

(3) At still lower pressures the column breaks up into alternate bright 
shells and dark patches. There is a bright glow near the cathode, and 
between this and the first bright shell is a dark space known as the Faraday 
dark space. 

(4) Next, the cathode glow moves further from it, and another dark space 
appears between it and the cathode known as Crooke’s dark space. Electrons 
near, and those ejected from, the cathode are under intense repulsive electric 
force, and move away from it so rapidly that they travel a certain distance 
avky before their velocity is reduced sufficiently to permit of their being 
absorbed into a positive ion’s electron system, i.e. to permit of recombination. 

(5) As the pressure is further reduced the electrons repelled from the 
cathode travel a further distance down the tube before they are sufficiently 
slowed down for recombination. Thus the Crooke’s dark space extends until 
it practically fills the tube. What has the appearance of a bluish beam 
seems to be coming from the cathode, and it causes fluorescence where it 
strikes the glass—yellowish-green for soda glass, blue for lead glass. 

(6) At still lower pressures the discharge diminishes, and an extremely 
large P.D. is necessary to get a discharge at all, the nearly complete vacuum 
being an exceedingly good insulator. 

When the Crooke's dark space extends to fill the tube (5) a 
stream of electrons is travelling with amazing speed away from the 
cathode: these, when first discovered, were called cathode '' rays,*’ 
but they are xtBlXy^lectrons thrown out by the cathode or negative 
electrode. The p!d. is high, and the gas is so rarefied that the 


l. T. E. 
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acceleration of the tiny electrons is little interfered with in their 
passage along the tube; thus they attain very great velocities. 
When these fast-moving electrons of the cathode stream strike the 
glass they displace some of the outer electrons of the glass atoms, 
and when the atoms return to their normal condition they give out 
energy some of which is radiated as light * hence it is that we have 
the fluorescence of the glass. Further, the speed and consequent 
energy of motion of the electrons of the cathode stream may be so 
great that under suitable conditions they can penetrate right into 
the atoms of a solid with which they collide, and displace some of 
the inner and more firmly hound electrons of the atoms. In returning 
to their normal conditions energy is again radiated from the atom: 
but in this case it is an invisible radiation of the same nature as 

visible light but much more penetrating and of shorter wave¬ 
length. This radiation is known as X-rays or Rontgen rays 
(discovered by Rbntgen in 1895). X-rays are dealt with in 

Chapter XX.. 

It may be noted in passing that 
the modern cathode ray tube, as it is 
called, is a device for the production 
of a narrow but intense stream of 
cathode rays, and it uses a heated 
Fig. 506, cathode: this results in a copious 

supply of electrons from the cathode 
with lower P.D.'s between electrodes: it is dealt with later. 

7. Observed Facts about the Cathode Rays 

The cathode rays were discovered by Pliicker in 1859, and the 
main properties may be briefly summarised as follows:— 

(1) The rays are shot out by, and travel at a high speed normally 
from, the cathode, their direction being in no way connected with 
the position of the anode. 

(2) They travel in straight lines and cast shadows of objects 
placed in their path; a hinged Maltese cross was placed opposite 
the cathode (Fig. 506) and a shadow appeared, as shown on the 
end of the tube. 

(3) A body placed in their path experiences a force tending 
to urge it away from the cathode. Thus rotation is produced 
in the of the wheel fitted with vanes (Fig. 507), on which 
tne rays lall. 

(4) They produce heat when they fall upon matter. 
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(5) They produce phosphor¬ 
escence in glass, barium platino- 
cyanide, and rare earths (cerium, 
lanthanum, etc.), and in many 
other substances. 

(6) They ionise a gas. 

(7) When they strike a solid substance—particularly one with 
heavy atoms (big positive charge at the nucleus)—the atoms 
become the source of a penetrating radiation akin to light but of 
shorter wave-length (X-rays). 

(8) They are deflected by magnetic and electric fields, and the 
direction of deflection is that in which a stream of negatively charged 
particles would be deflected. That the “ rays ” are negative was 
proved by Sir J. J. Thomson as follows:— 

The apparatus (Fig. 508) consisted of a vacuum tube with two bulbs. 
C is a cathode, and some of the rays leaving it pass through the slit S in a 
brass plug A, which is used as the anode, and strike the opposite wall of the 
larger bulb, giving a phosphorescent patch. Attached to this bulb is a side 
tube containing an earthed cylinder M, and within that, but insulated from 
it, another small cylinder connected to an electroscope or electrometer. 
The cylinders are out of the direct line of fire. A magnet is now brought up 
to the bulb and the rays are deviated until they pass through the slit of M 
into the insulated cylinder. The electrometer at once shows that the inner 
cylinder is being negatively charged, thus proving that the rays carry a 
negative charge. Of course, the direction of deflection by the magnetic field 
also verifies this. 



(3) ** Mass and Charge " of an Electron 

8. Determination of Velocity and Value of (Charge/Mass) for the 
Cathode Stream Particles (Electrons) 

Thomson devised a cathode ray experiment of the following 
type (Fig. 509):—C is the cathode, A the anode, and H a metal 

plug, the two latter being 
each pierced by a slit so 
that a narrow pencil of 
cathode rays passes 
through from C into the 
compartment on the right 
and produces a phosphor¬ 
escent line on the glass at 
S. The centre jxirtion is 



Fig. 508. 
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placed in a strong magnetic field (H) which is applied in the 
direction perpendicular to the plane of the paper and is uniform 
over the dotted area. The j’jcncil of rays is deflected (at right 
angles to the field and the motion), and the phosphorescence now 
appears at S'. In passing through the field of the dotted area 
the pencil describes a circular arc, whilst beyond the arc it is 
straight. By noting the deflection SS' and the horizontal distances, 
the radius (R) of the circular arc path can be calculated (see below). 

The next step is to join the horizontal plates shown in the figure 
to a battery and earth, so as to establish an electrostatic field (E) 
at right angles to the magnetic field, its direction being such that 
the force on the charged particles of the pencil due to it is opposite 
to the force above. This field is then adjusted until S' is brought 
back to S, and its intensity E is noted. It is readily shown (see 



Fig 509. 


below) that if v • 


velocity, e -- charge, and m mass:— 

E - c V 
V and 

H m RIl 


so that the velocity and the ratio charge/mass for the negative 
particles (electrons) of the cathode stream are determined. The 
value of ejm was found to he independent of t/te material of the cathode 
and of the gas in the tube. 


The expressions used above may be easily established. A charge e 
electrostatic units moving at v cm. per sec. is equivalent to a current ev 
electrostatic units == X io^°) e.m. units. 

Now consider the case of a stream of electrified particles shot across a magnetic 
field, —Let n be the number of particles in unit length, m the mass of each, 
e its charge, v the velocity, and H the magnetic field supposed uniform and 
perpendicular to the direction of motion. The equivalent current is nev. 
The force exerted on unit length by the field is nevH, and is at right angles 
to both the motion and the field. The force on each particle is therefore 
evH. The particle will be deflected, and will move along an arc of a circle 
in a plane perpendicular to the lines of magnetic force. Let R be the radius 
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of this circle, then, since is the centripetal force on a particle of mass m, 
it follows by mechanical principles that:— 

mv^/R — evH; efm — vjRll (see above). 

Now R is found, as stated, from the deflection and horizontal distance. 
Thus if AB (Fig. 510) represents the line of moving particles before the field 
is on, and AC the line after the field is on, then AB^ = BC (2R — BC), from 
which, after measuring AB and BC, K can be found. 

Again, if a particle of charge e be in an electrostatic field of intensity E 
the force on it is along the lines of the field. If, then, we have both electro¬ 
static and magnetic fields acting, and if we so arrange their directions and 
intensities that they produce deflections which are equal and opposite, we 
evidently have equal and opposite forces, and we can write evil = Ke, so 
that V = E/H (see above), and is therefore determined. Hence all the 
factors in the expression i^/RH are known, and the value of e/m is found. 

The value obtained for the velocity v of the ni^gative particles 
of the cathode stream naturally varied with the 
conditions of the experiment ranging, in a general 
way, from 2-2 X 10® to 3-6 x 10® cm. per sec., 
say -iV of the velocity of light. 

Thomson's earlier results for e/m were low 
(about 077 X 10’ e.m. units per grm.): later work gives e/m as 
1759 X lo"^ e.m. units per grm. I 759 X 10^ coulombs per 
grm. = 5*3 X 10^'^ e.s. units p('r grm. 

In Chapter XIII it was stated that the hydrogen ion in electrolysis carried 
a unit charge equal and opposite to that of an electron, and that the value of 
e/m for the ion was, say, 9-65 x lo^ e.m. units per grm. If. then, the negative 
particles of the cathode stream are electrons (as stated) so that their e is the 
same as for the hydrogen ion in electrolysis we have:— 

Mass of electron __ e/m for H ion _ 9-65 x io» 1 

"Mass of H ion e/m tor electron “ i *759 X 10’ 1850* 

so that the mass of the electron (in this case our particles of the cathode 
stream) is about 1/1850 of that of a hydrogen atom: this is the figure we have 
already taken in previous pages as the mass of an electron. 

9. Determination of Charge and Mass of an Electron 

We saw (page 535) that a negative gas ion was a detached electron 
usually “ loaded " by attaching to itself a neutral atom (or molecule) 
of the gas, but that when the gas pressure was sufficiently lowered 
the electron threw off its attendant and travelled-free: and we saw 
that a positive gas ion was an atom which had lost an electron. 

Now if air saturated with water-vapour is subjected to a sudden 
[ue, adiabatic) expansion condensation occurs, and the space is 
filled with a cloud. As already explained (page 257), the formation 
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of a cloud is impossible unless nuclei are provided on which the 
water may condense. In ordinary air dust particles provide most 
of the nuclei, but in dust-free ionised air the ions (and electrons) 
act as nuclei. With a certain expansion the condensation is only 
formed on the negative ions; with a larger expansion it occurs on 
both negative and positive ions. When such minute spheres fall 
through a gas they quickly attain a steady velocity, due to the 
upward force of viscosity balancing the downward force of gravita¬ 
tion, and Sir G. G, Stokes has calculated that the steady velocity 
of a sphere of density p and radius a falling in a medium of viscosity 
M is given by 


Thomson and H. A. Wilson used this property to find the charge 
on a gas ion, i.e. the electron charge (e), and Wilson's method is 
briefly as follows:—^The lower half of the 
jv vessel AB (Fig. 511) contains water, so that 

m space above is saturated. By the 

ill /ill ^ vessel AB communicates with 

p I (_ an expansion chamber and a manometer. 

( ) D I I , ^ X-rays from the bulb on the left can be sent 

V y BS along the space between C and D to ionise 
j I bLzsLJI the gas there. The expansion apparatus 

(aj ^ is arranged so that condensation will only 

take place on the negative ions. The plates 
Fig. 511. C and D are first joined so that they are at 

the same potential, and the X-rays are turned 
on for a short time to ionise the; gas: then the rays are turned off. 
The expansion is now produced, thus forming a cloud, and the 
velocity v^, with which the top of the cloud between C and D settles 
down, is noted. C is now connected to the negative and D to the 
positive pole of a battery, so that the electric field (E) hastens the 
fall of the cloud, and the velocity with which the top of the 
cloud now falls, is noted. Assuming that each drop has one electron 
for its nucleus, the value of e, the electronic charge, is readily 
determined. 

Before the electric field is put on, the downward force on a particle 
is Mg, where M = mass and g == acceleration due to gravity. 
When the field is put on, the downward force on a particle is 
E^ + Mg* Hence:— 

Eg + Mg _ ^2. . _ Mg 

Mg Vi' ” ^. E * * 
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Now M = "^-Tra^p, where a — radius of drop, and p = density, 
and therefore, using Stokes* formula, a = VgpLvj 2 pg. Substituting 
in the expression for e above we get:— 

pg ^ 

and since E, Vi, and are known, whilst p “ i grm. per c.cm., 
g =: 981 cm./sec.^ and /x for air = i-8 x iO“S the value of e is 
determined. Wilson*s result for the charge (e) of an electron was 
3*1 X 10”^® e.s. unit. Latest results give:— 

Charge == e = 477 x io~^® e.s. unit == 1-59 X 10“^® e.m. unit, 
or ^ == 1*59 X 10“^® coulomb (page 375), 

which is the value we obtained for the charge of the hydrogen and 
other monovalent ions in electrolysis. 

Combining this result with the value of ejm found for the 
negative particles (electrons) of the cathode stream we get for the 
mass (m) of an electron— 

TIT I‘59 X 10-^® 00 

Mass = m == ^- — g X lO”®® grm, 

1759 X 10’ ^ 

On page 375 it was stated that from calculations based on the kinetic 
theory of gases the number (N) of atoms in one gram-equivalent of hydrogen 
was 6*o6 X lo^®, which gives for the mass of the hydrogen atom i'66 x 10“®* 
grm. (N is known as Avogadro’s number). Taking then the m value found 
for the electron, we arrive at a result already stated in preceding pages:— 
Mass of electron _ 9 X io ~®® __ 

Mass of H atom ~ i*66 x io~®* 1850' 

Again, from Faraday’s laws of electrolysis (Chapter XIII.) we know that 
when one gram-equivalent of a univalent radical is liberated 9^50 e.m. units 
have passed, so that if e be the charge (e.m. units) on each ion, = 9650, 
t.e. (6*o6 X 10®®) e = 9650, which gives e — 1*59 x 10”®® e.m. units, the 
value obtained for the electron (see page 375). 

Millikan (U.S.A.) improved upon Wilson*s method of finding e 
in yrhat are referred to as his balanced oil drop experiments. He 
used oil drops instead of water drops, the drops passing in between 
the plates (say C and D of Fig. 511) through a hole in the upper 
one; and by a suitable adjustment of the P.D. between the plates, 
and arranging that the electric field opposed the motion of the 
drops, a drop could be kept in view for some considerable time and 
its motion observed through a telescope provided with a graduated 
scale in the eye-piece. Millikan's apparatus is shown in Fig. 512, 
some of the minor details being omitted. 
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For full details of Millikan's experiments and calculations, and for the work 
of other experimenters, see Advanced Textbook of Electricity and Magnetism. 

10. Positive Rays. The Mass Spectrograph 

If the cathode in the tube of Fig. 505 be perforated (Fig. 513). 
streamers may be seen behind it if the gas pressure is within certain 
limits. These produce phosphorescence, penetrate thin aluminium 
foil, and consist of positively charged particles travelling in the 
direction anode to cathode. They are referred to as positive rays 
or “ canal " rays. 



loG 512. B -- brass vessel surrounded by a constant temperature oil bath, 
A atomizer through w’hich oil spray is blowm into B: droplets of oil 
are formed and occasionally one passes through the hole in C into the 
space between C and D where it is illuminated by light from an arc and 
its movement observed, Air between C and D is ionised by X-rays 
(tube on the right). M ^ manometer. 


Measurements were carried out by Thomson on the positive 
rays somewhat similar to those for the electrons of the cathode 
stream, etc., and their ejm, e, m, and v values were determined. 
Their ejm value was not constant, hut depended on the gas in the tube. 
Their mass also varied with the gas, being about the same as that of 
the atoms and molecules of the gas used. Their charge in many cases 
was equal and opposite to the electron charge e: in others it was 
-f 2e, sometimes + so on (up to + in^ the case of mercury 

vapotu*, and in most cases traces of this were present, for mercury 
was used in the pumps). The positive rays are in fact positive 
ions —atoms (and molecules) of the gas which have lost one or 
more electrons. 
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Aston made measurements on the rays, using what is known as the mass 
spectrograph (Fig. 514). A narrow band of the positive rays is passed 
between two slits, S^Sa, then between the two oppositely charged plates 
P1P2, and finally through a magnetic field at O at right angles to the electric 
field. In passing through the two fields the rays are deflected according to 
their ejm value, and those with the same value are brought I0 the same focus 
(F) on the photographic plate GB recording a line; from this the masses of 
the positive ions can be determined (see A>ivanced Textbook of Electricity and 


negative positive 

CATHODE RAVS cANAL RAYS 



ANODE cathode 

Fig 513. 


Magnetism). If isotopes (page 13) are present in an element examined, 
several lims are recorded, each corresponding to an isotope: in this way it 
has been found that about forty elements exist as isotopes. 

(4) Other Cases of Electron Emission 

II. The Photo-Electric Cell 

The free electrons in a good conductor, say a copper plate or 
wire, are moving at random with high velocities, and it might be 



Fxg. 514. 


expected that some would be constantly escaping, at least tem¬ 
porarily, from the surface. Actually, however, there is an electric 
field at the surface tending to repel any electrons approaching it, 
and an electron must, in order to escape, possess sufficient kinetic 
energy to surmount the potential barrier. Under ordinary con¬ 
ditions the number of electrons which attain sufficient velocity and 
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energy to do this is quite negligibly small, but there are methods 
by which the electron energy can be increased so 
that electrons pass copiously from the surface. 

In some quite early experiments it was founji 
that certain metals exposed to ultra-violet light 
emitted electrons from their surface: exposure to 
X-rays has the same effect. This phenomenon is 
known as photo-electric emission or the photo-electric 
effect, and is due to the fact that the surface electrons 
are set into forced vibration by the electro-magnetic 
radiation and acquire sufficient velocity and energy 
to overcome the surface barrier and escape. Measure¬ 
ments of elm and e (and m) verify that the ejected particles are the 
universal electrons. 

Ultra-violet light (short wave and high frequency) is more 
effective in the above than ordinary light because 
its period and frequenc}^ are nearer to those of 
the electrons in the atoms. Further experiments 
showed, however, that the metals potassium, 
rubidium, and caesium gave good results with 
ordinary light, and this fact is utilised in the 
photo-electric cell. 

In Fig. 515 K is a metal plate (silver or 
copper) coated with potassium or caesium, and A 
is a metal grid, the two being in an evacuated 
glass vessel and joined, to a battery so that A 
is the anode and K the cathode: no current 
passes, for the space between A and K is insulat¬ 
ing. ff hght, however, passes through the grid 
holes and falls on K, the latter ejects electrons. 

These are repelled by K and attracted by A, so 
that current flows—an electronic current in the 
direction ~ve pole of battery to K, through the 
cell from K to A, and from A to the -f- pole of 
the battery. The more intense the light, the 
greater the rate of emission of electrons and the 
greater the current. Sometimes an inert gas, 
generally argon or helium, at a low pressure is 
enclosed in the containing Vessel in which case 
ionisation by collision occurs, electrons* are added 
to the stream, and greater currents are produced. 

Fig. 516 shows a practical type of cell, but there are other forms. 



-A\ >Kr5 



Fig, 515. 
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These cells are used in television transmission (page 
585), and for the automatic switching of street lighting 
circuits, the circuit arrangement being such that when the 
cell current falls below a certain value (due to failing 
daylight) the street lighting circuit is automatically 
switched on. 

12. The Thermionic Valve. A.C. Rectifiers 

Another method of increasing the velocity and 
energy of the electrons of the metal and enabling 
them to overcome the surface potential barrier and 



+ 


Fig. 517. 



escape, is by raising the temperature (in¬ 
creased thermal agitation), and a well 
known example is the thermionic valve, 
which in various forms is used in wireless 
transmission and reception, and as rectifiers 
of A.C., i.e. for converting A.C. into uni¬ 
directional or direct current. Only a brief 
reference to the type will suffice here: 

fuller details are given on pages 579-583. 

The first practical valve (called a diode 
valve) was made by Fleming (Fig. 517). It 
consists of a tungsten filament F (cathode) 
and a metal plate P (anode or plate) in an 
evacuated vessel. The filament is heated 
by a battery joined to the ends -f- and —, 
whilst another battery (say) shown on the 
right has its positive pole joined to the plate 
and its negative pole to the filament. The 


Fig. 518. very hot filament throws out electrons 


which are attracted by the positive plate, 
so that we have an electronic current in the direction F to P in 


the valve and P through the 
battery to F in the external 
circuit, and the indicating in¬ 
strument A will be deflected: 
the current in the outside cir¬ 
cuit is referred to as the plate 
or anode current. 

If the connexions of the 
battery on the right be reversed, 
the negative pole being joined 
to P, file current through the 



Fig. 519. 
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valve will stop, lor P being negative repels the electrons from F, 
so that they cannot get across. If an alternating P.D. be used 
instead of the battery on the right, current will flow through when 

P is positive with respect to the 
filament, but not wh(m P is negative. 
The diode can therefore be used as a 
rectifier of A.C. in the sense that it 
allows current in one direction to 
flow, but not current in the other 
direction. A typical diode rectifying 
valve for obtaining high voltage D.C. from A.C. mains h shown in 
lug. 518: valves for wireless receivers are dealt with on page 579. 

tig. 519 shows a circuit with a 
diode valve in it to act as a rectifier 
of A.C. The alternating P.D. is 
applied to the primary (on the left) 
of a transformer, and it induces an 
alternating P.D. in the secondary 
which is joined to the circuit (the 
load) through a valve as shown. 

When the direction of the A.C. is 
such that the end 2 is positive, 
current passes through the valve 
and the circuit (load), but not when 
the A.C. reverses and 2 is negative: 
a pulsating unidirectional current 
as in Fig. 520 is therefore obtained. 

A better arrangement is shown 
in Fig. 521, where two valves are 
used and a centre-tapped trans¬ 
former. A little consideration will 
show that when one plate is positive the other is negative, and this is reversed 
when the current reverseais^so that one valve is pa.ssing current when the other 
is refusing, with the result indicated in F'ig. 522. 

Several crystals — carborundum, 
galenta, bornite, etd.—when in contact 
with a metal will pass a current across 
the contact in one direction only, and 
certain pairs of crystals in contact act 
in the same way. 

A.gain, if one side of a copper plate 
be oxidised it is found that electrons will 
only pass in the direction from the 
copper to the copper oxide. In practice several plates or discs axe used 
The device is known as a copper-oxide rectifier. 
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CHAPTER XX 

X-^RAYS, RADIOACTIVITY AND ATOMIC STRUCTURE 


S OON after tlie (Exhaustion of the tube of Fig. 505 reaches the 
point at which the <iark space at the cathode extends to the 
anode (5) Rontgen found that a photographic plate lying near 
was affected; he attributed this to some unknown form of radiation 
emanating from the tube, and to it he applied the term X-rays. It 
is now known, as already stated, that X-rays or Rontgen rays are 
an electromagnetic radiation akin to light (electromagnetic waves 
which travel through space—or the aether—with the velocity of 
light) which originates at a solid substance when it is bombarded 
by the very fast moving electrons of the cathode stream. A very 
early type of X-ray tube is shown in Fig. 523. The aluminium 
cathode on the left is concave and a platinum plate (which may be 
the anode) is placed at the centre of curvattire (so that the cathode 
rays are focused at a point on 
it) with its plane at an angle of 
45° to the axis; the X-rays arise 
at the point struck as indicated. 

I. Facts about the Rontgen or 

X-rays Fig. 523. 

(i) They are not deflected by 

a magnetic or electric field. This differentiates them from cathode 
rays; they are not charged particles. 

(2) They can pass through many solid substances. The trans¬ 
parency of substances to X-rays depends upon their density—the 
denser the material the more opaque it is to the rays. Thus lead 
I mm. thick is practically opaque to moderately penetrating rays, 
but the same thickness of aluminium is transparent. Soda glass is 
transparent, lead glass is opaque. Ebonite (which is composed of 
atoms of low atomic weight) is transparent to them. Flesh is much 
more transparent to the rays than bones. 

(3) They excite fluorescence in many substances, e.g. barium 
platino-cyanide, zinc sulphide, ^etc. If the rays fall on a screen 
coated with one of these and the hand be interposed, a shadow of 
the bones appears on the screen, the fluorescence being less here 
owing to the rays being more absorbed by the bones. 
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(4) They ionise a gas and have a photo-electric effect, just as, 
for example, ultra-violet light has. 

(5) They effect a photographic plate in a similar way to light. 
If the hand be interposed in the path of the rays (as in (3) ) the bones 
will appear darker and stand out pronounced in the finished print: 
hence their use in surgery to detect fractures, foreign bodies, 
diseased organs [e.g. examining the lungs in tuberculosis), etc.; see 
radiograph, page 209. Similarly they can be used to investigate 
the structure of metals, the cause of weaknesses in structures, and 
to detect cracks and blow holes in metal plates. They are also of 
service in dental work, the cure of rodent ulcer, lupus, etc. 

(6) Very little trace of regular reflection, refraction or diffrac¬ 
tion was observed, but later, and with difficulty, some signs of 

polarisation were detected (see below). 

(7) When they fall on a material some 
are scattered, and these have a penetrating 
power somewhat similar to that of the 
incident X-rays. In addition to these 
scattered X-rays new rays called character¬ 
istic X-rays start from the material: these 
X-rays are different for different materials, 
being more penetrating for the materials 
of high atomic weight, each material giving 
a particular set of X-rays, known as the 
Series K, Series L, Series M, etc., rays. 

(8) Investigation shows that they are of the same nature as 
light but of shorter wave-length (higher frequency) and more 
penetrating: their velocity is the same as that of light (also of 
cosmic rays, gamma (y) rays, and radio ” waves), and their wave¬ 
length of the order 5 x 10*"* cm. {“ visible light is of the order 
5 X lo'"® cm.—^but see page 570). 

The wave-length of light can be measured by a " diffraction grating (as 
is known to all students of Light), the distance between the grating lines being 
of the same order as the wave-length: the difficulty with X-rays was to get 
a grating with lines near enough together for the much shorter waves. Lane 
suggested that the symmetrical arrangement of the atoms of a crystal might 
be used as a grating: hence a narrow beam of X-rays was passed through 
various crystals, and the rays emerging were caused to fall on a photographic 
plate. In passing through, the rays undergo successive scatterings at atoms 
in successive layers, so that on rejoining and emerging the waves may be 
such that they reinforce or destroy each other. Fig. 524 gives one result, the 
central spot being due to the undiffracted rays. BYom the separation of the 


• • • 

• # 


•• 




♦ • 


Fig. 524. 




R6 NTGEN OR X-Rays 559 

spots, the known constants for the crystal used, and the theory of the grating 
(see a book on Light) the wave-length can be determined. 

2 . The X-Ray Tube 

The practical form of X-ray tube has undergone considerable 
modification in recent years. 

A tube largely used some years ago (and still met with) is shown in Fig. 525. 
The cathode on the right is a concave cup of aluminium. The anti-cathode 
or target, as it is usually called, is tungsten (high atomic weight): it acts as an 
anode although another anode is also provided. Since the cathode rays have 
a considerable heating effect the anti-cathode is usually fitted (Fig. 527) with 
a water cooling device (sometimes fins are fitted and air cooling employed). 
To work the tube an induction coil giving of the order 100,000 volts may be 



Fig. 525. A ** Gas ” X-Ray Tube. 


used, but as the secondary E.M.F. of the coil is not strictly unidirectional (see 
Fig. 450), a valve (page 555) is included in the tube circuit to prevent the 
reverse current. During the working of the tube the residual gas pressure 
decreases and may become so low that discharge passes with difficulty unless 
the applied E.M.F. be increased. To overcome this a rod of palladium is 
frequently fitted in the tube and heated by a Bunsen, in which case some 
hydrogen is absorbed from the coal gas, diffuses into the tube, and raises the 
gas pressure inside. Another method is to have a side tube containing 
asbestos in which gases have been occluded : when the residual gas in the 
main tube becomes too low in pressure, and its resistance therefore too high, 
the discharge passes through the side tube, rather than through the main tube 
from anode to cathode, liberates some gas and restores the working conditions. 

The modern X-ray tube makes use of thermionic emission to 
increase the supply of electrons by using an electrically heated 
cathode (see the thermionic va|ve, page 555), and one of the latest 
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types is shown in Figs. 526, 527, the former being partly cut away 
to show the essential internal arrangement. The vacuum chamber 
is a glass cyhnder. On the right (Fig. 526) is the tungsten-faced 
target, and on the left is the electrically heated cathode in the form 
of a helix of tungsten wire mounted in a trough. Surrounding this 
central active part is a metal cylinder in which is an aperture 
through which the X-rays pass: this cylinder (it is at cathode 
potential) acts as a shield to the glass, preventing electrons (and 



Fig. 52O. Construction of a Modern X-Ra}’ Tube (Culhbcrt Andrews). 


ions) from striking and damaging the glass tube. Next to the glass 
is a cylinder of lead (with aperture), and finally comes the outer 
case, the central portion of which is of brass and the end portions 
of insulating and radiation-proof material. Fig. 527 shows a 
complete tube fitted with water-cooling for the anti-cathode: other 
jiatterns use air-cooling. 

As the modern tube depends for its fast moving electrons on 



Tig. 527 The “ Water-cooled " Anti-cathode Pattern. 


emi.ssion from a heated cathode, it acts as its own rectifier or valve, 
and A.C. may therefore be used with them. X-rays can inflect 
injury to the skin if exposure*to them is too long or frequent. 

3. The Origin of X-Rays 

On pages 7 and 8 we saw that the electrons outside the nucleus 
of an atoni normally occupy a series of energy shells or layers or 
levels,"' the K level being innermost, nearest the nucleus, that it 
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requires more energy to detach an electron from an inner level than 
from an outer (naturally—^being nearer the positive nucleus), and 
that it is the outer-level electrons which mainly take part in our 
experiments. Suppose, however, that in some way or other an 
electron has been ejected from one of the inner levels and made to 
occupy the next outer level: energy would be required to do this. 
Now suppose that under the attraction of the nucleus an electron 
“ rushes ** into the first level to fill the vacancy and bring the atom 
back to its normal state: then an equal amount of energy is given 
out, this energy being mainly radiated from the atom and passing 
onwards as an electromagnetic wave with the velocity of light. 
When an electron “ rushes to a level near the nucleus the energy 
emitted is greater than if the rush takes place between two levels 
further from the nucleus, and the radiation given out is of higher 
frequency and shorter wave-length. 

It is difficult to dislodge an electron from the K level of an atom, 
hid it is done by the very fast moving electrons in the cathode stream 
when they bombard the anti-cathodc, for they have considerable 
energy and penetrate right into the atoms of the anti-cathode. 
Thus the ensuing “ electron-rushes(either by the atom's own 
electrons from other levels or by electrons in the stream) are 
" rushes in connexion with innermost levels, and the energy given 
out is very great; that is the radiation given out is of high frequency 
and short wave-length and very penetrating—^in fact it is our 
X-rays. Further, the energy liberated when an electron enters, 
say, the K level of an atom which has a big positive charge on its 
nucleus will be greater than if it enters the K level of an atom with 
a less positive nucleus: it will be bigger with tungsten (nucleus free 
charge + 78) than with copper (+29). Hence the anti-cathode of 
an X-ray tube is made of a material of high atomic weight^— 
tungsten or molybdenum. 

To remove a K electron from tungsten the electrons of the 
cathode stream must travel under a P.D. of about 100,000 volts so 
that the applied voltage must be of this order. With a less voltage 
the K electrons will not be displaced, only the L or M, etc., and the 
radiation given out will not be so penetrating. The radiation from 
an atom which we call “ light" is due to outer-level electron 
disturbances: light is therefore of lower frequency and longer 
wave-length than X-rays and not so penetrating. Very penetrating 
X-rays are spoken of as hard," less penetrating as soft." 

The Quanmm Theory. If E be the energy liberated by an electron 
rush as indicated above, and / is the frequency of the radiation given out 

I T. E. 36 




562 X-Rays, RADroACTivixY, and Atomic Structure 


then E is proportional to/or E =* hf, where A is a constant known as Planck’s 
constant: its value is 6*55 x lo"**’ erg-sec. In modern Physics we say that 
the radiation due to a rush " in this way of one electron travels out (with 
the velocity of light) carrying a quantum of energy represented by hf. This 
fact that radiation passes out in bundles or quanta of energy each — hf has 
led to the suggestion that radiation should be regarded as of the ” particle 
character rather than as waves. The quantum theory cannot, however, 
explain certain facts {e,g. interference and diffraction) as the wave theory can. 
The conclusion seems to be that in its transmission radiation must be regarded 
as a wave-motion, whilst in its emission and absorption the quantum theory 
applies. But this is a subject—and it is an important one in modem Physics 
—which is outside the scope of this book. Incidentally, just as radiation 
(wave motion) appears under certain conditions to be corpuscular, i.e. to be 
bundles or quanta or photons of energy, so our fundamental particle, the 
electron, appears under certain conditions as if it were a wave motion: but 
this, again—a subject known as wave mechanics—is beyond this book. 

4. Radioactivity 

Before proceeding with this section the student must read again, and 
thoroughly grasp, the facts given in an elementary way about atomic structure 
on pages 5-17: this is necessary in order to understand, and realise the 
significance of, the details which follow. Note the “ energy shells or energy 
levels " of the electrons outside the nucleus of the atom; the numerical 
equality between the “ net or *' free ** positive charge at the nucleus and 
the total negative charge of all the electrons outside; the connexion between 
the atomic number and the nucleus free positive charge and that between the 
mass number (corresponding to atomic weight) and the total positive charge 
of the nucleus; the formations of isotopes', and the groupings of the protons 
and electrons in the nucleus giving as the probable " make up ” of a nucleus 
alpha (a) particles (helium nuclei), protons (hydrogen nuclei), electrons, and 
neutrons. All these points are of importance at this stage. 

The work of the preceding pages which has involved " changes ** 
taking place in an atom has been concerned with changes in connex¬ 
ion with electrons outside the nucleus. As already indicated, the 
nucleus itself is very stable and in many cases has, so far, not been 
broken up, although it has been done in the laboratory in some 
cases and research is still going on in that direction. However, there 
are some substances with very heavy atoms in which the nuclei are 
not so stable: in fact their nuclei are gradually undergoing a 
breaking-up process without any effort on our part. These atoms 
are said to be radioactive, and to be undergoing " radioactive 
disintegration.** It would appear that the atomic number of an 
element must be at least 8:2 for this spontaneous disintegration, i,e, 
by Nature and not by man, to take place. 
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In 1896 Becquerel discovered that ores of uranium gave out 
'' something " which affected a photographic plate and ionised a 
gas, and in 1898 he discovered the same for thorium. Then M. and 
Mme Curie working with pitchblende (a uranium ore) discovered a 
new element to which they gave the name radium which showed 
similar properties, and a further one which they called polonium. 
Yet another was noted by Debierne who named it actinium. These 
five substances led to some brilliant research work about that time. 

Investigations on the emanations of these radioactive sub¬ 
stances rapidly proceeded, and it was found that they were of 
three kinds— 


(i) A part fairly easily absorbed by metal foil, e.g. by about 
•01 cm. of aluminium foil. To this the name alpha (a) rays was 
given (we now refer to 


them as a particles) ; they 
were deflected by electrical 
and magnetic fields in 
directions which showed 
that they were positively 
charged (Figs. 528, 529), 

(2) A part much more 
difficult to absorb: it took, 
for example, about *5 cm. 
of aluminium for complete 
absorption. To this the 
name beta (j8) rays was 
given (now referred to as 



Fig. 528. Electric. 



Fig. 529. Magnetic. 


P particles) : they were 

found to be negatively charged (Figs. 528, 529). 


(3) A part hardly absorbed at all by the foil—^which, in fact, 
can sometimes penetrate 30 cm. of iron. To this the name gamma 
(y) rays was given: they were found to be uncharged (Figs. 528, 529), 


Further investigation (details of which are not necessary for the 
purpose of this book) on the ejm, e, m, and v values proved that the 
a particle is the nucleus of a helium atom which is ejected from the 
nucleus of the atom of the substance with a velocity of the order 


of 10® cm. per sec. The jS particle is an electron also ejected from 
the nucleus of the atom of the substance with a velocity which may 


be as high as *998 of the velocity of light. The y rays are electro- 
magnetic, waves (like light) which are set up when an electron (p 
particle) is suddenly ejected from the nucleus of the atom of the 
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substance; they art' penetrating radiation of higher frequency and 
shorter wave-length (of the order cm.) than X-rays, and 

travel with the velocity of light. Note particularly that in these 
radioactive phtmomena we are encountering ejections from the 
nticleus of the atom—the disintegration of atomic nuclei. 

(1) Ejection of an a particle from a nucleus: —Consider the 
nucleus of an atom of a radioactive substance, say radium, ejecting 
an a particle. The a particle is a helium nucleus. Now the helium 
nucleus has a free or a net positive charge numerically equal to 2 
electron charges, and the mass number corresponding to the atomic 
weight is 4 (the atomic weight is practically due to the nucleus in 
all atoms). So far as mass number or atomic weight is concerned, 
then, it will be 4 le.ss than it was before the a particle was ejected. 
Further, the nucleus free ]x^sitive charge has decreased by 2 owing 
to the ejection of the a particle: this means that there are now 2 
electrons outside the nucleus more +han it can balance, and these 2 
outside electrons will leave the atom. In short, when the radium 
nucleus throws out the a particle the atomic weight is less (4 less), 
the atomic number is less (2 less), and th('re are less electrons outside 
the nucleus (2 less): and remember that the chemical properties of 
any substance depc'nd on these outer electrons {i.e. on atomic 
number). In fact after the ejection of the a particle the atom is no 
longer a radium atom: it is a new atom, a new substance, and it is 
called radon or radium-emanation. 

Radon also is radioactive: it ejects an a particle from its nucleus 
and becomes another atom—another substance called radium A. 
Then follow in succession further transformations from one kind of 
atom to another, and the final product is lead which undergoes 
(practically) no further radioactive change. During the successive 
changes from the radium to lead five a particles are ejected. This 
means that the atomic weight of this lead should be 20 less than 
radium: the figures actually are radium 226, this lead 206. 

As a matter of fact, radium itself comes from uranium by a 
series of successive disintegrations. During the process three a 
particles are expelled on -the whole, and this means that the atomic 
weight of radium should be 12 less than uranium. The atomic 
weight of uranium is about 238 and of radium 226. 

(2) Ejection of a ^ particle from a nucleus :—When a p particle, 
i.e. an electron, is ejected from a nucleus, the atomic weight wiU 
(practically) not change but the free positive charge of the nucleus 
(atomic number) will increase by one, i.e. by an amount numerically 
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equal to the negative electron ex|>elled. It will therefore be able to 
balance one more outer electron than it could balance before, and 
hence the atom again acquires different properties—it is the atom 
of another substance. 

Some of the transformations which take place in radioactive 
phenomena are brought about by the ejection of a particles, some 
by the ejection of ^ particles and some by the ejection of both, 
and of course y rays accompany some of the changes. We can now 
consider a set of transformations in greater detail. 

5. Radioactive Changes 

(i) Uranium Series. —Uranium, our heaviest element (atomic 
weight 238: atomic number 92), is slowly—very slowly—disinte- 
gfating. The nucleus of its atom ejects an a particle and becomes 
a new atom—an atom of Uranium X^, with an atomic weight 4 less 
[i.e. 234) and an atomic number 2 less {i:e. 90) than Uranium. 
If we started with a given amount of uranium, then in about 5000 
million years half the atoms would have disintegrated, whilst after 
the next 5000 million years half the remaining atoms would have 
disintegrated, and so on: we say that the half value period of 
uranium is 5 x 10® years. 

Uranium disintegrates (half value period == 24*6 days) into 
Uranium Xg by ejecting a ^ particle (electron) from the nucleus of 
its atom: this does not alter the atomic weight but it increases the 
atomic number by i {i.e. to 91). Uranium Xg disintegrates (half 
period = 1*2 minutes) into Uranium IL by ejecting a ^ particle 
which again does not alter the atomic weight but increases the 
atomic number by i {i,e. to 92). Thus the atomic weight of 
Uranium II. is 4 less than Uranium, but its atomic number {free 
+ve at nucleus and balanced electrons outside) is the same, viz. 92: 
Uraniuni IL is therefore an isotope of Uranium. 

Uranium II. disintegrates by the ejection of an a particle into 
Ionium, and this, by an a particle ejection, into Radium. Between 
Uranium and Radium 3a particles have been ejected so that the 
atomic weight of Radium should be 226, which it is. Further, the 
3a particles mean a de(irease of 6 in atomic number, but 2p particles 
were ejected, raising the atomic number by 2, so that the atomic 
number of Radium should be 4 less than Uranium, i.e. 88, as it is. 
The student should now be able to follow the whole of the disinte¬ 
grations of this series from the following table and Fig. 530. 

In the table the first number below each is the mass number (corresponding 
to atomic weight) and the second the half value period (y =» years, d «*» days. 
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h =» hours, m = minutes). Fig. 530 will provide a further help to the student : 
horizontal arrows mean the ejection of an a particle (with a drop in atomic 
weight of 4 and in atomic number of 2): vertical arrows mean the ejection of a 
p particle (with no change in atomic weight but 'a. rise in atomic number of i): 
substances vertically under each other have the same atomic weight, whilst those 
joined by sloping dotted lines have the same atomic number, i.e. are isotopes. 
The final product is lead (Radium G) of atomic weight 206, atomic number 82. 
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Fig. 530. (i) Uranium; (2) Uranium X^; (3) Uranium Xj; (4) Uranium II. 
(5) Ionium; (6) Radium; (7) Radium Emanation (Radon); (8) Radium 
A; (9) Radium B; (10) Radium C; (ii) Radium C; (12) Radium C"; 
(13) Radium D; (14) Radium E; (15) Radium F; (16) Radium G (lead). 
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(2) Thorium Series. —The disintegrations here will be readily 
understood from the preceding and from the following table: 
elements with a dotted line connexion are isotopes (same atomic 
number). The final product is lead (Thorium D) of atomic weight 
208, atomic number 82. 


Element 

Atomic Weight 

Atomic Number 

Type of 
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(3) Actinium Series. —^The starting point in this Series is 
Protoactinium (atomic weight 231, atomic number 91). This 
disintegrates to actinium and successive disintegrations follow, the 
final product being lead (Actinium D) of atomic weight 207 and 
atomic number 82. 


Element 

Atomic Weight 

Atomic Number 

Ejections 

Protoactinium .. 

231 

91 

a 

Actinium ,. 

227 

89 

P 

Radioactinium .. 

227 

90 

a 

Actinium X 

223 

88 

a 

Actinon ., 

219 

86 

a 

Actinium A 

215 

84 -«- 


a 

Actmium B 

211 


“>82 


P 

Actinium C > ., 

1 

211 


83 


a.p 

Actinium C'| 

2 II 


84 


a 

Actinium C" 

207 


8 i 4 - 

P 

Lead (Actinium D] 

207 


■-►82 



Note that the end product in each of the above cases is an isotope 
of lead (atomic number 82), the three atomic weights being 206, 
2o 8, and 207: the atomic weight of ordinary lead is 207*22. 
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6. Disintegrating Nuclei in the Laboratory 

In 1919 Rutherford showed that it was possible to break up an 
atomic nucleus in the laboratory (as distinct from natural radio¬ 
activity) by bombarding it by fast moving a particles from a 
radioactive substance. If a fast moving (positive) a particle 
collides with a nucleus which has only a small positive charge (say 
nitrogen —atomic number 7, atomic weight 14) it may eject a 
(positive) proton from the nucleus: this only happens if the nucleus 
positive charge is small so that the a particle can get quite close to 
it before being repelled, and even then the ejection of the proton 
is not a frequent occurrence (see page 543, Art. 5). This ejection 
of a proton from, say, the nucleus of the nitrogen atom would 
decrease the atomic weight by i and the atomic number (free +ve 
at nucleus) by i, so that we again have a transformation to another 
atom just as in radioactivity. 

However, when an a particle ejects a proton it generally joins 
up into the nucleus itself, and this makes ih^ transformation different. 
Taking the nitrogen case above, the nucleus gains 2 +ve charges 
due to the a particle absorbed and it loses + i due to the ejected 
proton, so the net gain is + i. The mass number increases by 4 
due to the a particle, and decreases by i (ejected proton), so the 
increase is 3. Our new nucleus has therefore an atomic number of 
(7 -f i) == 8, and a mass number (14 + 3) = 17. But oxygen has 
an atomic number 8 and atomic weight 16. We have therefore by 
an experiment brought about a change from a nitrogen atom to an 
oxygen atom (isotope): this isotope of oxygen (atomic weight 17) 
is present in ordinary air to a certain extent. 

Again, experiments showed that when the nuclei of certain very 
light atoms [e.g. boron and beryllium) were bombarded by a particles 
neutrons [i.e. particles having the same mass as a proton but no 
charge) were ejected: a neutron is a proton and electron combined. 
Now when a nucleus of, say, boron (atomic weight ii, atomic 
number 5) is bombarded by an a particle the latter joins up with 
the nucleus. The mass number increases by 4, due to the a particle, 
and decreases by i (the proton of the ejected neutron), so the net 
increase is 3. The nucleus gains 2 +ve charges due to the a particle, 
whilst the loss of the neutron (+ i and — i) will not affect its 
resultant free charge, so the total free charge change is an increase 
of + 2. Our new nucleus has therefore a mass number 14 and 
atomic number 7, i-e. the boron nucleus has changed to a nitrogen 
nucleus, and the boron atom to an atom of nitrogen. 
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Using high speed protons (-fve) from a hydrogen discharge tube* and 
working with P,D/s up to 500,000 volts (and over) nuclei of vd!rious elements 
have been bombarded and disintegrated. Thus when a rapidly moving 
proton bombards and enters the nucleus of an atom of lithium the nucleus is 
split updnto two a particles which rush away with high velocity (Art. 7). 

Gamma rays can produce disintegration of atomic nuclei: thus the nucleus 
of heavy hydrogen (the diplon —atomic weight 2, atomic number i) has been 
broken up into a proton and a neutron by y rays (page 15)- Neutrons also 
have been used as the bombarding bullets in experiments (page i6). 

7. Another Glance at the Nucleus of the Atom 

In the sections on atomic structure (pages 11-17) was indicated 
that the +ve and — ve charges—the protons and electrons—con¬ 
stituting the fundamental '' make-up ” of the nucleus of an atom 
were grouped or combined in various ways, and this is supported 
by the facts of radioactivity and the allied laboratory research 
dealt with in this chapter. To illustrate the conception we will 
examine in greater detail one or two of the elements mentioned 
above and in Chapter L 

{a) The atom of helium has an atomic weight 4, an atomic number 
(free 4-ve at nucleus) 2, and 2 electrons outside the nucleus (and 
its nucleus is, of course, the a particle). The nucleus can therefore 
be accounted for by 4 protons + 2 electrons, but it can also be 
explained by 2 protons + 2 neutrons as diagrammatically repre¬ 
sented in Fig. 9 (b), and this is now usually taken as the make up. 

(b) The atom of nitrogen has an atomic weight 14, an atomic 
number 7, and there are 7 electrons outside. Its hucleus is therefore 
14 protons + 7 electrons, but it is also accounted for by;— 

3 a particles -f- 2 protons + i electron, 

the 3a particles accounting for 12 protons and 6 electrons: it can 
also be accounted for by— 

3 a particles 1 proton + i neutron, 

the neutron consisting of i proton -j- i electron, and this is now 
generally taken as the make-up of the nucleus. 

Again, we have seen that when the nitrogen nucleus is bombarded 
by a particles an a particle joins up with it, ejects a proton, and the 
result is the nucleus of an atom of oxygen (isotope) of atomic weight 
17, and, of course, atomic number 8: this may be represented as 
follows where P =;= proton, E =;= electron, and N = neutron:— 

(la, i,e. 2P + 2N) -f (3a -f iP -j- iN) (4a -J- iN) + iP. 

Bombarding . Nitrogen Oxygen Ejected 

apartiole. nucleus. nuoleus. proton. 
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The 4 a particles + i neutron of the oxygen nucleus account for 
(i6P + 8E) + (iP + lE), t.e, for 17 protons + 9 electrons, giving 
an atom of atomic weight 17 and free positive at the nucleus 8 
(atomic number) with 8 electrons outside (oxygen isotope). It is 
usual to represent the nucleus change above as follows:— 

2He^ + 7Ni"- 

the small number in front being the atomic number, and the small 
number behind, the mass number (corresponding to atomic weight): 
the a particle is, of course, a helium nucleus, and the proton a 
hydrogen nucleus. We can also represent the change pictorially 
(Fig. 531), as we did with the nuclei of Fig. 9. 



BOMBARDING NITROGEN 
Ol NUCLEUS 

(3oI+IP+IN) 


OXYGEN NUCLEUS EJECTED 
(4flt + IN) PROTOn(P) 


Fig. 531. 


(c) One more example will suffice. Lithium has an atomic weight 7 and 
an atomic number 3, so its atom is explained by 7 protons + 4 electrons in 
the nucleus and 3 electrons outside: its nucleus would also be explained by— 
la particle -f- i proton + 2 neutrons. 

Further, we have seen that when the lithium nucleus is bombarded by a 
fast moving proton two a particles are the result. In this bombardment the 
proton joins up with the nucleus and the change may be represented thus:— 

(IP) -f (la+irP4-2N) -(la) + (aP + 2N), 

Bombarding Lithium a particle. a particle, 

proton. nucleus. 

or jHi + 3LF -2He« + ^He*. 


8. The Range of Electromagnetic Waves 

It will be interesting to summarise here the electromagnetic 
radiations mentioned in this and preceding chapters. All are akin 
to light, have the same velocity (3 x 10^® cm. per sec.), and differ 
only in frequency and wave-length. They are given in increasing 
order of wave-length and decreasing order of frequency (Velocity 
— Wave-length x Frequency). The figures quoted for wave-lengths 
and frequencies are only approximate and of a general character 
for comparisons, for each group spreads over a range of values. 
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(i) Cosmic Rays. —These are the shortest in wave-length and the highest 
in frequency, and reach us from remote space. Millikan considers they are 


due to protons and electrons joining up to form nuclei 
when atoms of helium, etc., are “ born." Their fre¬ 
quency is enormous, and the wave-length of the order 
2 X 10“^® cm. 

Cosmic rays seem to have a specially interesting 
property, viz. that they sometimes break up a nucleus 
and eject what is called a positron—a particle with a 
positive unit charge (like a proton) but having the same 
small mass as an electron. Positrons are rarely met with 
and are very elusive, having an exceedingly short life: 
we do not yet know much about them, or the full 
explanation of their origin, or how they fit into the 
story of the atom. 

(2) Gamma Rays from Radioactive Bodies.— 
These are produced when an electron is ejected from the 
nucleus of the atom of these bodies. Their frequency 
is of the order 2 x 10^® to 2 x lo^i, and their wave¬ 
length again a very small fraction of a millimetre, 
although longer than the cosmic (about 4 x io~^® cm.). 

(3) X-Rays. —These are produced when the inner 
energy level of a heavy atom (i.e. one with a large positive 
nucleus) having lost an electron captures another to fill 
the vacancy. Their frequency is of the order 10^® to 
lo^®, and their wave-length still a small fraction of a 
millimetre, (of the order lo"® cm.). 

(4) Ultra-Violet Rays, Light Rays, Infra-Red 
Rays. —The rays of the visible spectrum range from the 
shortest waves, violet (with a wave-length of -0004 
mm.), through indigo, blue, green, yellow, and orange 
to the longest waves, red (with a wave-length of *0008 
mm.). The ultra-violet are waves shorter than the 
violet, and the infra-red waves longer than the red. 
These rays are produced when one of the more outer 
energy levels of an atom captures an electron to fill a 
vacancy caused by an electron having been removed 
from it. Including the ultra-violet and infra-red the 
frequency ranges from lo^^ to 10^®. 

(5) Wireless (Hertzian) Waves. — These are 
radiated from conducting circuits in which very high 
frequency electric currents are circulating (high fre¬ 
quency electrical oscillations). Including the very short 
wireless waves used in laboratories and in television, 
we may say the frequency ranges from about thirty 



Fig. 532. 


thousand million (very short waves) to 100,000 (long waves). Still longer waves 


are those from an alternator. This group is dealt with in the next chapter. 


WAVELENGTH IN CMS. 









a&ffXPTER XXI 

R^IiMTfON FROM HIGH FREQUENCY CURRENT 
CIRCUITS—WIRELESS AND TELEVISION 

T hese subjects have made such strides in recent years that 
they necessitate works specifically devoted to them. As no 
modern book on Electricity, however, is complete without 
vSome reference to them, we will briefly glance at a few essential 
principles. Read again Arts. 13 and 14 of Chapter XVIII. 


I. Damped Waves from H.F. Oscillatory Current Circuits 

On pages 529-534 it was shown that if a charged condenser of 
capacitance C be discharged through a circuit of resistance R and 
inductance L the discharge is oscillatory (and of high frequency— 
H.F.) if R is less than the frequency being given by:— 

^ 277 LC 4L2 


which becomes /== i/ 27 r'v/LC if R be zero or negligible. At each 
oscillation the electrostatic energy of the charged condenser is 
converted into electromagnetic energy (as current flows), reconverted 
into electrostatic (condenser recharged in opposite direction), and 
so on. During the process some energy is dissipated as heat in 
the resistance. Further, these periodic changes at H.F. in the 
electric and magnetic fields give rise to an electromagnetic radiation 
which is propagated through space as a wave motion with the 
velocity of light. Thus the oscillations during the discharging 
process gradually weaken and die down: such are referred to as 
damped oscillations, and the waves sent out as damped waves. 

Fig- 533 might represent such a set of oscillations 
and waves. 

If we modify the L and C circuit of Fig. 497, imagine 
a spark gap in it, and picture the electric and magnetic 
lines during the oscillatory spark discharge of C (Fig. 534), 
the student wiU be better able to visualise the facts stated 
above. Note that at discharge the condenser is charged 
first one way then the other, that we have tubes (or lines) 
of electric force at (a), (r), (e), and magnetic tubes at {b) 
Fig. 533. and (<i), that the two sets of ** strains are at right angles 
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to each other, and that each is varying periodically—rising, falling, reversing. 
And Maxwell showed mathematically that under such conditions and with 
a suitable circuit we are bound to have an “ electromagnetic disturbance** 
spreading out—a radiation travelling as a wave motion through space 
(or in the aether of space)," with the velocity of light. 

Imagine, now, that the two wires A and B (Fig. 534) are joined 
to a battery and a key. On closing the key the condenser is charged 
until the P.D. can overcome the gap resistance: then a spark 
discharge occurs which is oscillatory and waves pass out. When 
the oscillations have died down, the battery again charges up the 
condenser, and the action is repeated. (Choke coils would have to 
be included in the battery circuit to prevent oscillations passing 
back through the battery.) 

Such a succession of oscillations (and waves) might be represented as in 
Fig- 535- are assuming for simplicity later that the frequency of the 
oscillations at each discharge is 1,000,000 cycles per second (the " radio 
or wireless frequency,*' as we call 
it) and tliltS'the sparking occurs 
at the rate of 1000 per second. 

An oscillatory circuit such as 
Figs. 497 or 534, where the con¬ 
denser plates are fairly close 
together and the electric field does 
not therefore extend to any appre¬ 
ciable distance, does not send 
out much energy as " radiation.**^ 
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If, however, the condenser plates be opened out, forming an ** open oscillatory 
circuit," we readily get energy passed out in the form of waves, and this is 
done in practice. See F^g. 536. 

2. Wireless Telegraphy with Damped Waves 

In 1888 Hertz published an account of certain experiments of 
his on such waves, and these are often looked upon as the starting 
point in practical wireless.'' 

Hertz’s oscillator or transmitter (Fig. 536) con¬ 
sisted of two metal plates (40 cm. square) connected 
by wires (30 cm. in length) to the spark gap (2-3 
cm.). The gap was joined to the secondary of 
an induction coil. The capacitance between the 
two plates and the inductance of the connexions 
between them formed the necessary capacitance 
and inductance for the oscillatory circuit. When 
the induction coil is worked, a P.D. is set up 
53^** across the gap, then a spark passes, and the 

potential is equalised by very rapid oscillations of 
electricity (electrons) in this circuit, and waves pass out. 

To detect the waves at a distance Hertz used a circle of thick wire (Fig. 
537) fitted with a gap. When the waves from the oscillator passed this 
receiver or detector they set up oscillations in it, and sparks were obtained 
at the gap. Further, he found that the sparks were strongest if he used a 
receiver having such dimensions, that its natural frequency as an oscillator 
was equal to the frequency of his oscillator. This is again an example of 
tuning or resonance. 

Following thi.s, Sir Oliver Lodge did some brilliant pioneer 
work, and with his improved apparatus demon¬ 
strated the transmission of waves over much greater 
distances at the British Association in 1894. 

About 1896 Marconi discovered that if one of 
the spark gap terminals in the transmitter were 
connected to a plate buried in the ground, the earth 
could be used as one plate of the condenser; and 
also that the higher the other plate the greater was 537 - 

the distance over which he could transmit the 
waves. He also found that an upper plate was unnecessary, and 
that a vertical wire (the aerial) supported by a kite or masts gave 
similar results: a horizontal aerial acted in the same way. The 
aerial and earth form a condenser, the wire being one coat, the 
earth the other, and the air in between the dielectric. Fig. 538 
shows the principle of Marconi's transmitting arrangement, the 
variable inductance in the aerial circuit enabling the circuit to 
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be adjusted to have various oscillation frequencies and thus to 
send out various wave-lengths. 

A , better transmitting arrangement is indicated in Fig. 530. Here the 
coil P of the oscillating circuit is coupled ” to a coil S in the aerial circuit, 
i.e. P is the primary and S the secondary of a transformer. The H.F. oscilla¬ 
tions in the condenser circuit induce H.F. oscillating E.M.F.’s in the aerial 
circuit, and if the latter be tuned to resonance " with the condenser circuit 
the aerial acts as a powerful radiator of a train of waves (Fig. 535). 

-V' When the waves from the transmitting aerial fall upon a receiving 
aterial they set up H.F. oscillatory E.M.F.'s and currents in it 
corresponding to those at the transmitting end, the receiving aerial 
circuit being again tuned to have the same frequency as that 
of the arriving waves. This is done by variable condensers (C) and 
inductances (L) at the receiver. Since wave-length = velocity/fre- 



Fig. 538. Induction coil on Left in both Figures. Fig. 539. 


quency, and frequency == say ijzrrVlX^ we have wave-length oc VLC, 
so that increasing L or increasing C will tune the receiver to respond 
with maximum intensity to a longer wave. 

In addition to the tuned receiving aerial there must be some 
device to register the arrival of the waves (and enable intelligible 
signals to be received) such as, for example, a telephone or a 
sounder. Now the oscillating currents we are dealing with are of 
much too high a frequency (of the order a million a second) to 
work, say, a telephone directly, for the vibrating disc would not 
respond to the rapid changes in direction of the current: thus the 
telephones would not respond to current changes like {a) in Fig. 540. 
If, however, the flow in one direction be suppressed, we will have a 
rectified or unidirectional but varying current (Fig. 540 {h )). The 
telephones will still be unable to respond to the rapid variations of 
the rectified current, but these may be looked upon as equivalent 
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to a (comparatively) slowly varying one direction current as at (c), 
and to this the telephones respond. Using the numerical value in 
Fig. 535, we have a rush of current through the telephones every 
second, which tends to attract the iron disc as it rises and to 
allow the disc to go back as it falls. The telephones can respond 

to this (looo per sec.), so that they 
give a note of this frequency (spark 
frequency). 

Clearly, a crystal or a valve may 
be used as the rectifier (Chapter XIX.), 
and Fig. 541 shows the principle of a 
very simple receiving circuit using a 
crystal. The condenser across the 
telephones is to by-pass any high fre¬ 
quency current away from the tele¬ 
phones. Valves are now mainly used 
as rectifiers. 

^ The germ of wireless telegraphy 

Fici. 540. with damped oscillations and waves 

will now be understood. The charging 
key in the transmitting circuit is kept closed for long or for short 
periods, thus sending out long or short trains of waves and producing 
long or short signals in the telephones or other receiving instrument, 
and combinations of longs and shorts (“ dashes ” and “ dots *') form 
letters according to the Morse code. The time the operator keeps 
the key down in sending a dot signal is, say, 
sec., and in Fig. 535 we assumed there were 
1000 spark discharges per second, so that even 
during the sending of a dot signal a definite 
train of waves passes out, 

3. Wireless Telegraphy with Continuous Waves 
Although cases of m^o-telegraphy are still A 
met with in which damped oscillations and 
waves are employed, all modern installations 
use undamped or continuous oscillations and 541- 

waves as depicted in Fig. 542 (a). The methods 
of producing very high frequency oscillatory currents which are 
continuous and do not die down are referred to later, but one 
point should be noted at this stage so far as telegraphy is con¬ 
cerned. If such a wave as shown in Fig, 542 (a) falls on the 
receiving aerial a corresponding current is set up in it which is 
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rectified by the crystal, and practically a uniform '' unidirectional 
current passes through the telephones (not a “ rising and falling 
current as at (c) in Fig. 540), The telephones would thus merely 
give a click when the current began and ended but no continuous 
note while the current was passing—the body of the signal 

would be absent—and " longs and '' shorts would be extremely 
difficult to read. 

One method of surmounting this 
is to break up the wave into short 
trains of waves as in Fig. 542 (b), 
but what is known as the heterodyne 
method is now mainly in use. In 
this, the incoming oscillations (A of 
Fig. 543) are combined with others (B) of a slightly different fre¬ 
quency, and the effect of the two is to produce an oscillating current 
which increases and decreases at a rate depending on the difference 
in the frequencies (C): the telephones respond {i.e, to D) as in Art. 2. 


Fig. 542. 


4. Wireless Telephony and Broadcasting with Continuous Waves 
We will take as our starting point the fact that H.F. alternating 
currents which do not decrease in amplitude and die down are 
caused to circulate in the transmitting aerial: the wave passing out 


- ww/wwim 



Fig. 543. 



.- 

CARmcn MOOULATCO CARRKA 

Fig. 544. 


is called the carrjier-wave of the station, and may be represented 
by {a) in Fig. 54^ 


The method of produciii|‘ these H.F. continuous oscillations is referred to 
in Art. 6. What in effect is then done at the station is this:—The H.F. voltage 
of the znAster oscillator, as it is called, is passed to a series of valves each of 
which magnifies or amplifies the H.F. voltage passed to it from the preceding 
valve, and finally the magnified H.F. voltage is applied to the tuned aerial 
by coupling (Fig. 539) the last oscillatory circuit to it. 


I. T. E. 


37 
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Joined in various ways to the transmitting appiiratus and its 
aerial is a microphone. When a person speaks into the microphone 
{e.g, in broadcasting) the sound waves cause changes in the micro¬ 
phone current, and therefore corrc^sponding variations in the aerial 

current, so that we have 



a H.F. oscillatory current 
in the transmitting aerial, 
but its strength is varying 
in a complicated way 
according to the words 


spoken. Thus the wave 



is similarly affected, and 
when it reaches the re¬ 
ceiving aerial it sets up 
H.F. currents varying in 
strength according to the 
words spoken at the trans¬ 
mitting end. We say that 
the voice of the speaker 
or broadcaster modulates 
the carrier wave: this 



Fig. 545. (a) Varying current produced in 

the microphone (by the voice ot the broad¬ 
caster) ; this is passed to the high-frequency 
aerial oscillations which are producing the 
carrier wave, (b) The “modulation " caused 
by (a): the “ modulated wave “ on reaching 
the receiving aerial sets up oscillations cor¬ 
responding to those at the transmitting 
aerial and these pass to the receiver for 
amplification and rectification, (c) The 
varying current passed finally to the loud 
speaker: the sound obtained due to (c) is 
an exact copy (or should be) of the sound 
which caused (a). 


modulation of the carrier 
may be represented as at 
{b) in Fig. 544. 

The electrical oscilla¬ 
tions in the receiving aerial 
(which has, of course, been 
tuned to the arriving wave) 
pass to the rectifier (the 
crystal of Fig. 541, but 
usually a valve known as 
the detector valve) which 
suppresses the surges in 
one direction leaving the 
others, still varying accord¬ 
ing to the speech, etc., to 
pass and to be applied to 
the telephones or loud 


speaker: the latter respond to the resulting slower strength varia¬ 
tions and vibrate accordingly, and the words, etc., are reproduced. 
The curves in Fig. 545 will make the idea clear: the telephones 
respond to (c). Study this figure carefully. 


\ 
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Just as at the sending end the microphone variations and the 
oscillations are amplified or magnified by valves before passing to 
the transmitting aerial, so at the receiver the signals are amplified 
by valves both before and after the dcdector valve. We can now 
consider how the valve is used for this rectification and amplification. 

Sidebands. But one more point should first be noted, particularly so far 
as broadcasting is concerned. The .arrier ^/avc for, say, the London Regional 
had (pre-war) a frequency of 877,000 cycles or 877 kilocycles. Now suppose 
the wave is modulated by, say, a vocalist producing in front of the microphone 
a note of 1200 cycles frequency (soprano). It can be shown that in the aerial 
there is now ivhat amounts io the original frecpiency of 877,000 cycles and two 
others, one 1200 above the carrier frequency (viz. 878,200 cycles), the other 
X200 below (viz. 875,800)—a total frequency spread of 2^00 cycles. When 
we con.sider the complex modulation produced by an orchestra, it will be 
clear that whilst each station must have a fixed wave-length and frequency 
for its carrier, a certain sideband allowance must be given below and above 
the station irequency to accommodate the modulation effects, and the spacing 
between stations on that account is 9000 cycles or 9 kilocycles frequency. 
Thus the next station on one side of the London Regional is Graz (Austria) 
with a carri(T fr<.;quency of 886 kilocycles—9 more than London, whilst the 
next on the otijer side is Poznan (Poland) with a carrier frequency of 868 
kilocycles—-9 less than London (this is the pre-war international agreement). 

The mathematical student will be able to follow the " proof " of the above. 
Let the carrier frequency be p, and its amplitude (extent of “ swing ") when 
there is no modulation, be A. Let the frequency of the modulation be cu 
and its amplitude K. The equation of the tangent curve will then be 
y =: (A + K sin cot). 

Amplitude of H.F. current — (A -f K sin cot). 

Equation of H.F. current: i = (A ~f K sin cot) sin pt, 
i.e. i ~ A (i 4 w sin cot) sin pi, where m = K/A; 
i ~ h sin pt 4 - Am sin pt sin cot \ 
i ^ A sin pi — JAw cos {^4 «>) ^ + 4 Aw cos {p — w) t. 

Thus the high frequency wave varying in amplitude at low (e.g. “ sound ") 
frequency can be represented as consisting of three waves: p is the 
" carrier " frequency, and the wave A sin pt is the carrier wave: (p 4- co) is 
termed the upper " side ” frequency, and (p co) the lower “ side ” frequency: 
all this was illustrated numerically above. The side frequencies when a 
carrier is modulated are spoken of as the sidebands. 

Zc 9 ^ 

5. The Action of a Triode Valve 

The diode valve was dealt with in Chapter XIX.: the ordinary 
valve used in wireless, however, is the triode (or some modification 
of it). It consists of a plate or anode (P) and a filament or cathode 
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(F), but a wire grid (G) is placed between them, as shown diagram- 
matically in Fig. 546 (the filament is, of course, electrically heated 
by, say, a battery—the low tension battery of a receiver—not shown 
in the figure). Let the heated filament and plate be joined to the 
battery on the right {high tension battery), P being positive, so that 
electrons pass from F to P in the valve, and a plate current flows. 

Imagine G acquires from some outside 
source a negative potential. It will repel 
the electrons coming from F, and the plate 
current will decrease. If the potential of G 
becomes positive it will attract the electrons 
from F, and (as P is at a higher potential 
in practice), many continue their motion 
through the grid holes to the plate; thus 
the plate current will increase. To sum¬ 
marise— lowering the grid potential reduces 
the plate current: raising the grid potential increases the plate current 
(study Fig. 547). The chagicteristic curve of the valve is indicated 
in Fig. 548. When the grid has the negative potential OB it repels 
practically all the electrons from F, and there is no plate current. 
As the potential of the grid rises to zero ( 0 ), the plate current 
increases to the value OA. As the grid potential becomes more 
positive the plate current rises according to the curve ACD. 


G “ 

F 

Fig. 546. Conventional 
current indicated. 





Fig. 547. (a) Grid slightly -f ve; (6) Grid slightly — ve; (c) Grid 

inore — ve. F == Cathode (filament), G = Grid, A === Anode. For 
simplicity the grid "holes " are exaggerated, and only a portion of 
the field depicted. Arrows show direction of force on an electron. 


In a receiver the varying oscillations in the aerial due to. the arriving waves 
are passed on to the grid of a valve so that the grid potential is varying 
accordingly: this immediately produces corresponding variations in the plate 
circuit, and it is plate variations which, after the processes of rectification 
and amplification have been done, arc finally passed to the telephones or 
loud speaker. 
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(i) Using a Triode for Amplifying. —Consider the steepest 
part of the valve curve shown in Fig. 549. Suppose the grid (when 
no signals are being received) to be at a negative potential OA 
(this is done, say, by joining the grid to 
the negative of a small dry battery known 
as the grid bias battery). A steady plate 
current will be passing, represented by AF. 

Now suppose wireless waves arrive and 
oscillations such as shown at P are con¬ 
ducted to the grid. These will vary the 
voltage of the grid, the positive half-waves 
causing the grid potential to be higher and 
^ual to OB, say, and the negative half¬ 
waves causing it to be an equal amount GRID POTENTIAL 
lower, i.e. equal to OC. When the grid Fig. 548. 

potential is OB the plate current will have 

increased to BE, and when the grid potential is OC the plate 
current will have fallen to CD. Thus as the grid potential swings 
to and fro (due to the arriving waves) between OB and OC, the 
plate current swings between BE and CD. As we are working on 




the steep part of the curve, a 
small jump from C to B causes 
a big jump from D to E. It 
will be seen by comparing the 
two curves P and Q, where P 
represents the potential swings 
applied to the grid from the aerial, 
and Q the current swings in the 
plate circuity that the swing of 
Q will be greater the steeper 
the curve: this indicates amplifi¬ 
cation. For amplification the 
valve should be so arranged that 
the steep part of its curve is used. 

To get a proper idea as to the 
" magnification " the current swings 
Q must be converted into potentitd 


Fig. 549 . 


swings and these compared with the 


, grid potential swings P which cause 

them* If a small change x volts applied to the grid causes a certain change 
in the plate current, and a change oiy volts on the plate is necessary to bring 
about the same change in the plate current, then y is invariably bigger than 
X and the ratio of to is usually taken (although not strictly accurate) 
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as the amplification factor (n) of the valve. Further, if a small change y 
in the plate potential causes a small change z in the plate current, the ratio 
y to z measures the differential resistance or impedance (Ra) of the valve. Now 
it can be proved that if R be the resistance in the plate circuit of our valve, 
Ra the differential resistance of the valve, and ft the amplification factor:— 

Change in plate potential ™ ^'^^3,nge in grid potential, 

and if R„ is small compared with R so that we can neglect it:— 

Change in plate potential = /i x Change in grid potential. 

Thus if a valve is arranged for amplification and worked under these 
conditions, and if the manufacturer quotes its amplification factor as 50, 
then a change of i volt potential applied to the grid produces a change of 50 
volts in the plate potential. This is " amplification.” 


(2) Using a Triode for Rectification. —Consider now the 
parts of the valve curve where the bendinf^ is greatest, t.e. the 
“ knees/' To simplify tlie idea we will first exaggerate these 




Fig. 551. 


knees " P and Q as in Fig, 550. With this “ curve " let the grid 
potential be negative and equal to OA when no waves are passing, 
in which case the plate current is AP, When wireless waves arrive 
the negative half-wave lowers the potential of the grid to OE, but 
the plate current does not alter—it is ED, the same" as AP. When 
the positive half-wave arrives the grid potential rises to B and the 
plate current becomes BC. We thus get a plate current variation 
from AP to BC when the positive pulses arrive, but no change 
when the negative pulses arrive. The valve is therefore responding, 
as it were, to swings in one direction only: it is rectifying. Fig. 551 
shows the case less exaggerated: the swings at Q below XX are 
practically wiped out. To utilise this rectification action the value 
must be arranged so that the bending part of the curve is used. There 
are other methods of using a valve for rectification, but the above 
will answer the purpose of this book. 
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There are now many modifications of the triode or three electrode valve 
(plate, grid, filament), e.g. the screened-grid valve has two grids, the pentode 
valve has three grids, and so on, but for these and their specific purpose some 
book on Wireless must be consulted. (See Wireless : Its Principles and Practice.) 

In a simple receiver the comparatively weak aerial oscillations are applied 
between the grid and filament of the first valve arranged, say, for amplification 
(high frequency amplifying valve); the magnified and corresponding variations 
in the plate circuit of this valve aie applied to the grid of the next valve 
arranged, say, for rectification (^^ detector ’* valve): the plate variations of 
this are applied to the grid of the next valve arranged for amplification (low 
frequency amplifying valve), and so on, and finally the plate circuit for the 
last valve (output valve) contains, or is coupled to, the loud speaker. There 
are various methods of " coupling-up " the valves, and there are many 
refinements and improvements in receiver design and operation {e.g. the 
super-heterodyne receiver). But, here again, for detail^ some book on 
Wireless must be consulted. 



6. Using a Valve to Produce Continuous Oscillations and Waves 
Consider first our capacitance (C) and inductance (L) circuit of 
Fig. 497 to be placed in the plate circuit of a triode valve (Fig. 552) 
at the transmitting station. As the filament is being heated it will 
be giving off electrons and a steady plate current (electronic) will 
be flowing as indicated, whereas what we require is to set up an 
oscillatory current in the LC circuit which will not die down. Now 
take another coil L^, join it to the grid and filameut, and push it up 
against L (Fig. 553). The current in L acts inductively on and 
starts a momentary current in it: tliis current varies the potential 
of the grid, and this change in the grid potential varies the plate 
current. The sudden change in the previous steady plate current 
starts up oscillations in the LC circuit which is what is required. 
Then the oscillations in LC, acting inductively on Lj, produce 
oscillations in Li in unison with them. These latter now vary the 
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potential .pf the grid in unison with the LC oscillations, and this 
again produces changes in the plate current in unison with the 
LC oscillations. Evidently the combined result of all these actions 
and reactions is to build up strong oscillations in the LC circuit, 
which do not die down. For scientific accuracy there are other 
points about this which should be considered, but they do not 
interfere with the broad idea we wish to convey. In practice, the 

simple switching-on of the H.T. 
supply will start the action. 

A transmitting aerial could be 
placed in the LC oscillating circuit as 
in Fig. 553 or (better) a tuned aerial 
could be coupled to L as in Fig. 539. 
Finally, a microphone must be intro¬ 
duced so that variations in the micro¬ 
phone current produced by the voice 
may vary the strength of the oscillations 
in LC and modulate the carrier wave, 
and one method is indicated in Fig. 
554. Here the secondary S of the 
microphone is put into the grid circuit. 
Current is induced in S varying according to the words spoken: these vary 
the potential of the grid accordingly, which again varies the strength of 
the oscillations in LC, and the wave is modulated. 

(а) As already indicated various stages of amplification are employed 
before the oscillations are passed to the transmitting aerial. Further, it must 
be remembered that the valves used in transmitting stations are on a much 
larger scale than those used in domestic receivers. Thus at the B.B.C. 
Brookmans Park Station one type of valve is 2J ft. high, weighs 7 lb., has a 
water-cooled anode, and the 
H.T. anode voltage is 12,000: 
and there are much larger ones. 

(б) Strictly, a valve does 
not generate oscillations itself, 
but it makes it possible for an 
oscillatoiy circuit to be main¬ 
tained in undamped oscillation 
with energy supplied by a direct current source. 

(c) Owing to the curvature of the earth one would not expect wireless 
waves from a station to travel even a quarter of the way round it, but signals 
have been received wliich have pass^ several times round the earth. A 
perfect conductor would be a perfect reflector of waves, and the ionised upper 
atmosphere is conducting. Now there is in the upper regions an ionised layer 
known as the Kennelly-Heaviside layer which turns the waves down again, 
and it is by successive reflections here and at the earth that wireless waves 
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can pass right round (Fig. 555). Above this is another layer—^the Appleton 
layer —^which has a similar effect on the ultra-short waves used in television. 

7. The Idea of " Scanning ” in Television 

Television makes use of that property of the eye known as 
persistence of vision, viz. that any impression produced on the 
retina does not disappear imniiidiately the object is taken away, 
but lasts for about to second. 

Suppose a person standing in a dark room, and that a narrow beam of 
light is projected on his face. Suppose this light spot is moved quickly from 
right to left over the upper part of the head: then suppose it is moved quickly 
across again, from right to left, but that this second journey is a little below 
the first one, its upper edge just touching the bottom edge of the first journey; 
then .suppose a third journey is made across, and so on. Finally, imagine 
these journeys to take place so rapidly that the whole face is covered in 
of a second, and that the operation is kept going on at the rate of 16 complete 
" scans ” over the face per second: then the whole face would be visible by 
persistence of vision, although the spot-light is only on one small area at any 
instant. This principle of scanning is employed in Television. 

The above idea can be carried a little further, thus introducing 
the germ of television. Suppose that in front of the person there 
is a photo-electric cell so situated that light reflected from the face 
falls on the cathode. The amount of light reflected by the face at 
any instant depends on where the very small spot-light happens to 
be: thus more light will be reflected by the teeth than by the cheek, 
and more by the latter than by the dark hair. This varying light 
falling on the cathode causes the cell to give a varying current 
depending on the light and shade of the face in question. This 
varying current could then be treated in the same way as the vary¬ 
ing current from the microphone in sound broadcasting, i.e. it could 
be amplified and caused to modulate the carrier wave of a transmitt¬ 
ing station. At the receiving end the H.F. oscillations in the aerial, 
varying in strength in a complicated way according to the light and shade 
of the face at the sending end, would be passed to a wireless receiver, 
but the output of the receiver, instead of passing to a loud speaker for 
conversion into a varying sound, would be passed to another device 
for conversion into a varying light which owing to persistence of 
vision would build up " into a picture of the face at the sending 
end. This other device " is usually a cathode ray tube (Art. 9), 

The above method was used (with some slight modifications) in the early 
tdevision transmissions of the B.B.C. known as ** low definition (L.D.) 
television." This, however, is now superseded by "high definition (H.D.) 
television ** as explained in Arts. 8, 9. 
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8 . At the Sending End in Modern (H.D.) Television 

What is known as the iconoscope camera method at the sending 
end has been developed in this country by the Marconi E.M.I. in 
their emitron camera which is used by the B.B.C. 

The iconoscope consists of an evacuated glass vessel (Fig. 556). at the 
narrow end of which is a cathode which is heated. In front of the cathode 
is an anode or two, each with a hole at the centre and maintained at a positive 
potential. The electrons given off by the cathode are accelerated towards 
the anode, so that we have a very narrow beam of electrons shooting through 
the anode holes into the wider part of the tube. It is this narrow beam of 
electrons which is used to do the “ scanning " operations. 

In the wide portion of the tube is a plate M on which an optical image of 
the person or scene to be televised is focused by photographic lenses. M 
consists of a thin sheet of mica backed by a sheet of metal known as the 
signal plate. The front of the mica is first sprayed with silver oxide powder 

which is then heated and reduced 
to silver in the form of hny globules: 
these arc next oxidised so that they 
ate insulated from each other, and 
then given a coating of caesium. 
Thus the front of the mica sheet 
is a tremendous number of tiny 
silver globules all insulated from 
each other, and each made sensitive 
to light, like the cathode of a photo¬ 
electric cell, by the caesium. 

Each silver globule forms, with 
the signal plate behind and the 
mica between, a small condenser. 
When therefore an optical image 
of the scene is projected on M each 
element of the surface ejects electrons according to the light and shade of that 
part of the image which falls on it, and each tiny condenser is therefore 
charged " accordingly. We have a "picture " on M made up of " charges." 

The narrow electron beam from the cathode is now caused to scan the 
surface of M in the usual way. The beam is moved steadily along horizontally, 
say from right to left, and then very quickly triggered back again to begin its 
second horizontal journey: meanwhile it has been slightly moved downwards, 
so that the second journey is below the first and edge to edge with it. When, 
say, 240 lines have been scanned in this way it is rapidly triggered back to 
the starting point to begin its second scan (frequently there are 25 scans in 
a second). These two movements are brought about by two pairs of coils 
suitably placed outside the tube and carrying the necessary varying currents 
to act on the electron beam as required. 

Consider then the scanning electron beam coming for an instant on one 
of the tiny condenser elements. Electrons (negative) pass from the beam into 
the condenser, discharging it, and consequently an equal current impulse 



Fig. 556. 
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appears at the signal plate behind. This happens with each element in turn. 
Thus during the scanning we get a varying current in the signal plate circuit, 
the current at any instant depending on the charge on the tiny condenser 
which the beam is discharging at that instant, which again depends on the 
light and shade of the part of the image there. In short, we get a correspond¬ 
ing current picture signal in the signal plate circuit. This picture signal is 
passed to amplifiers, and finally modulates the carrier 


wave on which the fusion is sent out: The whole is con¬ 
tained in a single camera as seen in the illustration on 
page 431. 

9. At the Receiving End in Modern (H.D.) 

Television 

For the reception of television we require a 
^wireless receiver and a device in place of th^ tele¬ 
phones or loud speaker for converting the varying 
output into light, thus building up the scene, and 
the cathode-ray tube is almost invariably used for 
the purpose to day. 

The cafhode-ray tube is shown in Fig. 557, and the 
picture is built up on the large end of the tube. At the 
extreme narrow end is a filament cathode which is heated 
by a current, and gives off electrons. In front of the 
cathode (Fig. 558) is a disc anode Aj (pierced with a 
hole), a second anode Ag in the form of a cylinder, and 
a third anode Ag in the form of a disc with a central 



Fig. 557. 


hole. These anodes are at positive potentials, A3 being 


at a higher potential than Ag, and Ag higher than A^. The positive anodes 
attract the electrons, the result being that we have a narrow stream of 
electrons shooting through the anode holes and passing on to strike the end 
of the tube. Moreover a cylinder S (called the shield) surrounds K, and is 
given a negative bias: it therefore repels the electrons and squeezes them 



A, A3 

Fig. 558. 


into a narrow beam to pass along the axis. The effect of the various anodes 
is to focus the beam at the end where it strikes. 

The end of the tube is coated with a fluorescent material, so that we get a 
bright patch of light on the screen/* as it is called, at the point where the 
cathode-ray stream strikes it. and the more intense the stream the brighter 
is the patch. If the end of the stream be quickly moved horizontally along 
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the screen we see (by persistence of vision) a bright line, and so on. Two 
pairs of deflecting plates, as they are called, and YjYg, are fixed as 

indicated for a reason which will be seen presently. 

Now, in practice, the cathode-stream is caused to “ scan the 
end of the tube. It is moved along the first line, and then is very 
rapidly triggered back to begin its second line journey, this journey 
being edge to edge with the first one, and so on. When 240 lines, 
say, have been traced it is rapidly triggered back to the starting 
point to begin its second complete scan, and this continues at the 
rate of, say, 25 complete scans per second. These movements are 
brought about by the two pairs of deflecting plates to which 
varying potentials are given in order to move the electrons about 
as required: the varying P.D.'s on XjXg move the beam horizontally 
and the varying P.D.’s on Y^Yg move it gradually vertically. 
The result so far, then, is that by persistence of vision we see on 
the screen, not a moving spot of light, but a complete area of light. 

The output of the receiver, i.e. the picture signal, is passed to 
the shield S, This varies the potential oi S, varies its effect on the 
electron stream, and varies, therefore, the intensity of the stream. 
Thus we get a varying illumination on the screen depending on the 
varying signal from the receiver—^in other words, an image of the 
object televised is built up on the screen. 

This account of television is necessarily very brief: for details 
some book on the subject must be consulted (e.g. Television Up-to- 
Date, by R. W. Hutchinson). There is, however, one more point 
which must be mentioned. 

Sidebands in Television. On page 579 reference was made to sidebands, 
and we saw that to accommodate these sound broadcasting stations were 
separated from each other by 9 kilocycles. The eye, however, is much more 
sensitive than the ear, and it can be shown that for television 1000 kilocyc es 
at least on each side of the carrier is necessary. The medium broadcasting 
band for sound is from 200-500 metres, a total frequency space of, say, 900 
kilocycles with about 100 stations. One television station requires more than 
the whole of this space. 

There is, however, plenty of elbow room if we use the ultra-short waves 
between 3 and 10 metres wave-length. The frequency space here is from 
(300,000 -f- 3) = 100,000 kilocycles to 30,000 kilocycles, i.e. the space is 
70,000 kilocycles—^room for many stations with 1000 kilocycle sidebands. 
In the television from the Alexandra Palace the vision carrier was 6*6 metres 
wave-length, and the sound 7*2 metres. A receiver for television reproduces 
both sound and vision, only one aerial being used. 




CHAPTER XXII 

FURTHER PRACTICAL APPLICATIONS 


T he subjects dealt with in this chapter each constitute, or are 
associated with, some highly developed branch of applied 
electricity, so that in this book only a glance at one or two 
essential principles is possible: for details, specialised works on the 
various branches must be consulted. 

I. Microphone Transmitters, Telephone Receivers, Loud Speakers 

(i) The Microphone. —This appliance is used at the sending 
end in telephone communication, and the general principle of 
the modern carbon microphone transmitter is shown in Fig. 559. 
A number of granules of carbon are enclosed in a chamber between 
two suitable plates. The latter are joined through a key and battery 
to a primary coil P, and the secondary coil S is joined to the outside 
circuit which contains the receiver—say 
the ‘'telephones.'" Suppose the key is closed 
and a steady (small) current is flowing 
from the battery. When a person speaks 
in front of the diaphragm M the latter 
vibrates according to the sound waves. 

This produces compressions and decom¬ 
pressions of the granules, which vary the 
resistance and the current flowing. This varying current, depending 
on the words spoken, passes through P and produces by induction 
a corresponding varying current in S which passes along the outside 
circuit, through the telephone receiver at the receiving end, and the 
movement of the latter sets the air in corresponding vibration 
reproducing the sound. 

The Reisz microphone employs a tl^in layer of powdered carfion spread 
on a slab of marble and covered by a i*ubber sheet which takes the place of 
the diaphragm above. It works on the same principle, but does not tend to 
strengthen some notes at the expense of others as the granule instrument does. 

The magnetophone is another t5rpe of microphone. It consists of a small 
coil of wire on the back of a freely moving plate. The coil is in the magnetic 
field between the poles of a magnet. The sound waves cause the plate and 
coil to move, and varying currents are induced in the coil. This is largely 
used in present-day broadcasting. 
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(2) Thp Telephone Receiver. —What is practically the original 
Graham Bell telephone (1876) is still used as the receiver in telephone 
communication. It consists (Fig. 560) of a permanent U-shaped 
magnet M fitted with two soft iron pole pieces P which are magnetised 
by induction and attract a thin soft iron disc D situated just in 
front of them. On the pole pieces are wound two coils CC which 

carry the incoming cun*ent, 
and of course this is a varying 
i depending on the words 
I i spoken into the microphone 

(( ^ M ^ at the sending end. The 

I ---- --- -j FliBr I varying current round the 

varies the strength 
of the magnet and thus 
Fig. 560. varies its pull on the soft iron 

disc. D therefore vibrates 
according to the varying current, i.e. according to the words 
spoken, and this vibration being communicated to the air, sound 
waves are svA up reproducing the words. Another type is shown 
in Fig. 561. M is of cobalt steel, and D is a stalloy disc: the con¬ 
taining case is of ebonite or. some special composition. The wires 
leading from the coils C to the terminals are not shown in the 
figures. The instrument was originally also used as a transmitter, 


but it has been superseded by the microphone 
for this purpose. 

(3) A Simple Telephone Circuit. —For two 
persons A and B to carry on a conversation A 
must have both a microphone and a receiver, 
and so must B, and there must be some device 
at both cuds so that A can '* call up B or B 
call u^ A when required. A simple practical 
circuit is shown in Fig. 562. R and R^ are the 
receivers (ear-pieces), whilst MT and MiTj are 
the transmitters (mouth-pieces). The figure 
depicts the hand-form in which R and MT are. Fig. 561. 
for convenience, in one casing. B and B^ are 
the '' calHng up bells. A switch is inserted in the primary circuit 
of each transformer so that the battery in that circuit is only sending 
current when the telephone is being used. When 'a telephone 
is resting on its stand (shown in the upper part of the figure) its 
weight depresses what we have called the '' receiver hook " in the 
diagram: this breaks the contacts with the top studs b and b^ and 
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closes the contacts with the lower studs a and a^. If then we 
imagine the figure to have the telephones on the stands it will be 
seen that the '' speaking circuit'' is not complete, but the calling 
circuit is ready for action. 

Now suppose No. i wishes to talk with No. 2. He presses the switch S 
to tlie other contact and current flows from X to a, then to line, to bell 

B], line, and back to X; thus the bell Bj rings. When the “ telephones are 
taken from the stands the " hooks rise, the contacts at a and are broken, 
and the contacts at h and closed (this is the case shown in the figure), and 
tlie speaking circuit is now complete. When No. i speaks into MX the 
varying current induced in the secondary of the transformer on the right 
passes to line and through the receiver Rj of No. 2. When No. 2 replies into 
MjTj the varying current induced in the secondary on the left passes to line 
and through the receiver R of No. i. Study the diagram carefully. 



Fig. 562. 

Practical telephony on the commercial scale as it exists to-day is 
such a highly technical subject that no understandable explanation 
which would be of any real value to the student could be given in 
the space available in this book (and the same applies to practical 
telegraphy): specific books on the subjects must be referred to. 

(4) The Loud Speaker. —The student is perhaps mainly in 
touch with the loud speaker as an adjunct to his '' wireless 
receiver. The history of loud speakers from the early days of 
wireless—the old horn type, the balanced armature cone type, the 
inductor dynamic type, to the moving coil type —^is interesting as 
noting our progress from the throaty reproduction of the old horn 
to the excellent reproduction of the moving coil of to-day: the 
moving coil is in fact the best—^if (and only ‘‘ ifit is properly 
" matched to the output valve of the receiver (see a bOolj: on 
Wireless), 
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As the name suggests, the moving part is a small coil carrying 
the varying current output of the receiver, and this coil is in the 
magnetic field of a magnet (Fig. 563). The varying current in the 
coil in the magnetic field causes a varying movement of the coil 
which is communicated to the air via a parchment diaphragm 
usually in the form of a cone attached to it, and the sound is 
reproduced. In one type the magnet producing the field is a 
permanent magnet, and these are known 
as permanent magnet moving coil speakers) 
in another type current is taken from the 
mains to magnetise the magnet, and these 
are referred to as electro dynamic moving 
coil speakers. 


2. Alternators and D.C. Generators 

Referring again to the rotating coil of 
Art. I. page 508. we saw that an induced alternating E.M.F. was 
developed in it which went through a complete cycle during one 
revolution, the E.M.F. being a maximum when the coil was hori¬ 
zontal, i.e. its plane lying along the field, whilst there was zero 
E.M.F. and reversal when the coil was vertical, i.e. its plane at 
right angles to the field: further, we saw that if the ends P and 
Q of the coil were connected to two slip rings mounted on the 

axle and rotating with the coil, an 
alternating current would be delivered 
to an external circuit joined to the 
fixed brushes and Bg. This is 
the fundamental principle of the 
alternator. 

To obtain a direct or continuous 
current in the external circuit a com¬ 
mutator would be used in place of the 
slip rings. For this simple case, the 
commutator would consist of one ring 
split in two halves insulated from 
each other (Fig. 564). P would be 
joined to one and Q to the other, and 
the brushes would be fixed as shown (or radial instead of sloping 
if they were carbon). It would also be arranged that the gap in 
the ring would come under the brushes when the coil was in the 
position of reversal. A little consideration will show that in this 
case the positive end of the coil (whether it be P or Q) is always 

38 



Fig. 564. 



Fig. 563. 
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under the same brush and therefore always joined to the same end 
of the external circuit, so that the current outside is always in the 
same direction (but it will be varying very much in strength— 
Fig. 566 {a )): this is the fundamental principle of the direct current 
generator or dynamo. 

If, instead of a single coil, two coils at right angles were used, then the 
E.M.F. in one would be a maximum when it is zero in the other: hence by 
suitably connecting them the induced E.M.F. and 
the current outside will be more uniform in 
strength. This will be even better if we use a 
number of coils evenly spaced, in which case we 
would use a commutator consisting of a number 
of bars or segments. In practice, then, the 
commutator takes the form of a number of 
bars, insulated from each other and from the 
Pig. ^5. Principle of shaft, forming a cylinder (Fig. 565). Each coil 
ommutator. coils) is connected to two bars (the 

method of connecting the coils will be seen 
presently), and the result is a strong (see page 598) and uniform direct current 
in the outside circuit. (Study Fig. 566.) 

3. The Direct Current (D.C.) Generator 
* The rotating coils are grouped together in what is called the 
armature, and the magnets producing the field are called the field 
magnets. The armature coils are arranged on a cylindrical iron 
core or drum to concen¬ 
trate the magnetic lines 
into the space where the 
wires will be cutting them, 
and the core itself is lami¬ 
nated by being built up of 
thin circular discs to pre¬ 
vent the flow of eddy cur¬ 
rents in it as it rotates 
(page 490). 

(i) Armatures. —There 
are various methods of winding drum armatures, and to illustrate 
the principle of one method we will take a small machine with 
only 16 conductors on the armature (Fig. 567). The 16 wires are 
spaced uniformly along the outside of the iron drum, and cross 
connexions are made as indicated, the continuous lines denoting 
the connexions at the front, and the dotted lines those at the 
back of the armature. The commutator has 8 bars or segments. 



d 

Fig. 566. (a) Single coil; (b) Two coils at 

right angles; (c) Four coils equally spaced. 
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From the front end of conductor i a connexion is led via a commutator 
segment to the front end of conductor 8. Between i and 8 there are six 
conductors; adding one to this we get what is called the pitch (seven in this 
case), and this pitch will be adhered to for the whole winding. Thus the back 
end of conductor 8 is connected to the back end of conductor 8 -f 7 “ 15. 
and the front end of 15 is joined via the adjacent segment to the front end 
of a conductor which is seven ahead of it—viz. to the front end of the con¬ 
ductor 6. The back end of 6 is joined to that of 6 -f- 7 = 13, and the front 
of 13 to the front of 4 via the next commutator segment. This is repeated, 
and finally the back end of 10 is joined to the back of 1, and a closed winding 
is obtained. The brushes make contact as indicated with the commutator 
bars to which conductors i and 
8 and conductors 9 and 16 arc 
connected. "" 

An application of Flem¬ 
ing's right-hand rule to the 
wires along the drum will 
show that with the arma¬ 
ture revolving as indicated, 3 
the currents in the conduc¬ 
tors on the left are flowing 
from back to front, whilst 
those in the conductors on 
the right are flowing from 
front to back. Thus in the ^ 
armature circuit the current Fig. 567. 

has two paths, viz.: 

(1) B — along 1 — 10 — 3 — 12 — 5 — 14 — 7 — 16 — 8 + 

(2) B — along8 — 15—6 — 13 — 4 — II— 2 — 9 —B+, 

whilst in the external circuit the current flows from B + to B —. 
Note that there are two paths in parallel in the armature from 
B — to B +. 

Field magnets are either bi-pole or multi-pole. In the former 
there are two poles N and S as in Fig. 567: in the latter there are 
any even number of poles spaced alternately N and S round the 
armature. There are two general methods of winding armatures 
for multipole machines h^wn as wave winding and lap winding, 
but in this book we need only take pne as an example, and Fig. 568 
shows a four-pole drum with 22 conductors and a single wave winding. 

The commutator has ii bars. The front pitch is 5 forward {i.e. in the 
direction of rotation) or + 5, and the back pitch is also 5 forward, or 4- 5. 
Starting, say, at the commutator bar B, a front connexion goes to conductor 
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18; this conductor passes along to the back, and is connected to conductor 13, 
which is 5 steps ahead of it; this passes along to the front, and is connected 
(via Cl cofntnutatoY hat on the opposite side of the cofnfnutciioY , in this case, to the 
stavting hav) to conductor 8, which is 5 steps ahead of it; this passes along 
to the back and is joined to conductor 3, which is, again, 5 steps ahead; 
this conductor comes to the front, and is fiYst connected to the coYnmutatoY haY 
next to the one at which we started, and then to conductor 20. This is repeated 
until finally we arrive at conductor 1, which brings us down to the bar at which 
we started, and a closed winding is the result. 

By applying the right-hand rule, it will be found that the 
conductors under the N poles have upward currents, while those 
under the S poles have downward currents, that the current paths 
in the armature are:— 

—V 6 I 9-14 —7—12 —17 -22—5 — 10-15-20 I To +ve 
Brush to 14-21-16-11-6-1-18-13-8-3 I Brush 

Two brush sets are, of course, necessary (p sets may be used, where 
p == number of poles), but note that they are not diametrically 
opposite as in 'the bipolar machine above. ' 


Space does not permit tlie inclusion of a simple lap winding of a multipolar 
machine, but the following points of difference may be just mentioned. In 
wave winding the front and back pitches are in the same direction ; in lap 

the front and back 
pitclics are in oppo¬ 
site directions. In 
single wave winding 
there are two paths 
in parallel in the arm¬ 
ature whatever the 
number of poles may 
be: in single lap 
winding there are as 
many paths in parallel 
in the armature as 
there are field poles 
(therefore 4 for a 4- 
pole machine). In 
wave winding the 
pitches may he equal: 
in lap they differ by 
two. And there are 
other points of diffe¬ 
rence. Wave winding 
is suitable for large 
voltage, lap winding 
for large current. 
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(2) Field Mag¬ 
nets. —These are, 
of course, electro- 
magnets, and in 
most cases the 
current used to 
magnetise them is 
taken from the 
machine itself. The 
whole principle of 
'' self-excitation 
is simply this: 

Owing to the resi¬ 
dual magnetism in 
the fi(^lds, the armature, on starting, has a small E.M.F. and 
current developed in it, and this current, or part of it, passing round 
the fields strengthens them so that a larger E.M.F. and current are 
produced, and so on; thus the machine quickly builds up. There 
are three types, viz. series, shunt, and compound wound machines. 

{a) Scries Wound Machines (Fig. Sbc)).—In these the field coils 
consist of a few turns of thick wire, and the armature, field coils, 
and external circuit are all in series. A point about them is that 
the voltage at the terminals increases as the current taken from 
them {i.e. the load) increases. 



Fig. 569. A — Armature. Fig. 570. Sh == Field 
Se = Field coils. coils. 


{h) Shunt Wound Machines (Fig. 570).—In these the field coils 
consist of a large number of turns of fine wire joined as a shunt 
across the brushes so that they are in parallel with the external 
circuit. In these the terminal voltage falls 
somewhat as the current outside increases. 



COMPOUND 


Fig. 571. Sh and Se 
Shunt and Series coils 
on Fields. 


(c) Compound Wound Machines (Fig. 
571).—These are a combination of the two 
preceding types. In Fig. 571 the shunt 
winding goes from brush to brush, and it 
is called a short shunt compound: sometimes 
the shunt winding is across both the arma¬ 
ture and scries coil, in which case it is called 
a long shunt compound. The special point 
about them is that the voltage at the 
terminals can be made to be practically 
constant whatever the current taken. 
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The above statements can best be realised by examining the characteristic 
curves of the three types, i.e. the curves showing the relation between terminal 
voltage (V) and current output (I). P'ig. 572 shows the idea very roughly, 
and indicates the combination of series and shunt giving the almost level 
curve of the compound. 

Series machines are not much used now, but they are serviceable for 
cinematograph and search-light purposes. Shunts are extensively used for 
ordinary lighting and power, and always for chargiitg accumulators. Com¬ 
pounds are emplo5’'ed for traction and isolated lighting installations. 

(3) Average E.M.F. of D.C. Generator. Efficiencies.— 
Taking first the case of the bi-polar machine of Fig. 567, let 
4 > ~ total magnetic flux through the armature, Z = total number 
of external wires on the armature, and N = number of revolutions 

per second: then an E.M.F. formula 
is obtained thus:— 

Each external wire cuts ^ lines twice 
in one revolution, i.e. each conductor 
cuts 2<f> lines per revolution, and there¬ 
fore 2^N lines per second; hence;— 
E.M.F. for each conductor 
= 2 <^N/io® volts. 

Again, the current has two paths 
through the armature from brush to 
brush. Further, each path contains Z/2 
conductors in series forming E.M.F., the 
two paths being arranged in parallel, 
and just as the combined E.M.F. of 
two equal batteries in parallel is the same as that of one battery, so the 
total E.M.F. in this case is that due to Z/2 conductors; hence:— 

Average E.M.F. = X “ — volts, 

10® 2 lo* 

•Tr X Revs. per sec. X No. of conductors 

t.e. E.M.F. = —-^-„- — volts. 

10** 



Fig. 572. 


For multipolar machines the E.M.F. is calculated by an extension 
of the above. Thus it can readily be shown that:— 


pm 


X 


I0*» 


volts, 


where p = number of poles, a = number of paths m parallel 
between brushes, and p = flux from each north pole. For the 
bi-polar p = 2 and a = 2 and we get the expression above. 


In connexion with D.C. generators the following efficiencies ** are 
employed:— ... 

Commercial efficiency = f 

Power supplied to drive the machines* 
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both being expressed in the same units, watts, or H.-P. It is of the order 

95 per cent, for a good large machine. 

. , ... Power (watts) in external circuit 

Electrical efficiency == ---- ^ . . , 

Total power (watts) generated 

the denominator being greater than the numerator because some watts (I®R) 

are wasted in the machine. 

■ Total power (watts) generated 

Mechanical efficiency == ^-r ivx --r- 

Power (watts) supplied to machine 

or it is equal to commercial efficiency divided by electrical efficiency. 


4. The Direct Current Motor 

The principle of the D.C. motor is that of the moving coil 
galvanometer, and it is the converse of the D.C. generator: in the 
generator we give motion to the armature and it delivers a current, 
whilst in the motor we give the armature a current and it is set in 
motion, which motion, by belting, etc., can be used to drive machin¬ 
ery and the like. 

Referring again to Fig. 567, suppose that instead of rotating the 
armature, the brush B — is joined to the positive and B + to the 
negative pole of a battery or other source of current, so that current 
enters at B — and divides flowing through the coils as shown and 
joining up again at B +• By applying the left-hand rtde to the 
wires on the left it will be seen that these are urged downwards, 
whilst the rule, applied to the wires on the right, will show that 
these are urged upwards. Thus we have continuous rotation of the 
armature in a counter-clockwise direction. This is the principle of 
the D.C. motor. 

Again this rotating armature of the motor will begin to act as a 
dynamo, i.e. E.M.F.'s will be produced in it. By applying the 
right-hand rule to the wires on the left, which are moving downwards, 
it will be found that the induced E.M.F. in these is from front to 
back, i.e. the induced E.M.F. in the coils on the left is in the direction 
brush to brush B —, i.e. opposite to the battery pressure supplied 
to the motor. Similarly, on the right the induced E.M.F. in the 
wires which are moving upwards is from back to front, i.e.^ opposite 
to the battery pressure supplied. In other words, the motor 
develops a back E.M.F. {e) opposite to the applied E.M.F. (E), and, 
of course, the back E.M.F. is greater the higher the speed. This 
back E.M.F. is very important in practical motor working. If E 
be the E.M.F. (volts) applied from the mains (or battery), I the 
current (amperes) taken by the motor, and e (volts) the back 
E.M.F., then I = (E — <?)/R where R is the resistance (ohms). 
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When the motor is switched on the speed increases, and therefore 
e increases, and I, the current from the mains, falls off. This con¬ 
tinues until the motor is just taking enough power to drive it at a 
steady speed according to the load on it—the work it is doing. 

Every D.C. generator will act as a motor if supplied with current in the 
way indicated, so that we have series, shunt, and compound machines. The 
characteristic features of the three types are as follows:— (a) Series motor. 
These are suitable for work where a large starting effort or torque is required, 
e.g. setting heavy trains and trams in motion from rest: they are not suitable 
if the work they are doing, Le. the “ load," is likely to be suddenly removed, 
for if this occurs the motor will " race "—^run at an excessive speed—and do 
damage in consequence, (b) Shunt motor. These rim practically at a constant 
speed from no load to full load, and are therefore suitable for driving machine 

tools in workshops, etc., where the 
load is likely to vary, (c) Compound 
motor. Those,* as used in practice, 
can exert a powerful starting torque, 
but they will not race if the load b(‘ 
removed for the shunt coil keeps the 
no-load speed within safe limits: they 
are useful for working coal-cutting 
machines, hoists in mining work, 
rolling mills, etc. 

When a motor is first switched 
on the back E.M.F'. {e) which is 
due to its rotation is, of course, 
zero. Hence, since the resis¬ 
tance of the armature is usually 
low, it might take a current from 
the mains (I = (E — ^)/R) large 
enough to overheat and damage its windings. Thus it is that with 
large motors, which take some time to run up to full speed, a 
starting resistance is used. The starting switch is so arranged that 
when it is first closed, there is in the circuit an additional resis¬ 
tance large enough to prevent damage: this resistance is gradually 
cut out step by step as the starting handle is pushed over and 
the motor gains speed, until the resistance is all out when the motor 
is running at the correct speed. A simple type of starter for a 
series motor is shown in Fig. 573 which is self-explanatory. 

When a motor is disconnected from the mains, or if the mains supply fails 
at any time, it should be impossible to start up again without having the 
starter in circuit. For this reason starters are invariably fitted with a small 
electromagnet, which is energised by the supply current and attracts and 



Fig. 573. Starter for Series-wound 
Motor. 


A, Movable arm. B, Contact strip. 
C C, Contact studs. F, Field wind¬ 
ing of motor. M, Armature of 
motor. R, Starting resistance. S S, 
Double pole switch. TT, Mw 
terminals. 
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holds on the revolving arm in the “ full on " position. Should the supply 
cease, the electromagnet loses its magnetism, and a spring attached to the 
arm at once pulls it to the “ off " position. The device is known as a no¬ 
voltage release. Frecjuently there is also another device known as an over-load 
release, which causes the motor to be disconnected when the current supply 
becomes excessive. 

In connexion with D.C. motors the following “ efficiencies are employed:— 


Electrical Effic. ~ 


Electrical power spent in producing rotation 
Total electrical power supplied 


Commercial Effic. 


Output (measured on brake) 
Total power supplied 


Mechanical Effic. 


Commercial efficiency 
Electrical efficiency 


5. The Alternating Current Generator or Alternator 

The principle of the alter¬ 
nator was referred to on page 
509. In practice, however, 
the field magnets are some¬ 
times stationary and the 
armature rotates (as with 
the D.C. generator), but it 
is more usual for the arma¬ 
ture to be stationary and 
the fields to rotate: hence 
to avoid confusion the rotat¬ 
ing part is called the rotor, 
and the stationary part the 
stator. The field poles of an 
alternator must, of course, 
be magnetised by some D.C. 
supply—generally by a D.C. 
generator known as the 
exciter. In Great Britain power stations generate almost exclusively 
from steam power, and the rotors of large alternators are usually 
driven directly by steam-turbines: the machines are then called 
turbo-alternators. 

The principle of a simple type of small alternator—a four-pole 
" single phase ” machine, as it is called—will be gathered from 
Fig- 574- For simplicity we have pictured the coils to be on an 
iron ring (in considering the induced E.M.F. only the outer rvires 
need be taken into account—the inner wires are not cutting 
magnetic lines). At any instant a coil will be passing under an 
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opposite pole to that of its neighbours, so that the E.M.F. induced 
in it will be in the opposite direction. If, however, the coils be 
wound in opposite directions and joined as indicated, the extreme 
ends being connected to two slip rings, they will, at any instant, 
help each other from one extreme end to the other, but the outside 
current will be reversed every time the coils pass from pole to pole. 
Thus the frequency will be obtained by multiplying the number of 
pairs of poles by the revolutions per second. 

It will be noted that in this simple example the 
“armature" is the rotor and the fields the stator. 

Large alternators, however, consist of a set of 
rotating field magnets (the rotor) and a stationary 
group of windings on the armature (the stator). 
The rotor consists of a heavy fly-wheel, carrying 
radial pole-pieces. The B.C. current from the 
exciter is led into the rotor by two slip rings. The 
stator is a laminated cylindrical structure surround¬ 
ing the rotor and containing slots on its inner 
surface parallel to the shaft in which the windings are placed. The ends 
of the windings arc taken to fixed terminals on the machine and the currents 
taken from these to the outside circuit. 



In single-phase alternators all the conductors are connected in 
series, and the two ends joined to the two terminals of Ihe machines. 

In two-phase alter¬ 
nators there are two 
different sets of con¬ 
ductors, the constitu¬ 
ents of one set being 
spaced half-way 
between those of the 
other set, so that the 
E.M.F". in one set is a 
maximum when it is 
zero in the other; thus 
there is a phase differ¬ 
ence of 90°, and there are four terminals to the machine. Instead 
of a single circuit from the machine carrying A.C. we have two 
separate circuits carrying A.C. of the same frequency but differing 
in phase by 90°. 

In three-phase alternators there are three sets of conductors, 
arranged so that, while set (i) is producing the maximum E.M.F., 
set (2) is producing E.M.F. lagging 120° behind set (i), and set (3) 





; THE 3 
• LINES 

NEUTRAL 


Fig. 576. L = lamps. M = Three-phase motor. 
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is producing E.M.F. lagging 120° behind set (2), and therefore 240® 
behind set (i). Instead of six terminals, the starting point of all 
three windings is usually a common junction; this is often earthed 
to the shaft of the generator, and the other three ends after forming 
the windings round the stator are con¬ 
nected to three terminals on the machine 
(Fig. 575). (Such a machine is said to. 
be star wound.) 

The voltage between any two of the star 
points (A and B, B and C, C and A) is called 
the line voltage, whilst that between the 
centre point O and a star point is called the 
phase voltage. The ratio between the two 
is:—Line voltage = 1-73 x Phase voltage. 

In practice to-day A.C. is usually gener¬ 
ated and transmitted on the three-phase 
system. Instead of using six wires to trans¬ 
mit the power to where it is wanted a 
common junction is made as indicated above, 
and a wire is run from this acting as a com¬ 
mon return (Fig. 576) wliich is usually earthed 
and referred to as the neutral. Our lamps 
and heating appliances (L) are usually con¬ 
nected between a line and the neutral as shown, 
and the standard voltage between a line and 
neutral is 230 volts. Consumers are there¬ 
fore on single-phase, one wire (the neutral) 
being earthed, and the supply voltage 230. 

The voltage between lines is, however, 

230 X 1-73 == 400 volts. Three-phase motors 
(M) are connected to the three lines (Fig. 576). 

6 . The Grid 

We have seen that every electrical 
power station has to provide sufficient 
plant to meet the maximum demand 
of the district it supplies, plus extra 
plant to allow of one or two machines 
being out of action for ordinary repair, 
plus sufficient to meet emergencies and to avoid serious breakdowns 
in the supply: in some cases the spare plant carried by a station 
is enough to supply 35 to 50 per cent, of its peak load. This 
extra plant is not ideal economically, and of course leads to a higher 
price to customers for the energy consumed. Further, small and 



Fig. 577. 132 kV. Double 

Circuit Straight Line Tower. 
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partially isolated districts get no supply at all owing to the cost 
to the nearest station of laying down the long cables to the district. 

Now suppose that, say, twelve of these individual systems could 
oe linked together by conductors in such a way that any one 
system could, in case of necessity, get energy from any or all of the 
other eleven members of the group, or send energy to them. It is 
clear that the spare plant carriexi by each could be considerably 
reduced, for in case of even a serious emergency in one system that 
station would be able to call upon most of the spare plant in all the 
other systems of the group. Evidently over that whole inter¬ 
connected area the electric supply should be carried out more 
efficiently and economically, and consumers should reap the benefit 
of a smaller charge per unit. Moreover the network of conductors 
could be used to supply districts previously untouched. 

This is one principle underlying the Grid." The country is 
divided into nine regional areas or schemes," and all the important 
generating stations in each area are interconnected, whilst inter¬ 
connexions also go to the adjoining areas. It is clear that for 
transmission in any direction over the long connecting links of the 
Grid Ihgh voltages must be used (page 488). These main circuits 
(which are three-phase) consist of overhead steel-cored aluminium 
transmission lines suspended by insulators from steel towers (Fig. 
577), and the voltage for them is raised by transformers to 132,000 
between conductors. Secondary transmission lines are at 66,000 
volts and 33,000 volts. Sub-stations are erected at the district where 
interconnexion is made with a local supply system, and transformers 
step-down the high grid voltage to the voltage for that system. 

As an example in the Central England Area or Scheme which is 
controlled from Birmingham, nine selected generating stations are 
interconnected, and there are 18 sub-stations in the area: moreover 
this area system is connected to those in the adjoining areas by 
lines to Bedford (South-East England Scheme), Crewe (North-West 
England Scheme), and Gloucester (South-West England Scheme). 
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I. Solid Angles. —The expression employed in (26), page 83, for the solid 
angle subtended at P (Fig. 94) by the circular shell AB may be readily found 
as follows:— 

Consider a sphere and its circumscribing cylinder {i.e. let the sphere have 
a cylinder drawn about it, the base diameter, and height of the cylinder, 
being therefore each equal to the diameter of the sphere), and imagine a series of 
planes parallel to the ends of the cylinder, such planes dividing the surface 
of the sphere and the lateral surface of the cylinder into zones; the area of 
any zone of the sphere is equal to the area of the corresponding zone of the 
cylinder. 

Now consider Fig. 94, and imagine a sphere with centre P and radius PA. 
The area of the segment cut off by AB will be equal to that of the correspond - 
ing zone of the cylinder. The circumference of this zone is zttAP, i.e. 

2Tr{x^ -f r^)^, and its width is ("AP — x), i.e. (x^ -f ~ x\ hence its area 

(and therefore that of the segment cut off by AB) is 27 r(x'^ + r-)^ {{x^ -f- r^)^ — x} 
Thus— 

Area of segment _ P ((^'“ P 

^ (Radius) 2 ~“ - 1 - r^) 


^ — 27 T {l — cos 0 ).. 


2. Thermo-electric Diagram.—The diagram for a few metals is given 
below. Centigrade temperatures are indicated: for certain calculations 
these must be converted into Absolute temperatures. 


Centigrade Temps. 



o 50® 150° 250® 350° 

Fig. 578. 
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3. A Few More Facts about Units. —In dealing with the various e.s. and 
e.m. units in preceding pages special attention was drawn to the value 
(3 X 10^®) which appeared in some form or other in the ratio of the two 
sets of units. The theory of units in detail is outside the scope of this book, 
but a few notes on the subject will be helpful and interesting. 

(1) The three fundamental units in which quantities are expressed are 
those of length, mass and time, the units generally employed in science being 
the centimetre, gramme and second respectively; any system built up on 
these fundamentals is known as an absolute or C.G.S. system of units. When 
we wish to express the idea of mass without implying any particular mass 
we use the symbol [M]: similarly for length [L] and time [T|. From this we 
easily deduce the following:— 

[Velocity] = = [lT->]; [Acceleration] == 

[Force] == [Mass] X [Acceleration] = [MLT-*]; 

[Work] [Force] x [Distance] -= [ML^T'^J. 

The powers to which M, L, and T are raised are usually termed the dimen¬ 
sions of the physical quantity expressed: thus we say that the dimensions 
of force are i in mass, i in length, and — 2 in time. 

(2) When we began to build up a systeni of electrical units, we found that 
we needed not only the units of length, mass and time but also units of some 
" physical property " of the medium. In electrostatics (page 160 for example) 
we had to introduce the dielectric constant K of the medium, whilst in 
the electromagnetics (page 57 for example) we had to introduce the per¬ 
meability /I of the medium. (Read again the note at the bottom of 
page 160,) 

Take first the idea of quantity of electricity on the electrostatic system, the 
fundamental equation for which was F = (p^^gc 160). Clearly 

from the above we can write:— 

[Force] -= [Q®]/[KL 2 ]; [Q*] «= [Force] [KU] ^ [MLT~^ [KL^]; 

[Q] - [KijliLix-i] .(1) 

Now take the idea of quantity in the electromagnetic section of our subject. 
Our starting point was the force between two poles, viz. F = m^mzltid^ and 
as before we have:— 

[Force] — [»«*]/[/iL®] which gives as above:— [m] — [^^M^L^T”^]. 

Again, force on a pole in a field == pole strength X field intensity, from 
which it follows that: field = force/pole; hence; 

[H] = [MLT-*]/[M^MiL 2 T-»]; [H] = [^"*M^L“iT->]. 

Further the magnetic field due to a current in a coil is and as 

2, It, and n are merely numbers without dimensions we have :— 

[H] = [I]/[L]; [I] = [H] [L]; [I] = [Ai'^MiL^T-i], 

Finally since quantity = current x time we evidently have:— 

[Q] = [M"*Mk^] .(2) 

(3) It is quite reasonable to consider that for any one particular quantity 
of electricity the two expression's obtained above are fundamentally the same. 
Thus;— 

[K*MiL*T-‘ = [m“Ml*]; = [LT'*]. 
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Now [LT~*] is a velocity which indicates that although the dimensions of 
K and /i are unknown these two quantities are so related to each other that 
the dimensions of i/VK/a are those of a velocity: remember then that K and 
fjL are not independent of each other but are definitely related as indicated (see 
note page i6o). 

(4) Now let s and m be the numbers representing a certain quantity of 
electricity measured on the electrostatic and electromagnetic systems. The 

complete expressions for the quantity are and 

But these expressions for one and the same quantity are identical. Hence:— 

s[KiM*L^T->] = A ^ [LT->] = 

In this equation [LT^^] is the unit of velocity: hence:— 

s A quantity measured in e.s. units i 

— = - ^--- - =—- —^ = V cm. per sec., 

m Same quantity measured in e.m. units vKfi 

so that by measuring the same quantity of electricity in e.s. units and in e.m. 
units the value of i/VKfi, that is of v, can be determined: experiment proves 
it to be 3 X loi® cm. per sec., the same as the velocity of light. In fact 
Maxwell showed that the velocity of an electromagnetic wave in any medium 
should be equal to 1/V and that in vacuo the value was 3 x lo^® cm. per sec. 

Note that since 5 and m are the magnitudes of the same quantity in the 
two units, their ratio is the inverse ratio of the size of the units, i.e. 

The e^. unit of quantity _ i . 

The e.s, unit of quantity ~~ VK/I ' 

/. The e.m. unit quantity = v (the e.s. unit quantity), 
and it was stated on page 160 that the e.m. unit quantity was 3 x 10'® e.s. 
units (this means that v *= i/VK/u == 3 X lo'® velocity of light). 


(5) If we work out the other electrical and magnetic quantities—potential, 
capacitance, resistance, etc.—in the same way as we have worked out quantity 
of electricity above, we will find that the ratio is always i/VK/x, i.e, v or v'^ 
or v~'^ or v~^ where t; = 3 X 10^®. Thus if capacitance be worked out we 
arrive at the result:—■ 


A cap acitanc e measured in^e.s. units _ i 
Same measured in e.m. units ~~ 

, The e.m. unit of capacitance __ 

The e.s. unit of capacitance 
and it was stated on page 170 that the e.m. unit capacitance was 9 x 10*® 
e.s. units. 


(3 X ioi®)8 == 9 X lo*' 


The most convenient method of determining i/VK/lx, i.e, v experimentally 
is to measure a capacitance in e.s, and in e.m. units. If a condenser is of 
accurately known dimensions its capacitance in e.s. units can be calculated, 
and its capacitance in e.m. units measured by methods already given in 
previous pages. But there are other methods of carrying out this test. 


(6) For a full treatment of the dimensions of all the magnetic and electrical 
quantities, the ratios of their units in terms of v, methods of determining v 
etc., see Advanced Textbook of Electricity and Magnetism. We quote a few 
ratios of units: remember that in all cases v ilVKjl = 3 x lo^® cm. per 
sec., and that the ratio in each case is that of e.m. unit : e.s. unit— 

Quantity ^ v Current — v Capacitance = v^ 

Potential == i Resistance = Inductance = 4"* 

v V* v^ 
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(7) The derived practical units are simply related to the absolute electro- 
magnetic units hy powers of 10: thus the coulomb is or lo*”^ e.m. unit, 
the volt Ls 10* e.m. units, the ohm is lo* e.m. units, and so on. As these 
practical units are not easily reproduced with great accuracy as standards 
for practical purposes the International Conference in 1908 agreed on certain 
international units. These are defined as indicated in preceding pages : they 
were intended, as already explained, to be practical realisations of the true 
practical units but tliey difer slightly. Thus the international ampere — 
'99997 true ampere: the international ohm = 1*00052 true ohm: the inter¬ 
national volt = 1*00049 true volt. 

For methods of determining the relations between the international units 
and the absolute units, reference may again be made to Advanced Textbook 
of Electricity and Magnetism. 

Brief reference may be made to the principle of, for example, the Lorenz 
method of determining the ohm, i.e. of finding, say, the length of a column of 
mercury of i sq. mm. cross section and at o°C which has a resistance of 
lo* e.G.S. electromagnetic units. A circular metal disc is placed at the 
centre of a solenoid carrying a current, the plane of the disc being at right 
angles to the magnetic lines, and it is rotated about an axis through its 
centre, the axis being therefore along the lines. A P.D. is developed 
between the axis and the circumference which is given by ^ = trr^ldlt where 
r ™ radius of disc, H ~ field and t — time of rotation. But H x- /^nnl where 
n = turns per cm. of solenoid and I ™ current in e.m. units. Hence 
e = ^TT^r^nljt. The current circuit of the solenoid also includes the resistance 
R to be measured, and the ends of R are joined through a galvanometer 
to the rim and axle of the disc in such a way that the P.D. at the ends 
of R viz. IR opposes c. If adjustments arc made for no deflection then 
RI ™ 47rV2«I// and therefore R — 4ir^rhilt. Thus R is determined in absolute 
units for r is a length, n is turns per unit length and t a time. We can 
therefore find the dimensions, etc., of a column of mercury for which R is 10® 
absolute units. There are many details and corrections v/e have omitted. 

In electrical engineering a system of practical units, known as the metre- 
kilogram-second (M.K.S.) system, has crept into use. It uses the metre as 
length unit and the kilogram as mass unit, and takes the permeability of air 
to bo. not unity, but i/io^. 




EXERCISES AND TEST QUESTIONS 

Chapter II 

(1) What do you understand by the following: Magnetic Poles, Magnetic 
Fields, Line and Tube of Force, Line and Tube of Induction, Laminated 
Magnet, Consequent Poles, Molecular Rigidity, Critical Temperature, 

(2) Explain briefly the Molecular Theory of Magnetisation and mention 
any experimental facts which, in your opinion, support the theory, briefly 
discuss the extension of the theory indicated by the modern electron theory. 

(3) Distinguish between ferromagnetics, paramagnetics, and diamagnetics. 

(4) Three circular rings of iron are magnetised, the first by being placed 
between the poles of a strong horseshoe magnet so that the line joining the 
poles of the magnet is a diameter of the ring, the second by having one pole 
of a bar magnet drawn round it several times, the third by having a current 
carrying coil of wire wrapped round it. Describe the magnetic state of 
each ring. 


Chapter III 

(1) The period of vibration of a magnet is 2 seconds. The needle isr thfen 
broken in exact halves. What is the period of vibration of each half ? 

(2) Two magnets A and B are in turn suspended horizontally by a vertical 

wire so as to hang in the magnetic rnefidian. To rotate A through 45° the 
upper endx)f the wire has to be turned once round. To deflect B through 
the same angle the upper end of the wire has to be turned one and a half 
limes round. Compare the moments of A and B. (Inter. B.Sc.) 

(3) Prove that tlie magnetic force exerted by a short bar magnet at a 
point A on the line passing through its centre and perpendicular to its axis 
is the same as the force exerted at a point on the axis the distance of which 
from the centre of the magnet is '^^2 times the distance of A from the centre. 

(4) Two magnets have the same pole strength, but one is twice as long 

as the other. The shorter is placed “ end on " at a distance of 20 cm. from 
the axis of suspension of a magnetic needle. Where may the other magnet 
be placed in order that there may be no deflection of the needle ? (H.S.C.) 

(5) If two short magnets of equal moment are placed with the line joining 

their centres along the axis of one and perpendicular to the axis of the other, 
calculate the intensity (magnitude and direction) of the field at the middle 
point of the joining line. (Inter. B.Sc.) 

(6) The moment of a magnet is 1,000. How much work is done in 
turning it through 90® from the meridian at a place where H == *16 ? 

(Inter. B.Sc.) 

(7) Define the pole strength and the magnetic moment of a simple 
magnet. 

A bar magnet, whose magnetic moment is M and length 2/, is placed with 
its centre at a distance r from a magnetometer. The direction of the axis 
is at right angles to the magnetic meridian and passes through the centre of 
the magnetometer. Find an accurate formula giving the deflection of the 
magnetometer. If the magnet is turned through one right angle, keeping 
its centre fixed, find the condition that the magnetometer should be at a 
neutral point. (Inter. B.Sc.) 
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(8) Define carefully magnetising force (H), magnetic induction (B), 
intensity of magnetisation (I), permeability (/i), susceptibility (k), and 
establish the. relations between these quantities. 

(9) What factors determine the time of oscillation of a magnet when 

free to swing in a horizontal plane ? Two bar magnets are bound together 
side by side and suspended so as to oscillate in an horizontal plane. The 
time of swing is 12 seconds when like poles are together, and 16 seconds 
when the direction of one magnet is reversed. Compare the magnetic 
moments of the magnets. (Inter. B.Sc.) 


Chapter IV 

(1) Explain how you w^ould compare the moments of two magnets (a) by 
a " torsion ” method, (fc) by the method of oscillations, (c) by the method 
of deflections. How would you compare two magnetic fields ? 

(2) Describe and explain a method by which the magnetic moment of a 
steel magnet and the liorizontal intensity of the earth's magnetic field may 
be determined in absolute measure. 

' (3) A thin uniform magnet t metre long is suspended from the N. end so 
that it can turn freely about a horizontal axis which lies magnetic east and 
west. The magnet is found to be deflected from the perpendicular through 
an angle D (sin D — -i, cos D -- *995)^ II the w^eight of the magnet is 
10 grm., the horizontal component of the earth's field is *2 C.G.S. unit, and 
the vertical component *4 C.G.S. unit, find the moment of the magnet. 

(4) What is meant by a neutral point in a magnetic field ? There i.s 
found to be a neutral point on the prolongation of the axis of a bar magnet 
at a distance of 10 centimetres from the neare.st pole. If the length of the 
bar be 10 cm. and H o-i8 C.G.S. unit, find the pole strength of the magnet. 

(H.S.C.) 

(5) Describe the principle of measurement enqfloyed in the torsion balance. 

A magnet suspended by a fine vertical wire liangs in the magnetic meridian 
when the wire is untwisted. If on turning the upper end of the wire half 
round the magnet is deflected 30" from the meridian, show how much the 
upper end of the wire must be turned in order to deflect the magnet 45'^ and 
60® respectively. (Inter. B.Sc.) 

(0) A small suspended magnet makes 10 oscillations per minute under 
the influence of the earth's field alone, A bar magnet is brought near it so 
as not to disturb the direction of the pointing of the suspended magnet, but 
so tliat the latter now makes 14 oscillations per minute. What would the 
frequency be if the magnet were now reversed pole for pole ? (Inter. B.Sc.) 

(7) Calculate the magnetic intensity at a distance d from the centre of a 

bar magnet of pole strength m and length I small compared with d. [a) at a 
point along the axis of the magnet, (6) at a point on the line bisecting the 
magnet at right angles. How can the result of this investigation be used 
to test the " inverse square law ” ? (Inter,B.Sc.) 

(8) Explain how the value of the horizontal component of the earth's 
magnetic field ^t a given point can be determined. Indicate briefly any correc- 
tions which would be necessary in an accurate determination. (Inter. B.Sc.) 

(9) Define unit magnetic pole, unit magnetic field, and intensity of 

magnetisation. Describe fully any method by which you would compare 
the moments of two bar magnets. (Inter. B.Sc.) 
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(lo) What forces have to be considered when a compass needle is acted on 
by an “ end on ” magnet ? Explain why the action diminishes rapidly as 
the distance apart increases. A short magnet 50 cm. to the west of a com¬ 
pass deflects it 45®. Find the moment of the magnet if the earth's horizontal 
field is -iS unit. (Inter. B.Sc.) 

(it) Define magnetising force, magnetic induction, permeability and 
susceptibility. Explain how the intensity of magnetisation and the permea¬ 
bility of iron vary with the magnetising force. (Inter. B.Sc.) 

(12) Write a short account of the pfienomena of hysteresis in ferromagnetic 
substances and describe a method of taking a material such as iron or steel 
through a cycle of magnetisation. 

Explain fully how the magnetic induction and the intensity of the mag¬ 
netising field can be determined for each point of the cycle. 

Deduce an expression for the amount of energy dissipated in the form of 
heat in each unit volume of the material during a cycle. (The last part of 
the question will be understood after reading Chapter XVII.) (B.Sc.) 


Chapter V 

(1) Explain the following terms:—Conductor, insulator, dielectric, electric 
field, line of force, tube of induction, and potential. 

(2) Write a short essay on “ Theories of Electrification." 

(3) A hollow metal vessel is insulated and charged to a potential V, and 
the following operations are succe.s.sively performed:— {a) An insulated metal 
ball is lowered into the jar without touching it; (6) the ball is momentarily 
earth-connected; (c) the jar is momentarily earth-connected; and (d) the 
ball is removed to a distance. State the changes of potential of the jar and 
the ball at each stage. 

(4) Explain how the distribution of a charge on a conductor depends on 
its shape, and describe how you would verify your .statements Explain the 
action of points in " collectmg " the charge from an electrified body. 

(Inter. B.Sc.) 


Chapter VI 

(1) Six equal charges are placed at the corners of the base of a hexagonal 
pyramid. If the slant edge of the pyramid is equal to the diagonal of its 
base, find the intensity of the field at the apex due to the charges at the base. 

(2) An insulated soap bubble 10 cm. in radius is charged with 20 C.G.S. 
electrostatic units. Taking the atmospheric pressure as 10® dynes per sq. cm., 
find the increase in radius due to the charge. 

(3) A circular metal plate A of radius 10 cm. is earthed. At a distance 
of I mm. from it is placed another plate B of the same size, which is insulated 
and charged with 100 units. Find approximately the charges on the four 
surfaces and the force on the plate A. (The capacity of a charged circular 
disc of radius a at a large distance from all other conductors is 2aln.) 

(4) A conducting sphere of diameter 6 is electrified with 105 units; it is 
then enclosed concentrically within an insulated and unelectrified hollow 
conducting sphere formed of two hemispheres' of thickness J and internal 
diameter 7. The outer sphere is then put to earth; determine the potential 
of the inner sphere before and after the outer sphere is earth-connected. 

(5) Explain the term electric potential. If 100 units of work must be 
done in order to move an electric charge equal to 4 from a place where the 
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potential is — lo to another place where the potential is V, what is the 
value of V ? 


(6) Show that if the energy in the electrostatic field is regarded as dis¬ 
tributed throughout the field the amount of energy per unit volume, at any 

point P is , where k is the dielectric constant and R the electric intensity 

OTT 

at P. 


(7) A, B, C and D are the four comers of a square of i cm. side. Charges 

of -f 10 units are place^d at A and C, and a charge of — 20 units at 13 . 
Calculate (i) the potential, (2) the field at D. (C.G.L.'i 

(8) A, B and C are three conductors equal in all respects. A is charged, 

made to share its charge with B and afterwards to share the remainder with 
C—both B and C being previously without charge. The three are now 
separately discharged. Compare the quantity of heat resulting from each 
discharge with what would have been {>roduced by tho discharge of A before 
any sharing of its charge {tx. compare the energies). (Inter, B.Sc.) 

(9) Show that the energy required to charge a conductor of capacity C to 

a potential V is ^CV“. What becomes of the energy when the conductor is 
discharged ? (Inter. B.Sc.) 

(10) What is meant by the capacitance (capacity) of a conductor ? Find 

the potential of a charged sphere, and show that its capacitance is equal to 
its radius. (Inter. B.Sc.) 

(11) What is meant by saying that the electric charge on a conductor is 
5 E.S. units and its potential 4 E.S. units } 

Point charges of electricity of magnitude 20, 40, 20 and — 40 arc 

placed respectively at the corners of a square ABCD of side 20 cm. Find 
the force on a point charge of 2 units at O the intersection of the diagonals, 
and the work done in taking the charge from O to E the mid-point of DA. 

(Inter. B.Sc.) 

(12) What is the law of force between two electric charges ? Two ])ith 

balls, each weighing 0.05 grm., hang in contact at the end of two parallel 
silk threads a metre long. To what distance will the balls separate when a 
charge of 0*5 electrostatic unit is given to each of them ? (Inter. B.Sc.) 


Chapter VII 

(1) The thickness of the air layer between the two coatings of a spherical 
air conductor is 2 cm. The conductor has the same capacity as a sphere of 
120 cm. diameter. Find the radii of its surfaces. 

(2) A sphere of radius 40 millimetres (mm.) is surrounded i)y a concentric 
sphere of radius 42 mm., the space between the two being filled with air. 
What is the relation between the capacity of this system and that of another 
similar system in which the radii of the spheres are 50 and 52 mm, respectively, 
and the space between them is filled with paraffin of specific inductive 
capacity 2-5 ? 

(3) Two submarine cables of equal length have conductors whose dia¬ 
meters are 80 and 100 mm., the diameters of the guttapercha coverings being 
120 and 180 mm. Determine the relative capacities of the two cables, 

log 2 = -30103, log 3 =« -47712. (C.G.L.) 

(4) A condenser A has plates of area 1000, and dielectric of thickness 4; 
another condenser B has plates, area 800, and the same dielectric of thickness 
5. Compare the charges and energies in A and B, when they are connected, 
A to a source of potential 4, and B to a source of potential 5. (Inter. B.Sc.) 
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(5) What is the meaning of the term “ lines of electric force," and what 

inference may be drawn from their distribution ? How many " lines of 
force " (approx.) will there be per sq. cm. cross section in the space between 
the parallel plates, 10 cm. diameter, of an air condenser charged with 250 e.s. 
units of electricity ? (Inter. B.Sc.) 

(6) Two conducting discs, one metre in diameter, are placed parallel to 

one another at a distance apart of one millimetre, and a difference of potential 
of one volt is maintained between them. Find the charge on the plates, 
and the attraction between them when they are {a) in air, (b) in a liquid 
whose dielectric constant is 2-5. (Inter. B.Sc.) 

(7) In an experiment with the torsion balance the lever is deflected 
through 80'’. Find the angle the torsion h(;ad must be turned through to 
reduce the deflection to 45°. 

(8) An insulated plate, 10 cm. in diameter, is charged with electricity and 
supported horizontally at a distance of 1 mm. below a similar plate suspended 
from a balance and connected to earth. If the attraction is balanced by the 
weight of one decigram, find the charge on the plate, {g == q8o C.G.S.) 

(g) How would you compare the capacity of a Leyden jar with that of a 
standard condenser by some one method ? Describe the precautions that 
must be taken to secure an accurate result. (Inter. B.Sc.) 

(10) Hov' can it be shown that inside a hollow closed conductor there is 

(i) no electrification, (2) no electric intensity ? Are there any exceptions to 
these statements ? Prove that in the case of a charge on a spherical surface 
the absence of any electric intensity inside is a direct consequence of the law 
of inverse squares. (Inter. B.Sc.) 

(11) Describe the attracted disc electrometer, and show how it can be used 

to measure differences of potential in absolute electrostatic units. Define 
this absolute unit of potential, and show how the instrument's determinations 
are in the units specified. If the trap door is 5 cm. in diameter, is 3 mm. from 
the under plate, and is at 1,200 volts potential difference, what force of 
attraction would you expect between them ? (Inter. B.Sc.) 

(12) Show that in Kelvin’s attracted disc electrometer the difference of 

potential between the disc and the plate is — CVSttF/S, where S is the 
surface of the disc, C the distance between it and the plate, and F the attrac¬ 
tion between them. (Inter. B.Sc.) 

(13) Describe some form of electrometer and mention the measurements 
for which it is particularly suited. 

Two parallel plates at a distance of 0-5 cm. are electrified to a P.D. of 
1,000 volts. Find the pull per sq. cm. exerted on each plate and how this 
would be modified if the space between the plates were filled with an insulating 
oil of S.I.e. = 4. (300 volts — I electrostatic unit.) (Inter. B.Sc.) 

Chapter VIII 

(1) Describe in detail the method of determining the magnetic dip at any 
point, explaining the reasons for each operation you describe. 

(2) Two equal soap bubbles, equally and similarly electrified, coalesce 
into a single larger bubble. If the potential of each bubble while at a distance 
from the other was P, show that the potential of the bubble formed by their 
union is 2P/^''2. 

(3) A magnetic needle is suspended on a horizontal axis through its centre 
of gravity. The horizontal axis is slowly turned round in a horizontal plane. 
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Describe and explain the position of the needle for various positions of the 
axis (i) in England, (2) at the Magnetic Equator. (Inter. B.Sc.) 

(4) What is the nature of lightning ? What should be the arrangement 

of a good lightning conductor ? How should it act (Inter. B.Sc.) 

(5) Define the Horizontal Intensity, Vertical Intensity, and Dip as 
applied to terrestrial magnetism, and state the relations between them. 
Explain how you would determine the horizontal intensity at any place. 

(Inter. B.Sc.) 


Chapter IX 

(1) Write a short essay on the modern theory of the simple voltaic cell 
and explain local action and polarisation. 

(2) Explain the construction and action of a zinc | zinc chloride con¬ 
centration cell. 

(3) An electric current is flowing along a wire. You are given a pivoted 

compass-needle, and are required to find out by its aid which way the current 
is flowing. How would you proceed {a) if the wire in question lies horizon¬ 
tally, [h] if tlie wire runs vertically, (r) if the wire is coiled up in a circular 
coil or open hank ? (Inter. B.Sc.) 


Chapter X 

(1) Explain " current vStrength," “ re.sistance,'' and “ electromotive 
force." . Is there any real distinction between " potential dilTerence " and 
" electromotive force " If so, explain fully. 

(2) Define the absolute electromagnetic and the practical units of current 
strength, quantity, potential difference, and resistance. Define also erg, 
joule, watt, kilowatt. Board of Trade unit of electrical energy, temperature 
coefficient of resistance, and electrochemical equivalent. 

(3) State and explain Ohm’s Law, and develop the formula for the joint 
resistance of conductors in parallel. 

(4) A circuit is made up of (i) a battery with terminals A, B, its resistance 
being 3 ohms and its E.M.F. 2*7 volts; (ii) a wire BC, of resistance 1-5 ohms; 
(hi) two wires in parallel CDF, CEF, with respective resistances 3 and 7 ohms; 
(iv) a wire FA, of resistance 1-5 ohms. The middle point of the last wire is 
put to earth. Find the potential at the points A, B, C, F. 

(5) The poles of a battery are connected by three pieces of the same 

copper wire, of lengths 1,2, and 3 metres respectively, arranged in multiple 
arc. These are replaced by a piece of wire of the same material, but of double 
the diameter, and of such a length that the current through the battery is 
unchanged. Find the length of the wire. (H.S.C.) 

(6) Define the electromagnetic units of current, electromotive force, and 
resistance. Compare the resistances of two copper wires, one 100 cm. long 
and 0.25 mm. in diameter, the other 75 cm. long and 0.4 mm. in diameter. 

(7) Define the terms " one joule," " one kilowatt," " one Board of Trade 
unit." The price of electrical energy in a certain town is fourpence per Board 
of Trade unit, and the supply pressure is 200 volts. Ah electricity energy- 
meter on this circuit has a resistance of iq,ooo ohms in its pressure coU; 
calculate the cost of the energy wasted in this coil in a quarter of a year. 
(Take a year as equivalent to 90 full lighting days.) 
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(8) Two resistances of 5 and 8 ohms respectively are placed in parallel, 
and in series with this combination is a resistance of 4 ohms. If the potential 
difference between the extreme terminals is 100 volts, what will be the current 
in eacli resistance and the difference of potential between the terminals of 
each resistance ? 

(9) In what manner do (a) the conductor resistance and {h) the insulation 
resistance of a uniform electric light cable depend upon tlie length of the 
cable ? A 55 -y<J- length of such a cable when te.sted gave o-ii ohm and 10,000 
megohms respectively for {a) and {h) ; find the corresponding values for a 
mile length of similar cable. 

(10) What is a megohm ? What is a microhm ? If three lengths of a cable, 
having respectively an insulation resistance of 300, 400, and 500 megohms, 
be joined in a continuous length, what will be the insulation resistance of the 
whole cable ? 

(11) Calculate the resistance of one mile of copper conductor, having a 
cross-sectional area of *137 sq. in. The resistance of an inch cube of copfjcr 
between opposite faces is *66 microhm, 

(12) A glow-lamp takes a current of *55 ampere when connected to leads at 
i'20 volts pressure. Find (a) the hot resistance of the lamp; (6) the watts 
absorbed; (c) the energy taken in i hour in joules; (d) the watt-hours taken 
in 50 hours; (e) the B.O.T. units taken in 100 hours; (/) the cost of the 
energy absorbed at 5d. per unit. 

(13) What effect has change of temperature on the resistance of metals, 
alloys, insulators, and liquids ? Define temperature coefficient. 

(14) If a cell has an E.M.F. of i'o8 volts and -5 ohm internal resistance, 

and if the terminals are connected by two wires in parallel of i ohm and 
2 ohms resistance respectively, what is the current in each, and what is the 
ratio of the heats developed in each ? (Inter. B.Sc.) 

(15) Define resistivity or specific resistance, and apply the definition to 

find the resistance of a uniform wire of length /, diameter d and resistivity S. 
Find the length of wire of diameter 0*3 mm. and resistivity i*8 x lO"® ohm- 
centimetre wiiich would have a resistance of 2 ohms. (Inter. B.Sc.) 


Chapter XI 

(r) Determine the resistance of a shunt which when joined to a galvano¬ 
meter of resistance 3,663 ohms will result in 3V of the total current passing 
through the galvanometer. Determine also (a) the joint resistance of the 
galvanometer and shunt; (6) the external resistance which must be added 
when the shunt is applied, so that the total current may be unaltered. 

(2) The resistance of a shunted galvanometer is 75 ohms, that of the 
shunt being 100. A certain deflection of the galvanometer is obtained when 
the resistance in the rest of the circuit is 2,000 ohms. Find what additional 
resistance must be inserted that the galvanometer deflection may remain 
the same when the shunt is removed. What is the multiplying power of 
the shunt ? 

(3) How may the intensity of the magnetic force inside a solenoid be 

approximately calculated ? What is it in one of 300 turns, 15 cm. Jong, 
which carries a current of 0*2 ampere ? What effect has the diameter of the 
solenoid ? (Inter. B.Sc.) 

(4) Explain how the current in a tangent galvanometer properly arranged 
is proportional to the tangent of the angle of deflection. Describe some form 
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of tangent galvanometer, and explain how the sensitiveness can be varied by 
suitably placing a magnet outside a galvanometer. (Inter. B.Sc.) 

(5) A galvanometer whose resistance is G is provided with a shunt whose 
resistance is S. If the current in tin' circuit is C, prove that the current 

through the galvanometer will be ™ „ C. 

o 

The coil of an ammeter has a resistance of too ohms, and a difference of 
potential of 120 millivolts between the terminals gives a deflection from one 
end of the scale to the other. What resistances must be provided as shunts 
in order that the instrument may register currents {a) from o to 5 amperes, 
{b) from o to 100 amperes. (Inter. B.Sc.) 

((>) On sending a current through a tangent galvanometer, the needle of 
which is oscillating about a certain mean position, no deflection is produced, 
but the time of oscillation is reduced. What deductions can be made as to 
the situation of the galvanometer, and what additional facts would have to 
be supplied before tlie current could be calculated from the two times of 
oscillation. (Inter. B.Sc.) 

(7) Give the definitions of an ampere, and an electromagnetic unit of 
current, and prove the formula giving the number of amperes in a current 
in terms of the deflection produced in a tangent galvanometer. (Inter. B.Sc.) 

(8) A tangent galvanometer having a coil of one turn of 34 cm. radius 

gives a deflection of 45'' with a current of 10 amperes. Calculate the strength 
of the earth’s magnetic held at the centre of the coil. (Inter. B.Sc.) 

(9) A sine galvanometer consists of a single coil of 49 turns of wire, the 

mean radius of which is 20 cm. A current of o-o8 ampere causes such a 
deflection that the coil has to be turned through 45'" to bring the needle to 
its original position with regard to the coil. Determine the reduction factor 
of the galvanometer, and the horizontal component of the earth’s magnetic 
intensity. (Inter. B.Sc.) 

(10) How would you show by experiment that the magnetic field due to 
a plane current circuit, at any di.stance great compared with the dimensions 
of the circuit, depends not on the form but only on the area and the current, 
and that it is equal to that of a certain magnet set with a.xis perpendicular 
to the plane of the circuit ? Show, by considering the case of a ])lane circular 
current, that the moment of the equivalent magnet is (area x current). 

(Inter. B.^Sc.) 

(11) Describe the construction of the moving coil galvanometer, and 

explain how, with the addition of a shunt, it can be used as an ammeter for 
large currents. (B.Sc.) 

(12) How does a voltmeter differ from an ammeter in construction and 
use ? A D.C. ammeter (resistance *02 ohm) has a scale reading up to 5 
amjTercs: how would you use it on a 15-ampere circuit ? A D.C. voltmeter 
(resistance 50,000 ohms) reads up to 50 volts: how would you make it read 
up to 75 volts with the same scale ? 

Chapter XII 

(1) Two circuits whose resistances are respectively i ohm and 10 ohms 
are arranged in parallel. Compare the amount of current passing through 
each of these circuits with that through the battery. Compare also the 
amount of heat developed in the same time in the two circuits. 

(2) A wire of resistance t connects A and B, two points in a circuit, the 
resistance of the remainder of which is R. If, without any other change 
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being made, A and B are also connected by {n — i) other wires, the resistance 
of each of which is r, show that the heat produced in the n wires will be 
greater or less than that produced originally in the first wire according as r 
is greater or less than KV«. 

(3) The E.M,F. of a battery is 18 volts and its resistance 3 ohms. The 
P.D. between its poles when they arc joined by a wire A is 15 volts, and falls 
to 12 volts when A is replaced by another wire B. Compare the resistances 
of A and B, and the amounts of heat developed in them in equal times. 

(4) Determine the final temperature of a copper wire -166 cm. in diameter 
through which a current of 10 amperes is flowing. Specific resistance of 
copper 1*65 microhms per centimetre cube, emissivity of copper — -00025, 
temperature of room 15'’ C. 

(5) A current of 5 amperes flows for 3 minutes through a wire whose 
resistance is 2 ohms; given that i watcr-grm.-degree unit ~ 4-2 joules, find 
the amount of heat, in water-grm.-degrees units, generated in the wire. 

(H.S.C.) 

(6) If electric energy for heating purposes be supplied at 2d. per unit, find 
tlie cost of boiling a quart of water in 5 minutes, and the mean power required. 
Initial temperature of water 15''C.; efficiency of kettle 90 per cent. (Take 
I quart of water — 2*5 pound ) 

(7) Define illurnination on a surface, luminous intensity and luminous 
efficiency of a lamp, luminous flux, the lumen, mean horizontal candle-power, 
and mean spherical candle-power. 

(8) Prove that the heat generated in a coil of wire by a current is propor¬ 

tional to the product of the resistance and the square of the current. Explain 
fully the exact relation between this product and the number of calories 
generated, the current being expres.sed in amperes and the resistance in 
ohms. (Inter. B.Sc.) 


Chapter XIII 

(1) Develop expressions for vjit and (v 4- u), where v ami w are the 
velocities of the anions and cations respectively in an electrolytic solution, 
and explain how the ratio n : u may be determined experimentally. 

(2) If 10,000 kilocoulombs are passed through cells arranged in series 
containing solutions of CugCla, Hg2(N03)2. CuSO^, H2SO4, and NaCl, how 
much copper, mercury, hydrogen, and caustic soda can be obtained } 

(City and Guilds of London.) 

(3) What do you understand by osmotic pressure, solution pressure, and 
electrode potential, and describe a method of measuring the electrode potential 
in the case of a zinc plate immersed in a solution of zinc sulphate. 

(4) Twenty-four cells, each of E.M.F. 2 volts and resistance t ohm, are 
arranged in 6 rows, 4 cells in series per row, the 6 rows being in parallel. 
Find (a) the total current, {b) the current in each cell, (c) the fall in volts f)er 
cell, (d) the P.D. between the terminals of any one cell, (e) the T.P.D. for the 
battery. External resistance, 10 ohms. 

{5) State Faraday's laws of electrolysis, and describe how they are 
explained on the modern theory of electrolysis. Explain the meaning of the 
term: electrochemical equivalent of a substance. 

Calculate the amount of copper deposited by the passage of i ampere for 
I second "through a depositing tank, given the weight of hydrogen liberated 
in electrolysis is grm. per coulomb. Atomic weight of copper, 63, 

valency, 2. (Inter. B.Sc.) 
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(6) How do you account for the fact that an E.M.F. of about ij volts is 

needed to electrolyse water at an appreciable rate ? An accumulator 2 volts 
E.M.F. maintains a current in a circuit of total resistance 2 ohms, an 
electrolytic cell with back E.M.F. 1*5 volts is then inserted, the resistance 
being adjusted again to 2 ohms. Compare the currents and the rate of 
working in the two cases. (Inter. B.Sc.) 

(7) A current of electricity driven by an electromotive force of 10 volts 

traverses a water voltameter in which there is a resistance of 2 ohms and 
a back electromotive force of 1*5 volts. Calculate the weight of hydrogen, 
and the number of calorics developed in the voltameter per hour, assuming 
the resistance of other parts to be negligible. (The electrochemical equivalent 
of hydrogen is 0.000010384 grm. per coulomb, and the mechanical equivalent 
of one calorie is 42,000,000 cm.^ grm.* sec~^.) (Inter. B.Sc.) 

(8) Describe briefly some form of secondary cell or “ accumulator,” and 
give the chemical actions during charge and discharge. 

A battery of 55 secondary cells is being charged from a dynamo and the 
p.d. between its terminals is 127 volts and the charging current is Go amperes. 
If the speed of the dynamo increases so that the p.d. between the terminals 
is 129 volts, the charging current becomes 80 amperes. Find the resistance 
of the battery and its e.m.f., assuming the dynamo and leads to have negli¬ 
gible resistance and the e.m.f. of the cells to remain constant. (Inter. B.Sc.) 

(9) State the law of subdivision of a current in a divided circuit. Explain 

how you would arrange 36 cells of a battery, each having an internal resistance 
of 1*6 ohms, so as to send the strongest possible current through an external 
resistance of 5*6 ohms. (Inter. B.Sc.) 


Chapter XIV 

(1) What is meant by thermo-electric power, Peltier coefficient, Thomson 
coefficient, and neutral temperature ? 

(2) A thermopile is joined up in .scries with a Daniell's cell and the current 

allowed to flow for a short time. The thermopile is then removed from the 
circuit and connected with the terminals of a galvanometer, the needle of 
which is thereupon considerably deflected but gradually returns to its un¬ 
disturbed position. Explain this. (B.E.) 

(3) State what facts with regard to thermo-electric currents can be 
established by the aid of a thermo-electric couple. 

How may these facts be represented by a diagram ? (Inter. B.Sc.) 

(4) Suppose that at some point in an electric circuit heat was being 

developed by the passage of the current. Describe how you would determine 
whether the heating was due to a resistance or to a thermo-electric (Peltier) 
effect. (Inter. B.Sc.) 

(5) Give a brief account of thermo-electric phenomena and describe how 

you would use a thermo-couple to measure temperatures o® C. and 100* C. 
Illustrate your answer by diagrams. (H.S.C. and Inter. B.Sc.) 


Chapter XV 

(1) Describe some method of determining accurately the specific resistance 

of an electrolyte. (B.E. Hons.) 

(2) Explain the theory of the Wheatstone Bridge method of comparing 

resistances. ' (Inter. B.Sc.) 
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(3) Describe and explain one method of comparing accurately the electro¬ 

motive forces of two cells. How are standard cells of constant electromotive 
force constructed ? (Inter. B.Sc.) 

(4) Describe a method of measuring the resistance of a battery. 

When two batterio.s, A and B, are joined in turn to a galvanometer it is 
found that A gives the greater current; but when another galvanometer is 
employed B gives the greater current. Explain how this may occur. 

(Inter. B.Sc.) 

^5) What is a potentiometer ? How would you use one to compare the 
difference of potential between the terminals of a Daniell cell {a) when it is 
on open circuit, (/;) when the terminals are joined up by a wire of, say, 5 ohms 
resistance ? (Inter. B.Sc.) 

(6) Describe carefully how you would use a potentiometer for measuring 
currents. How would you adapt it for use with large and small currents 
respectively ? How would you use it to calibrate a voltmeter ? 

(7) Describe (a) a method of comparing the capacitances of two con¬ 
densers, (6) a method for the absolute determination of the capacitance of 
a condenser. 


Chapter XVI 

(i) What is a magnetic field ? Describe a method of determining the 
magnetic dip by the revolution of a coil of wire about an axis in its own 
plane. (Inter. B.Sc.) 

(i) Explain what is meant by the coefficient of mutual induction of two 
coils, and point out the factors upon which it depends. (Inter. B.Sc.) 

(3) State two methods by which the direction of the electromotive force 
induced in a closed circuit which is moved in a magnetic field can be assigned, 
and show by means of a simple example that the two methods yield the 
same result. 

A bar magnet is suspended by a string attached to the north pole, so that 
its axis is vertical. A ring of copper wire is allowed to fall over the magnet 
without touching it, the plane of the ring being horizontal and its centre 
travelling along the axis of the magnet. Find the direction of the current 
induced in different positions. (Inter. B.Sc.) 

(4) Explain the theory of the induction coil. Compare the currents in 

the primary and secondary coils, and point out any sources of loss of energy 
in the apparatus. (Inter. B.Sc.) 

(5) Give an account of the phenomena of electromagnetic induction, 
describing experiments to illustrate them. State Lenz's Law, and point 
out how it applies to the experiments you have described. (Inter. B.Sc.) 

(6) How would you make experiments to show that a current is produced 
in a closed circuit while the number of tubes of magnetic induction passing 
through the circuit is changing ? Describe the apparatus used and mode of 
using it. How would you show that the total flow is proportional to the 
total change in the number of tubes passing through the circuit ? 

How may this result be applied to determine the angle of dip of the 
earth's magnetic field at a given place ? (Inter, B.Sc.) 

(7) Calculate the electromotive force generated, by virtue of the vertical 
component of the earth's field (which may be taken as — 0.41 cm. grm. 

i sec. in the axle of a railway carriage, of length 150 cm., travelling with 
a speed of 75 kilometres per hour. In what units is your answer given ? 
How could you observe the existence of this electromotive force ? (Inter. B.Sc.) 
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(8) A solenoidal coil 70 centimetres in length, wound with 30 turns of 
wire per centimetre, has a radius of 4*5 centimetres. A second coil of 750 
turns is wound upon the middle part of the solenoid. Calculate the coefficient 
of self-induction of the solenoid, and the coefficient of mutual induction of the 
two coils. Will the inductance of the solenoid be atlecled by short-circuiting 
the ends of the secondary coil ? (B.Sc.) 


(cj) Give the lows for the production of an electromotive force in a con¬ 
ductor moving in a magnetic held. 

A telegraph wire 2*5 kilometres long running east and west is part of a 
circuit whose resistance is 35 ohms. If the wire falls to the ground from a 
height of ro metres, find the current in the circuit at the moment that the 
wire strikes the ground, assuming that the whole wire falls freely at the 
same time, ~ 980 cm. per sec. per sec. and H ™ 0*2 C.G.S. units.) 

^ ' (Inter. B.Sc.) 

coil of a single turn of wire in the form of a rectangle of height 
and width 8 cm. is suspended in a horizontal magnetic held of strength 
Draw a diagram indicating the forces acting on each side of the rectangle, 
and calculate the couple acting upon it when its plane makes an angle of 45*^ 
with the magnetic field and a current of 20 C.G.S. units flows in the wire. 

(Inter, B.Sc.) 


Chapter XVII 

(1) In.what respects do the magnetic properties of iron and steel differ ? 
Deline the terms intensity of magnetisation ( 1 ), induction (B), and magnetic 
force (H). How do you obtain the relation B -= H d- 477! ? 

(2) Define intensity of magnetisation. Give a short account of the 
relation between the intensity of magnetisation of iron and the magnetic 
force acting upon it. 

Explain how you would study the matter experimentally in the case of 
iron given in the form of a long thin rod. (Inter. B.Sc.) 

(3) Explain the meaning of intensity of magnetisation, magnetic induction 

and magnetic circuit. How does the magnetic reluctance of a cylindrical 
iron rod 35 cm. long compare with that of an air gap i mm. wide, assuming 
both have the same cross-sectional area and that the permeability of the 
iron is 350 times that of air ? (Inter. B.Sc.) 

(4) Explain the meaning of the terms ampere-turn, magnetic force or field 

strength, magnetic induction or flux density. An iron ring of rhean circum¬ 
ference 40 cm. is uniformly wound with 800 turns of wire. If the cross- 
section of the iron is 2 sq. cm., what current will be necessary to produce a 
total flux of 20,000 lines ? What will be the effect of a 2 mm. air-gap in the 
iron ring ? (Take 500 for the permeability of the iron.) (Inter. B.Sc.) 

(5) Define magnetic force, H, and magnetic induction, B. Show that 

the area of the H, B cycle denotes 471 times the energy dissipated per c.cm. 
of metal during each magnetic cycle. (B.Sc.) 

(6) Define the terms gauss, maxwell, permeability and intensity of magnet¬ 
isation. A magnetic field of 50 e.m. units generates a flux of 2500 e.m. units 
in a long bar of ste6l. Calculate the permeability and the intensity of 
magnetisation of the bar, which has a cross-section of 0*25 cm.* (Inter. B.Sc.) 


Chapter XVIII 

(I) A choke, having an inductance of 0*05 henry and a resistance of 0*5 
ohm, is put in series with a non-inductive resistance of 10 ohms, and an 
alternating sine E.M.F* of 200 volts, of frequency 50, is applied to the 
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terminals. Find the current in the circuit and the P.D. on the choke and 
resistance respectively. 

(2) An alternating E.M.F. of 200 (virtual) volts and frequency 50 is applied 
to a circuit of resistance 10 ohms and inductance -25 henry. Find (a) the 
current, {b) the angle of lag, (c) the impedance. 

(3) A circuit has an inductance of *02 henry and a capacity of 10 micro¬ 
farads. Find the frequency so that the impedance may be equal to the ohmic 
resistance. 

(4) A condenser of 4 m.f. capacity is in series with a resistance of 600 ohms 
and the applied alternating pressure is 1000 volts. Find {a) the current, 
(6) the P.D. across the condenser, (c) the P.D. across the resistance. 

(5) State the law of production of electromotive force in a conductor 

moving in a magnetic field. Calculate the maximum electromotive force in 
volts in a coil of 50 turns each of area 80 sq. cm. when making 1,800 revolutions 
per minute about an axis in its plane, the axis being at right angles to a 
uniform magnetic held of strength 60 gaus.s. (Inter. B.Sc.) 

(6) Why are very high voltages used in transmitting electrical energy to 

great distances ? Explain the action of the transformers used at the ends of 
the lines to reduce the voltage to the required amount. (Inter. B.Sc.) 

(7) State the laws governing the production of induced currents. A 

circular coil of 50 turns, of average diameter 20 cm., rotates 10 times per 
second about an axis perpendicular to a magnetic field of strength 10 units. 
Calculate tlie maximum e.m.f. induced in the coil. (Inter. B.Sc.) 

(S) Give the laws of production of electromotive force in a coil due to 
motion in a magnetic held. A coil of 500 turns each of area 100 square 
centimetres rotates about an axis at right angles to a magnetic held of strength 
200 units. If the coil makes 1,200 revolutions per minute, hnd the average 
e.m.f. in the coil, and draw a curve showing how the e.m.f. varies during one 
revolution. (Inter. B.Sc.) 


Chapter XIX 

(1) State Ohm’s law. Air, rendered conducting by X-rays or other 

agency, does not conform to Ohm’s law. Describe carefully, and with the 
aid of a diagram, how it deviates from it. (Inter. B.Sc.) 

(2) What is ionisation and how may it be produced in a gas. How jnay 

the electrical conductivity of an ionised gas be determined, and what is 
meant by the saturation current ? (B.Sc.) 

(3) Describe the construction and action of (a) a photo-electric cell, (6) a 
thermionic valve. 

(4) Describe the general character of the discharge through a gas 

contained in a tube as the tube is gradually exhausted. (B.Sc.) 

(5) What are cathode rays ? Describe briefly how their velocity and 

e/m have been found. (Inter. B.Sc.) 

(6) What is an electron ? How can the mass and charge of an electron 
be detei^nined ? 

Chapter XX 

(1) Describe and explain how X-rays are produced, giving a sketch of a 

simple form of X-ray tube, and stating how the chief properties of the rays 
may be exhibited, • (Inter. B.Sc.) 

(2) Give an outline account of our present knowledge of the various kinds 

of radiation from radium. (Inter. B.Sc.) 
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(3) Give a brief outline of the disintegration theory of the radioactive 

materials, e.g. uranium. (Inter. B.Sc.) 

(4) Write an essay on “ Modern Ideas on Atomic Structure/* 


Chapter XXII 

(1) Describe and explain the actions of the transmitter and the receiver 
in a telephone circuit. Sketch and explain a simple house telephone circuit. 

(Inter. B.Sc.) 

(2) A drum armature in a two-pole field contains 150 external conductors 
and runs at 550 revs, per min. Find the total flux through the armature 
required to produce an E.M.F. of 115 volts on open circuit. 

(3) State (with diagrams) the diflerence between series, shunt and com¬ 
pound wound machines, and mention their main characteristics. 

(4) Develop expressions for the instantaneous value, the maximum value, 
and the average value of the induced E.M.F. in the case of a coil rotating 
about a vertical axis in the earth’s field. 

(5) Give an outline of the action of a dynamo. A dynamo of e.m.f, 

80 Volts and internal resistance 0-3 ohm has connected directly to its terminals 
(t.g. (i) and (ii) are in parallel with each other), (i) an accumulator battery of 
e.m.f, 60 volts and internal i;esistance i ohm which is being charged, and 
(ii) a number of lamps of total resistance 10 ohms, which are being lighted. 
Find the total current supplied by the dynamo. (B.Sc.) 

(6) What do you understand by the back e.m.f. of an electric motor ? 

A shunt-wound D.C. electric motor takes a current of 100 amp6rcs from 
2oo-volt mains. The shunt field coils have a refistance of 0*5 ohm. Find 
(a) the back e.m.f. and hence (b) the electrical energy converted into work 
per second. Verify that {b) is the difference between the total power supplied 
and that turned into heat, (H.S.C.) 




ANSWERS 


Chapter III. (i) i sec. (neglecting thickness). (2) 7:11. (4) 25-24 

cm. on opposite side of needle. (6) 160 ergs. (7) tan ^ = 2Mr/H(f*—/*)*. 
For B position null point r® — 2r/® + l*lr ~ M/H. (9) 25 : 7. 

Chapter IV. (3) 205200. (4) m = 24. (5)257-1°; 319-8°. (6) 2 in 

I min. (10) 1 1250. 

Chapter VI. (i) 3^3 where d ~ hexagonal base. (2) 1/(677 x 10’) cm. 

(3) Charge on A = o and 98I; on B = 98|, and 1^; Force on A = 197 dynes. 

(4) 33: 5- (5) 15- (7) 5-7f>: 4'i4- (8) -,'e. h i‘s- (u) 2/V5; 

2(V'5 — i)/V'5. (12) i*oo6crn. 

Chapter VII. (i) lo and 12 cm. (2) 84 : 325. (3) t : 1-45 (nearly). 

(4) 5:4: equal. (5) 3-183. (6) (a) 6250 e.s. units, 31250 dynes; 

(6) 15625 e.s. units. 195,312-5 dynes. (7) 227-212°. (8) Q — 35 c.s. units, 

(li) 12,500,000 dynes. (13) 1*769 and 7-076 dynes. 

Chapter X. (4) A — -25 volt. B — 1-45 volts, C~ -95 volts, F = -25. 

(5) metres. (6) 256 : 75. (7) 34’45 pence (take 90 days). 

(8) Totil current I4'i3 “ current in the 4 ohm coil; current in the 5 ohm 
coil --- 8-69; current in the 8 ohm coil 5-44: P.I>. on the 4 ohm coil - 
56*52; P.D on the 5 ohm and 3 ohm coils == 43-48 (all approximate). 

(9) Conductor resistance — 3-52 ; insulation resistance — 312-5. (10) 127-6 

megohms. (ii) 17,500 ohms. (12) 218-18 ohms; 66 watts; 237,600 
joules; 3300 watt-hours; 6-6 B.O.T. units; 2s. pd. (14) -62 amp.; 

-31 amp.; Heat 2 : i. (15) 785-2. 

Chapter XL (i) Shunt 111 ohms, (a) 108 ohms, {b) 3555 ohms. (2) 6000 
ohms, multi[>lying power 4. (3) H -- 5-028. (5) {a) *024 ohms, (b) -0012 

ohms. (8) -185 dynes. (9) Reduction factor *011312. H = -I74i 
dynes. (12) Shunt — -01 ohm; Series Resistance 25000 ohms. 

Chapter XIL (i) : i and 10 : 1. (3) Resistances 5:2; heats 

5:8. (4) 29-01° C. (5) 2143; 2160 if -24C2R/is used. (6) 1499 

watts (taking i quart of water — 2-5 pound, i pound = 453-6 grin.). 

Chapter XIII. (2) 20641 grm. Hg, 3281 grm. Cu, 103-84 grm. FI, 4153 
grm. NaOH. (4)’Jamp.: Jamp.: Jvolt.: ijvolts.: 7J volts. (5)-000315 
grm. (6) Current4;i; 16:1. (7) *1588752 grm.; 30964 calories. 

(8) -I ohm.: 121 volts. (9) 3 rows of 12 in series, the 2 rows in parallel. 

Chapter XVI. (7) -0128125, in volts. 48) L *05032, M = *01797 
Henrys. (9) *02 amp. (10) -4243 dyne cm. 

Chapter XVII. (3) Equal. (4) -795 amp.; 2-7 amp. for same flux. 

(6) 791 nearly. 

Chapter XVIII. (i) 10-537 amp.; 166-7 volt (choke); 105-4 volt (resis¬ 
tance). (2) 2-52 amp.; 82° 45^; 79-3. (3) 356. (4) lamp.; 800 volts 

(nearly); 600 volts (nearly). (5) -452 volt. (7) 98-7 millivolt. (8) 8 volts. 

Chapter XXII. (2) 8-36 x 10®. (5) 21*05 amps. (6) 150 v^lts, 

1500 watts. 
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A.C. CIRCUITS, power in, 528 
■— in various circuits, 513-20 

— lag and lead of, 507, 513-26 

— rectifiers of, 556 
Accumulators, 403-7 
Aerials, 574 
Agonies, 247 
Alloys, magnetic, 47 
Alternating E.M.F. and current, 21, 

Ch. XVIII. 

Alternator, 509, 601-3 
Ammeters, Ch. XT., 354, 373 
Ampere balance, 349 

— the, 281, 28^, 29^, 511 

— virtual (R.M.S.), ^511 
Amplification factor of valve, 582 
Anode, 274 

Apparent charge, 197 

Appleton layer, 584 

Armatures for D.C. machines, 594-6 

a-rays (particles), 14, 16, 503. 569 

Atmospheric electricity, 231 

Atomic number, 9 

— weight, 9 

Atom, structure of, 5-16, 5O8-70 
Aurora liorcalis. 4O0 


BALLISTIC galvanometer, constant 
of. 477 

— galvanometers, 351 

— — damping correction, 451 
B.O.T. unit, 30S 

Bridge, Callendar and Griffiths, 432 
Carey Foster's, 43>o * 
end, corrections for, 430 

— P.O. box, 433 

— slide wire, 429 

— Wheatstone, 428 
j8-rays (particles), 15, 563 


CAPACITANCE, 169 

— measurement of, 227, 449-51 
—reactance, 517 

— units of, 169, 170, 201 
Carrier wave, 577 

-- modulation of, 578, 585 

Carrying capacity of conductors, 363 
Cathode, 274 
-- rays, 544-7 
^ — V-, m, and e of, 547-51 
Cathode-ray tube, 587 


Cell, simple voltaic, 20, 261-7 
Cells, concentration, 268, 271 

— efficiencies of, 399, 407 

— E.M.F.'s of, 266, 286, 395, 399-402 
-- - groupings of, 396 

— measuring resistance of, 438 

— photo-electric, 553 

— secondary, 403-7 

— various types of voltaic, 392-5 
Charge, distribution of, 141 

— on outside, 140 
Charged charges, 4, 10 

— surface, force on, 190 
Choke coil, 528 
Coercive force, 109 
Coercivity, 48 

Coil rotating in magnetic field, 308 
Commutators for D.C. machines, 594 
Condensers, 199 

— capacitance of, 201, 204-10 

— discharging, 437, 480. 3-'l>34» 

Ch. XXL 

— force between plates, 210 

— in series and parallel, 212 
--residual charges in, 213 

— time constant of, 438, 480 

— various types of, 204-10, 215-18, 

409 

Conductance, 292 

Conductivity, specific, equivalent, 
and molecular, 292, 384 
Conductors, 2, 128 
Coulomb, the, 160, 283 
Critical temperature, 46 
Current, alternating, 21, Ch. XVIII 

— balance, 349 

— chemical effects of, 275, Ch. XIIL 

— coil in field, covple on, 324, 328 

— conventional, 19 

— decay of a, 479 

— direct, 17, 261, 280 

— electronic, 19 

— field due to, 40, 272, Ch. XL 

— growth of a, 478 

— heating, effects of, 277, Ch. XL 

— H.F. oscillatory, 22, 529, Ch. XXL 

— magnetic effects of, 272, Ch. XL 

— measurement of, 283, 331-50 

— saturation, 540 

— strength, units of, 20, 281, 293 
—' wattless, 528 

Currents, force between, 325 

— in magnetic field, force on, 320, 33b 
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Cycle, magnetic, 109, 491 
— of A.C.. 22, Ch. XVIII 


DPXLlNATION, determination of, 
239 

— - 29, 237 

O.C. generators. 593-599 
Diamagnetics, 25, 52-5, 95, 498 
Dielectric, 134, 152 

— constant, 134, r6o, 202 
-measurement of, 228 

— strength, 203 
Dip, 31, 238, 474 

— determination of, 240 
Discharge‘Spark, brush, arc, 252 
Distribution of charge, 141 
Dynamometer instruments, 347-5* 

KDDY currents, 484, 490 
Electrical energy, units of, 305-9 
-charging for, 308 t 

— machines, 155-8 

“ oscillations, 529-34, Ch. XXT. 

™ power, units of, 309, 527 
Electric fields, 149 

— field, intensity of. 176-80, 187-90 
Electro-chemical equivalent, 283 
Electrode potential, 2O4, 288, 399 
- measurement of 399 

— calomel, 401 

— hydrogen, 400 
Electrodes, 274 

Electronic theory of conduction and 
insulation. 129 

..magnetism, 52, 498 

PClectrolysis, 274-77, Ch. Xlll 

— back E.M.F. in, 382-4 

— --- conductivity in, 384 

— dissociation theory of, 376 

— examples of, 274, 379 

— velocity of ions in, 386-91 
Electrolytes, 130, 274 

— equivalent conductivity of, 384 

— measuring resistance of, 441 

— molecular conductivity of, 385 

— partial conductivity of, 391 

— specific conductivity of, 384 
Electrolytic condenser, 409 
Electromagnetic waves, 529-34, Chs. 

XX.. XXI. 

Electrometers, 218-24, 400 
Electrophorus, 147 
Electroscopes, 131, 225 
Electrons, 5-16 

— mass and charge of, 160, 375, 

547-52 


Electro-plating, 407 

E.M.F., 266, 286, 395, 399-402 

— (and P.D.), measurement of, 445-8 
-units of, 284-290 

— back, 268, 361, 382-4 
reactive, 519 

Emitron camera, 586 
Energy of a charge, i 73-6 

— in medium, 193 

-magnetic field, 481 

Equator, magnetic 247 
Equipotential surfaces, 167 


FARAD, the, 170 
Faraday's electrolysis laws, 374 
Faraday, the, 375 
J’erromagnetics, 25, 95 
Frequency of A.C., 22, Ch. XVIII 
-vibrating magnet, 75 


TrALVANOMETEKS, 33T-47. 35 C 

5-^9 

— control magnets. 339 

— damping in, 332 

~ - measuring resistance of, 440 
reduction factor, 334 
-- sensitivity, etc., of, 333 
-shields for,, 341 

— shunts for, 353 

— thermo. 427 

Gauss’s Theorem, 86, 185 
Generators, D.C., 593-9 

-average E.M.F. of, 598 

-efficiencies of, 598 

-series, shunt, compound, 597 

— -- winding armatures of, 594-6 
Gilbert, the, 502 

y rays, 5O3 
Grid, the, 603 

HEATING, electric, 372 
Heat, principle of least, 359 
Henry, the, 466-73 
Heterodyning, 577 
Hollow conductors, 14a 144-7 
Hysteresis, 109, 491-6 


ICE pail experiment, 145 
Iconoscope, 586- 
Impedance, 519-25 
Induced E.M.F.’s and currents 
Ch. XVI. 

-value of, 463 

— quantity* 466 
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Inductance, coefficients (L.M.) 466, 

471 

— measurement of, 469. 473, 528 

— mutual, 459 

— .of solenoids, 471 

— self, 461 

-of solenoid, 467 

— units of, 460-73 
Induction coil, 481-5 
Inductive displacemfmt, 133-9 

— reactance. 516 
Inductors, 475 
Insulators, 2, 128 

Intensity of magnetisation, 66 
Inverse square law, proof of, 121, 

23 T 

Ionisation, 130, 256-8. 535-40 
—• potential, 537 
spontant'ous. 538 

Ions, 10, 130, 203-67, 374-82, 380-92, 
535 

Isoclinals, 247 
Isodynamics, 247 
Isogonals, 247 
Isotopes, 13 


JOULE*S Law (heating), 357-9 
Joule, the, 306 


KEEPERS. 31 52 
Kennelly-Heaviside layer, 584 
Kilowatt, the, 3T5 
Ki>xhhoff’s Laws, 297 


" LAG " and lead," 507, Ch. 
XVIIl. 

Lamination, 45, 484, 490 
I.amps, arc, 369 

— c.p. of, 365 

— efficiency of, 369 

— flux in lumens from, 368 

— gas discharge, 370 

— incandescent, 363 

— luminous intensity of, 36/ 

— tests on, 452 

s rule, 314 
Lenz’s I^w, 457 
Lifting power of magnet, 506 
Lightning, 256 

Lines of force, electric, 149, 180 

-- magnetic, 31 

^-(of magnets), 59 

—^—induction (electric), 152, 180 
--—-(magnetic), 36, 59 


I Linkages, 465 
I Local action, 267 
I Loud speaker, 592 
I Lumens, 368 


MAGNET, axis of, 28 

— poles of, 26 
Magnetic circuit, 500-6 

— elements of earth, 237 
-variations in 243-8 

— field, strength of, 57, 6i, 65, 

68-72, 83 

— fields, measurement of, 100, T12, 

I h6-2o. 338, 474 

I-(of current), 40, Ch. XI. 

-(of magnets), 31-40 

— induction, measurement of, loi, 

493-7 

-(B), 85-7, 91-5 

— maps, 247 

— moment, 60, 64 

— moments, measurement of, 99, 

113, 115, 116-20 

— pole, strength of, 56 

— potential. 59, 79-83 

— shells, 66 

-field of, 83 

-potential of, 81 

— -— strength of, 67 
Magnetism, effect of i^eat on, 45, 96, 

497 

— induced, 30 

— theories of, 49, 498 
Magnetisation curves, 105 

— intensity of, 66 

— variations in, 105-11. 497 
Magnetising force (H), 91-5 
Magnetographs, 245 
Magnetometer, deflection, 98 

— oscillation, 112 

— torsion, 113 
Magneto-motive force, 502 
Magnets, vibrating, 75-8 
Maxwell, the, 503 
Meridian, magnetic, 29, 237 
Microphone, the, 589 
Motors, D.C., 599-601 

-back E.M.F. in, 599 

-starter for, 600 

-efficiencies of, 601 


NEUTRAL point, 39, 150 
— temperature, 411 
Neutron, 15. 5^8-70 
Nucleus of atom, 5-16 
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OERSTED, the, 303 
Ohm's Law, 293 
Ohm. the, 291, 293 
Oscillations. H.F. electrical, 529-34, 
Ch. XXL 

Osmotic pressure, 264 


PARALLEL cells in, 397 

— condensers in, 212 

— -conductors in, 296 
Parainagnetics, 25, 95 
Peltier effect, 416 

coefficient, 416 
Period of A.C., 22 

— — vibrating magnet, 75 
Permeability, determination of, loi, 

493 

— W. 57. ^9, 91-5. 497 
Permittivity, 134. 160, 202 
P.D. and E.M.i^, 28b 

— measurement of, 444-8 

— - - units of, 163, 284 
Photo-electric cell, 553 
Photometers, 452-454 
Planck’s constant, 562 
J\0. box, 433 
Points, action of, 145 
Polarisation, concentration. 268 

— in cells, 267 

-dielectrics, 152, 181-5 

Positive rays, 552 
Positron, ib 
Potential, contact, 270 

— electrical, iS, 125, 162, 163, 1G5 

— (electrical) due to charges, 165 

— - magnetic, 59. 79-83 
Potentiometer, 443-9 
Power, 309 

— factor, 528 

— in A.C. circuits, 527 
Protons, 5-16, 568-70 


'QUANTITY of electricity, units of, 
159, 160, 283 
Quantum theory, 562 


RADIOACTIVE disintegrations, 565 
Radioactivity, 14, 562-7 
Radium, 14, 564, 566 
Reactance, capacitance, 517 
— inductive, 516 

Recombination of ions, 130, 371, 527 
Rectifiers of A.C., 556 
Refraction of p-araday tubes, 195 
Reluctance, 89, 502 


Replenisher, 158 
Resistance, insulation, 304 

— laws of, 300 

—■ measurement of, 428-43, 446 

— series and parallel, 296 

— specific, 301 

— temperature coefficient of, 303 

— units of, 291-3 
Rc.sistivity, 301 

Resonance in A.C. circuits, 524 
Rctentivity, 48 

Reversible (and irreversible) opera¬ 
tions, 290 

Rdnlgcn rays, Ch. XX. 

Root mean square (R.M.S.) values, 

.511*13 

Rotating coil, average li.M.h'. in, 
5TO 

-in field, 508 

-inst. PI.M.l". in, 510 

-max. E.M.P'. in. 510 


SATURATION current, 540 
Scanning in television, 585 
Screens, <4octric, 154 

— magnetic, 89, 341 
Seebeck effect, 410 
Series, cells in, 396 

— condensers in, 212 

— conductors in, 295 

Shunts, galvcinomctiT and ammeter, 
353 

Sidebands in “ Wireless,” 579 

. ” Television,” 588 

Specific resistance^ 301 
Spectrograph, mass, 552 
Slip rings, 509 
Solenoiel, field of a, 102, 318 
Solution pressure, 264 
Striking distance, 253 
Siipra-conductivity, 303 
Susceptibility, 48, 91-5 

— determination of, 101, 493 

TANGENT A and B positions' of 
gauss, 72-5 

Telegraphy and telephony, 572-84. 
580-92 

Telephone, the, 590 
Television, 585-8 
Temperature, coefficient, 303 

— rise in conductors, 361 
Thermionic valve, 555, 579-84 
Thermo-electric circuit, origin of 

E.M.IL in, 419 

-— thermodynamics of, 421 
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Thermo-electric currents, 271, Ch. 
XIV. 

-diagram, 413, 424 ^ 

-power, 411 

-pyrometer, 426 

Thermo-galvanometer, 427 
Thermopile, 426 
Thomson effect, 418 

— coefficient, 419 
Thunder, 256 

Time constant, 438, 479, 480, 531 
Torsion balance, 114, 233 
Transformers, 485-90 
Translatory force on magnet, 84 
Transmission of electrical power, 488, 
602 

Transport numbers, 386-9 
Tubes of force, electric, 151, 180 

— -induction, electric, 152, 180 

-magnetic, 35, 87 

— b'araday, 181 

— tension, etc., in electrical, 192 


UNITS, see under the various quan¬ 
tities 


Vibration galvanometer, 529 
Volt, the. 163, 285, 293 

— virtual (R.M.S.), 511 
Voltmeters, 225, Ch. XL. 355, 373 

— series resistance, 355 


WATER-DROPPER. 157, 255 

Watt, the. 310 

Watt-hour, the, 308 

Wattless current, 528 

Wattmeters, 350 

Wave, carrier, 577 

Waves, electromagnetic, see pp. 

529-34. Chs. XX., XXL 
Wheatstone bridge, 42S 
Wimshurst machine, 155 
Wireless telegraphy and telephony, 
572-84 

Work in linking a current, 316 

329 


X-RAYS. 557-62 

— characteristic, 538 

— origin of, 560 


VALVES, 555. 379. 584 
Vector diagrams, 521-7 


ZEEMAN effect, 500 






